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MLA  Barrhead-Westiock 

Minister  Responsible  for  Technology,  Research  and  Telecommunications 
International  Trade  Offices 
Lotteries 

MESSAGE  FROM  THE  MINISTER 

Thanks  to  generous  deposits  of  conventional  crude  oil,  natural  gas,  oil 
sands  and  coal,  Alberta  is  known  as  Canada’s  energy  province.  Alberta 
has  more  than  80  per  cent  of  Canada’s  conventional  crude  oil  reserves, 
90  per  cent  of  its  natural  gas  and  all  of  its  bitumen  and  synthetic  oil 
reserves.  Synthetic  crude  oil  is  produced  from  oil  sands  in  northeastern 
Alberta,  where  deposits  contain  more  oil  than  the  proven  reserves  of 
Saudi  Arabia. 

Coping  with  the  extreme  temperatures  that  are  part  of  Alberta’s 
climate  has  enabled  our  companies  to  develop  sophisticated 
technology  that  works  well  in  severe  conditions  and  difficult  terrain. 
Oil  and  gas  equipment  manufactured  in  Alberta  has  proven  itself  from 
the  rain  forests  of  Ecuador  to  the  Canadian  arctic  and  the  desert 
conditions  of  the  Middle  East  and  Africa. 

In  addition  to  outstanding  specialized  products,  Alberta  petroleum  companies  also  offer  extensive 
services  in  the  industry.  These  services  range  from  seismic  interpretation  to  simulation  design  and  the 
design  of  gathering  and  transmission  lines. 

Alberta  companies  have  developed  the  expertise  to  undertake  complex  marine  offshore  projects,  ranging 
from  ice  island  construction  and  Arctic  Ocean  drilling  sites  to  specialized  Arctic  explorations. 

With  more  than  75  years  of  experience,  the  Alberta  oil  and  gas  industry  has  become  a dynamic  arena  for 
the  development  of  world-class  products  and  services.  I encourage  you  to  use  this  directory  to  find  out 
more  about  what  the  Alberta  petroleum  equipment  and  services  industry  can  do  for  you. 

Ken  Kowalski 
Deputy  Premier 

Minister,  Economic  Development  and  Tourism 


For  more  information  on  Alberta  companies  and  what  they  have  to  offer,  contact: 

Alberta  Economic  Development  and  Tourism 

4th  Floor,  Commerce  Place 

10155  102  Street 

Edmonton,  Alberta,  Canada 

T5J  46 

Telephone:  (403)  427-4809 
Facsimile:  (403)  422-9127 


ALBERTA 
DEPUTY  PREMIER 

MINISTER  OF  ECONOMIC  DEVELOPMENT  AND  TOURISM 
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Enterra  BOP  Services ; 29 

Enterra  Canada  Limited 29  r 

ENTERRA  Patco  Oilfield  Products  Limited 29  r 

Enviro  Desorption  Inc 29 

Enviro-Guard  Reclamation  Inc 29  | j 

Environmental  Technologies  Inc 29  u 

Environmental  Waste  Management  Ltd 29  |y 

Enviropac  T racer  Services 29  y 

Enviro-Tec  Inc 2£ 

Envirotech  Nisku  Inc 29  | 

Equipment  Sales  & Service 29  ' 
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n.S.  Industrial  Supply 

ESP  Testing  Ltd 

ESS-ELL  Tool  Co.  Ltd 

Estabrook  Construction  Ltd 

European  Technologies  International  Inc. 

Excell  Specialty  Ltd 

Evergreen  Engineering  Ltd 

Exchanger  Industries 

Hxecsuite  Luxury  Travel  Apartments 

Executive  Advertising 

Executrade  Personnel 

The  Expatriate  Group  Inc 

Expeditors  International  Forwarding  Ltd.  . 

Experienced  Equipment  Company 

Explosives  Limited  

Express  Micro  Store 

F 

■ M C of  Canada  Ltd.,  Wellhead  Division 

■actory  Machines  Ltd 

EA.C.T.S.  Oil  Tools  Ltd 

farmstead  Builders  (Olds)  Ltd 

i^arr  Canada  Ltd 

■arries  Engineering  (1977)  Ltd 

Iasco  Rentals  Ltd 

edmet  Tubulars 

ekete  Associates  Inc 

ieldco  Mfg.  Inc 

iltration  Services  Inc 

imrite  Oilfield  Services  Ltd 

[inney-Taylor  Personnel  Ltd 

Cremaster  Oilfield  Services 

1re-Pro  Calgary  Ltd 

I'itzPatrick  Engineering  Limited 

lexTube  Inc 

)int  Canada  Inc 

lo-Crest  Equipment  (Alberta)  Ltd 

lo-Skid  Manufacturing  Inc 

jlow  Control  Oil  & Gas  Inc 

he  Fluid  Life  Corporation 

[luid  Lift  Systems  Inc 

|luor  Daniel  Canada,  Inc 

locus  Surveys  Ltd 

joothill  Steel  Foundry  Ltd 

pothills  Diamond  Coring  (1980)  Ltd 

bothills  Industrial  Products  (1988)  Ltd.... 
iP.  Ford  Construction  Management  Ltd. 

oremost  Industries  Inc 

orest  Lease  Inc 

prt  McMurray  Oil  Sands  Tradeshow 

8 bur  M Oilfield  Services  Ltd 

8 Dtron  Control  Systems  Inc 

8 l-A  Contractors  Ltd 

!9  ramar  Limited 

!9  LJ.  FrancI  Consulting  Ltd 

!9  rank  Flenry  Equipment  (1987)  Ltd 

!9  'anklin  Supply  Company  Ltd 

!9  "ontier  Catering  Ltd 

29  rontier  Engineering  & Consulting  Ltd 

29  fontier  Well  Service  Co.  Ltd 

29  S.l.  Culvert  Inc 

29  Liller  Austin  Insulation  Inc 

29  Jller  Bartells  Distribution 

29  jllkote  Pipeline  Services,  Inc 

29 1 

29 

29! 

E#' 


29 

29 

29 

30 
30 
30 
30 
30 
30 
30 
30 
30 
30 
30 
30 
30 


30 

30 

30 

30 

30 

31 
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31 
31 
31 
31 
31 
31 
31 
31 
31 
31 
31 
31 
31 
31 
31 
31 

31 

32 
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32 
32 
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32 

32 

33 
33 
33 


G 

Gala  Well  Service  Ltd 33 

Galaxy  Oilfield  Service  Ltd 33 

T.  Gale  Well  Servicing  Ltd 33 

Galvanic  Analytical  Systems  Ltd 33 

Gambit  Products  Ltd : 33 

Ganske  Machining  & Welding  (1994)  Ltd 33 

Garden  Oilfield  Maintenance  & Construction 33 

Gas  Liquids  Engineering  Ltd 33 

Gasketmaster,  Inc 33 

K.F.  Gaspro  Services  Ltd 33 

Gastech  Instruments  Canada  Ltd 33 

John  Gavora  Consulting  Ltd 33 

G & B Rubber  Products  Ltd 33 

The  Gear  Centre 33 

GEM  Industries  Inc 33 

Gem  Steel  Edmonton  Ltd 34 

Gemini  Engineering  Ltd 34 

Gemini  Learning  Systems  Inc 34 

General  Body  & Equipment  Ltd 34 

Geneva  Well  Service  Ltd 34 

Geodesy  Remote  Sensing  Inc 34 

Geophysical  Exploration  & Development  Corporation 34 

Geophysical  Micro  Computer  Applications  (International)  Ltd.  34 

Geophysical  Research  Corporation  Ltd 34 

Geo-Ray  Oilfield  Inspections  Ltd 34 

Geosearch  Drilling 34 

Geoservices  North  America  Ltd 34 

Geo-X  Systems  Ltd 34 

G & G Radiator  (1983)  Ltd 34 

GH-Bettis  Ltd 34 

G & L Oilfield  Services  Ltd 34 

Gledhill  Steel  Products  Inc 34 

G.L.M.  Tanks  and  Equipment  Ltd 34 

Global  Metal  Industries  Inc 35 

Global  Steel  Ltd 35 

Global  Thermoelectric  Inc 35 

GN  Corporations  Inc 35 

Gold  Star  Consulting  Corp 35 

Goldec  International  Equipment  Inc 35 

Goldeye  Sales  & Services  Ltd 35 

Goliger’s  Travel 35 

Goodall  Rubber  Company 35 

Gough  Electric 35 

Gould  PetroSearch  Land  Services  Limited 35 

G.P.R.  Industries  Ltd 35 

GPT  Consulting  Services 35 

Grande  Prairie  Valve  & Fitting  Ltd 35 

Graphic  Resource 35 

Green  Valley  Daylighting  Limited 35 

Green  Valley  Drilling  Limited  35 

Green’s  Rock  & Lapidary  Ltd 35 

Grenco  Industries  Ltd 35 

Griffin  Pumps,  division  of  Taro  Industries  Limited 36 

Grimes  Well  Servicing  Ltd 36 

Gris  Gun  Manufacturing 36 

Grizzly  Ledcor  Well  Servicing  Limited 36 

Grizzly  Power  Ltd 36 

Grizzly  Well  Servicing  (Grand  Centre)  Ltd 36 

GRM  Fluid  Controls 36 

Groundwater  Solutions  Ltd 36 

GS  Flitech  Controls  Inc 36 

Guardian  Chemicals 36 

Guardian  Oilfield  Services 36 
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Guiberson  AVA  Division,  Dresser  Canada  Inc 36 

Guided  Horizontal  Drilling  Canada  Inc 36 

G W Welding 36 

H 

Halliburton  Drilling  Systems 36 

Halliburton  Energy  Services,  a Division  of 

Halliburton  Canada  Inc 36 

Hallmark  Engineering  and  Resource  Development  Ltd 36 

Hallmark  Tubulars  Ltd 37 

Hamilton  & Olsen  Surveys  Ltd 37 

Hampson-Russell  Software  Services  Ltd 37 

Hankin  Atlas  Industries  Limited 37 

Harbison-Fischer  Canada  Ltd 37 

Harvie  Instruments  Ltd 37 

Hat  Bit  Supply 37 

Hat  Pipeline  Ltd 37 

Havon  Machine  Works  Ltd 37 

Hawkeye  Inspection  Limited 37 

Hazco  Environmental  Services  Ltd 37 

Headhunters  Diesel  Ltd 37 

Heartland  Perforating  Services  Ltd 37 

Heathmar  Industries  Ltd 37 

Ron  M.  Helmer  & Associates  Ltd 37 

G. T.  Henderson  Engineering  Inc 37 

Herb's  Welding  Ltd 37 

HFP  Acoustical  Consultants  Ltd 37 

Hi  Signs  Mfg.  Ltd 37 

Hi  Temp  Products  of  Western  Canada  Inc 38 

Hialta  Well  Servicing  Ltd 38 

Highland/Corod  Inc 38 

Hill’s  Hot  Shot  Service  Ltd 38 

A.J.  Hinch  Consultants  Ltd 38 

Hi-Rate  Drilling  1985  Ltd 38 

HITEC  Norway  Ltd 38 

Hi-Tech  Seals  Inc 38 

Hi-West  Well  Servicing  (1975)  Ltd 38 

Hofam  Catering 38 

Hollimex  Products  Ltd 38 

John  Hopkinson  & Associates  Ltd 38 

Horizon  Land  Services  Ltd 38 

Horizontal  Technology  Services  Ltd 38 

Horton  CBI  Ltd 38 

Howard  Mackie,  Barristers  and  Solicitors 38 

Barbara  Howes  Petroleum  Consulting  Inc 38 

H S B Productions 38 

HTH  Heatech  Inc 38 

HTI  Technology  Canada  Ltd 39 

Hub  Irrigation  Services  Limited 39 

H. E.  Hunt  & Associates  (1987)  Ltd 39 

Hunting  Interlock  Limited 39 

Hycal  Energy  Research  Laboratories  Ltd 39 

Hydra  - Machine  Ltd 39 

Hydra-Tech  International  Corporation 39 

Hydril  Canadian  Co.  Ltd 39 

Hydro  Kleen  Systems  Inc 39 

Hydro  Petroleum  Canada  Ltd 39 

Hydro  Vac  Services 39 

Hydrographic  Survey  Consultants  Inti  Ltd 39 

Hydrotestors  Canada  Limited 39 

Hylton  & Associates  Inc 39 

HyPower  Systems  Inc 39 

Hyprotech  Ltd 39 

I 

ICG  Propane  Inc 39 

1-Dent  Decals  Ltd 39 

IGL  Canada  Ltd 40 


I.G.M.  Resources  Corp.  40 

Image  Engineering  Ltd 40 

Image  inspection  Services  Ltd 40 

Imperial  Rubber  Co.  Ltd 40 

Import  Tool  Corporation  Ltd 40 

The  Impress  Corporation 40 

Indel-Davis  Ltd 40 

Independent  Machinery  Limited 40 

Independent  Recovery  Service  Inc 40 

Industrial  Case  & Light 40 

Industrial  Machine  Shop  Ltd 40 

Indutech  Canada  Limited 40 

Inflatatest  Design  Group  Ltd 40 

Inland  Cement  Limited 40 

Inland  Valve  Corporation  Ltd 40 

Inspira  Engineering  Inc 40 

Intergroup  Safety  Services 41 

Interior  Oil  Analytics  Ltd 41 

Interlock  Technologies  Limited 41 

International  Cooling  Tower  Inc 41 

International  Oilfield  Equipment  Brokers  Ltd 41 

International  Petroleum  Consultants  Limited 41 

International  Piping  Inc 41 

International  Radiography  & Inspection  Services  (1976)  Ltd.  . 41 

International  Rock  Bit  Sales  Ltd 41 

International  Software  Systems  Inc 41 

International  Survival  Supplies  Ltd 41 

Intersul  Resources  Ltd 41 

Inventronics  Limited 41 

I. P.  Constructors, 41 

Ireland’s  Field  Scouting  Services  (1981)  Ltd 41 

Iron  Horse  Compression  Ltd 41 

Ironhorse  Pumpjack  Services  Ltd 41 

Irving  Industries  Foothills  Steel  Foundry  Div 41 

ITT  Barton  Instruments  42 

IVF  International  Vessel  Fabrication  Inc 42 

J 

Jackson  Power  & Electric  Ltd 42 

Jade  Drilling  Inc 42 

Jager  Industries  Inc 42 

JarvisA/Voodside 42 

J A S Industrial  Service  & Repair  Ltd 42 

Jedd  Tank  Truck  Service  Ltd 42 

Jet  Perforators  Inc 42 

Jet-Lube  of  Canada  Ltd 42 

Jimbob  Rentals  Ltd 42 

Jiro  Oilfield  Supply  Ltd 42 

J. K.  Engineering  Ltd 42 

Jo-Ann  Trucking  Ltd 42 

Jochem  Oilfield  Contractors  Ltd 42 

Jomax  Drilling  (1988)  Ltd 42 

Joule  Technical  Sales  Inc 42 

K 

Kam’s  Sand  Coating  Ltd 42 

Kana  Oilfield  Services  Ltd 42 

M.  Kathmar  Craig  & Associates  Ltd 43 

Kayle  Agencies  Ltd 43 

K C R Valve  & Precision  Grinders  Ltd 43 

Kelman  Seismic  Processing  Inc 43 

Kelon  Electric  Ltd 43 

Kenting  Hi-Tower  Drilling 43 

Kestrel  Data  Ltd 43 

Ketek  Industries  Ltd 43 

Kilborn  Western  Inc 43 

Kimto  Manufacturing  Company  Ltd 43 

Kin  Rig  Manufacturing  43 
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Kinetic  Engineering  Limited 43 

Kinetic  Projects  Ltd 43 

Kingfisher  Inc 43 

Kings  Meter  Services  (Red  Deer)  Ltd 43 

Kinnell  Drilling  Ltd 43 

R.C.  Kinzer  & Assoc.  Ltd 43 

Kirst  Exploration 43 

Kiseki  Environmental  Corporation 43 

<iser  Supply  & Instrumentation  Ltd 43 

<itagawa  Engineering  Ltd 43 

Klaus  Enterprises  Ltd 44 

<-Lynn  Trucking  Ltd 44 

<onvey  Contracting  Corporation  Ltd 44 

<oomey  Companies  International  Ltd 44 

).  Kroon  Inspection  Services  Ltd 44 

< & S Welding  Stettler  Ltd 44 

< & T Metal  Industries  Ltd 44 

Cudu  Industries  Inc 44 

E.A.  Kutryk  Equipment  Ltd 44 

Cvaerner  Process  Systems  Inc 44 

L 


lad!  Wellsite  Rentals  & Repairs  Ltd 44 

.aden  Industrial  Equipment  Inc 44 

Lakeland  Drilling  Ltd 44 

.ampson  Canada  Ltd 44 

Lancer  Well  Servicing  Ltd 44 

anco  Well  Services  Ltd 44 

angevin  Enterprises,  Div.  of  Calgary  Vocational 44 

"he  Laser  Institute 44 

awson  Oilfield  Services  Ltd 45 

easeline  Realty  Advisors  Inc 45 

easeway  Corporation  Ltd 45 

edcor  Industries  Limited 45 

educ  Safety  Service  Ltd 45 

ee  Instruments  (1993)  Inc 45 

eeway  Heavy  Oil  Ltd 45 

egrand,  Division  of  Taro  Industries  Limited 45 

egrand  Sales  & Service,  Division  of  Taro  Industries  Limited  . 45 

lG  Lennox  & Associates 45 

ennox  Welding  and  Supply  Ltd 45 

jethbridge  Diesel  Ltd 45 

et’s  Talk  Travel  Ltd 45 

;eyen  Oilwell  Servicing  Ltd 45 

iberty  Boilers  & Mechanical  Services  Inc 45 

idco  Industries  Inc 45 

imeco  Products  Limited 46 

inken  Contracting 46 

ionhead  Engineering  and  Consulting  Ltd 46 

iister  Industries  Ltd 46 

pck  Process  Systems,  Div.Toromont  Ind.Ltd 46 

pckerbie  and  Hole  Company  Limited 46 

'one  Pine  Turnkey  Management  Ltd 46 

orchem  Industries  Limited 46 

ord  Electrical  Industrial  Dist.  Ltd 46 

ory  Oilfield  Rentals  (1987)  Ltd 46 

otepro  Plants  Limited  - Usines  Lotepro  Limitee 46 

Dtus  Equipment  Sales  Ltd 46 

PG  Resources  Inc 46 

P.M.  Machines 46 

RG  Catering  Ltd.  46 

jff  Industries  Ltd 46 

jfkin  Industries  Canada  Ltd 46 

/kal  Sales  & Oilfield  Rentals  Ltd 46 

/nch  Customs  Brokers  & Freight  Forwarders 47 

:/nch  Resources  Ltd 47 

/nx  Canada  Information  Systems  Ltd 47 


Lynx  Tool  Company  Division  of  Lynx  Energy  Services  Corp.  . 47 


M 

M.A.  Steel  Foundry,  Ltd 47 

Macdonald  Engineering  Group  Ltd 47 

Macfam  Enterprises  Ltd 47 

MacKenzie  Caterers  (1984)  Ltd 47 

Mackenzie  & Feimann  Limited 47 

Mactronic  Ltd 47 

Mainline  Industries  Ltd 47 

Majestic  Oil  Tools  Ltd 47 

Makloc  Buildings  Inc 47 

Malibu  Engineering  Ltd 47 

Maloney  Steel  Ltd 47 

Maltais  Associates  Surveyors  Ltd 47 

Manning  & Manning  - Sutton  Group 47 

Marclin-Westeel 47 

Marine  Pipeline  Construction  of  Canada  (1993) 48 

Majestic  Oil  Tools  Ltd 48 

Mark  Fyhn  Enterprises  Ltd 48 

Mar-Quinn  Industries  Ltd 48 

Martech  Dehydration  Systems  Inc 48 

Martin  Decker/Totco 48 

Martin  Petroleum  & Associates 48 

Marubeni  Tubulars  Canada  Ltd 48 

Mason  Tools  Ltd 48 

Master  Flo  Valve  Inc 48 

MasterKote  A Division  of  Milcorp  Industries  Limited 48 

Matt's  Manufacturing  Inc 48 

Maverick  Supply  Ltd 48 

Maxim  Blasting  Services  Ltd 48 

McAllister  Petroleum  Services  Ltd 48 

G.C.  McCaffrey  & Associates  Ltd.  48 

McCombie  Bit  and  Supply  Ltd 49 

McCoy  Bros.  Group 49 

McGinnis  Rathole  Drilling  Co.  Ltd 49 

McGregor  Construction  Ltd 49 

McGregor  Filtering  Equipment  (1974)  Ltd 49 

MCK  Telecommunications  Inc 49 

McLeay  Geological  Consultants  (1986)  Ltd 49 

M & D Pipe  Sales  (1980)  Ltd 49 

M & D Twin  Well  Servicing  Ltd 49 

Medicine  Hat  Machine  Works  (1977)  Ltd 49 

Mendelssohn-Commercial  Div.  Livingston  International  Inc. ...  49 

Mentor  Engineering  Inc 49 

Meridian  Specialties  Inc 49 

Mettron  Proving  & Calibration  Service  (1984)  Ltd 49 

Mi  Casa  Rentals  Inc 49 

M-l  Drilling  Fluids  Canada,  Inc 49 

Micro  Industries  (Alberta)  Ltd 49 

Mid  Western  Machine  Works  (1987)  Inc 49 

Midfield  Supply  Ltd 49 

Mid-Pern  Contracting  Ltd 49 

Midwest  Surveys  Inc 50 

Mighty  Peace  Well  Operators  Ltd 50 

Milco  Machining  & Manufacturing 50 

Milco  Maching  & Manufacturing 50 

Milcorp  Industries  Limited 50 

Milepost  Manufacturing  Inc 50 

Millard  Oilfield  Services  (91)  Ltd 50 

Bob  Miller  Oil  Services  Ltd 50 

Millway  Industries  Ltd 50 

Milne  & Craighead,  Inc 50 

Mimco  Enterprises  Ltd 50 

Mission  Mud  Control  (1988)  Ltd 50 

M&J  Oilfield  Services  Co.  Ltd 50 

MJ  Systems 50 
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MLM  Ground-Water  Engineering  Ltd 50 

Monument  Machine  Shop  Ltd 50 

Moonshine  Welding  Ltd 50 

Moore’s  Industrial  Service  Ltd 50 

Moss  Fabrication  Ltd 50 

Mountain  Mobile  Communications  Ltd 50 

Mountain  Rig  & Equipment 51 

Mountain  Well  Servicing 51 

Mount-View  Electric  (1983)  Ltd 51 

Mow-Tech  Ltd 51 

Mr.  Glove  & Safety  Ltd 51 

Mudco  Services  Ltd 51 

Mudtech  - A Division  of  Cantech  Fluid  Systems  Ltd 51 

Muis  Controls  Ltd 51 

Munro  Garrett  International 51 

N 

Nabors  Drilling  Limited 51 

Namco  Machine  & Power  Train  Works  Ltd 51 

Naft  Canada  Resources  Ltd 51 

Nardei  Fabricators  Ltd 51 

Natco  Canada  Ltd 51 

National-Oilwell  Canada  Ltd 51 

National  Petroleum  Show 51 

Nationwide  Safety  Management  and  Consulting 52 

Natural  Gas  Exchange  Inc 52 

Allan  R.  Nelson  Engineering  Ltd 52 

Neotechnology  Consultants  Ltd 52 

Neste  Oy 52 

Network  Innovations  Inc 52 

Newalta  Corporation 52 

Newman  Hattersley  Ltd 52 

Nicholson  Micro  Centre  Ltd 52 

C.O.  Nickle  Publications 52 

Nickle  Map  Service  Ltd 52 

Nickle’s  Oil  and  Gas  Statistics  Quarterly 52 

Nilex  Geotechnical  Products  Inc 52 

Nimbus  Projects  Ltd 52 

Nisku  Rig  Repair 52 

Niven  Engineering  Corporation 52 

Noble  Drilling  (Canada)  Ltd 52 

Nor-Con  Contracting  Ltd 53 

Nordic  Cogen  Systems  Inc 53 

Nordic  Engineering  Ltd 53 

Noremac  Concrete  Pumping  Ltd 53 

Noremac  Industries  Ltd 53 

Norjet  Geotechnologies  Inc 53 

Norsat  Audio  Visual 53 

Norseman  Shelters  Ltd 53 

Nortech  Surveys  (Canada)  Inc 53 

North  Am  Energy  Consultants  Ltd 53 

North  American  Construction  Group  Inc 53 

North  American  Valve  Company  Limited 53 

North  Star  Flow  Products  Inc 53 

North  West  Tent  & Awning  Ltd 53 

Northern  EnviroSearch 53 

Northern  Metalic  Sales  (Alta.)  Ltd 53 

Northern  Oil  Separators 53 

Northern  PetroSearch 53 

Northgate  Trailer  Industries  Ltd 54 

Northland  Production  Testing  Ltd 54 

Northstar  Drillstem  Testers  Inc 54 

Northstar  Flameless  Ltd 54 

Northweil  Rentals  Ltd 54 

Northwest  Pipe  & Supply  Co.  Ltd 54 

Norward  Energy  Services  Corp 54 

Norwesco  Industries  (1983)  Ltd 54 


Norwest  Engineering  Ltd 

Nor’wester  Energy  Systems  Ltd 

Novacorp  International  Inc 

NOWSCO  Well  Service  Ltd 

N2  Services 

Nusco  Manufacturing  & Supply  Ltd 

Nutron  Manufacturing  Ltd 

NWS  Inspection  Inc 

o 

Oak  Environmental  Equipment  Supply  Ltd 

O.A.S.  Oilfield  Accounting  Service  Ltd 

OCOM  Systems  Ltd 

O.H.M.  Steel  Ltd 

Oil  & Gas  Exploration  Journal  Ltd 

Oil  & Gas  Index 

Oilweek  Magazine 

O.J.  Pipelines 

OK  Rathole  Drilling  Ltd 

Olsen  Well  Services  Ltd 

Omega  Inspection  Ltd 

Online  Rig  & Equipment 

Opsco  92  Industries  Ltd 

Optima  Engineers  and  Constructors  Inc 

Optima  Manufacturing  Inc 

Optima  Publishing  Ltd 

Orbit  88  Manufacturing  & Services  Ltd 

Orbit  Valve  Canada  Ltd 

The  Orthoshop 

0-Tech  Services  Ltd 

Ownership  Structures  of  Principal  Petroleum 

Companies  in  Canada 

Oxford  Machine  & Welding  Ltd 

P 

Pacific/Ramsay  Valve  Services  Inc 

Pact  Production  Services  Ltd 

Page-Direct  Ltd 

Pajak  Engineering  Ltd 

Pamco  (Division  of  Enerflex  Systems  Ltd) 

The  Panila  Group  of  Companies 

Paragon  Controls  Limited 

Paragon  Drilling  Ltd 

Les  Parcels  Trucking  (1987)  Ltd 

Park  Ambulance  Service  Ltd 

Park  Lake  Welding  & Manufacturing 

Parker's  Machine  Shop  (1976)  Ltd 

Parkland  Oilfield  Construction  (1983)  Ltd 

Parkland  Projects 

Parsec  Productions  Ltd 

Pasquale  Mancuso  Construction  Ltd 

Pason  Well  Services  Ltd 

Patch  H2S  Services  Ltd 

PBL  Drilling  Tools  Ltd 

PCL  Industrial  Constructors  Inc 

Peacock  Inc 

Peco  Filters  Limited 

PEDERSEN,  M.V.,  Engineering  Inc 

Pembina  Controls 

Pembina  Oil  Separators 

Pembina  Pipeline 

Pembina  Pump  Ltd 

Pendemak  Industries  Ltd 

Penetrators  Canada  Inc 

Penfabco  Oilfield  Equipment  Sales  & Service  Ltd. 

Penta  Completions  Supply  & Services  Ltd 

Performance  Filter  Systems 

Personnel  & Confidential 
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^etrel  Robertson  Ltd,  Core  Laboratory 58 

^etrei  Robertson  Ltd 58 

,^etro  Equipment  Sales  Ltd 58 

^etro  Well  Servicing 58 

^ETROCLEAN  Systems  Inc 58 

.^’etrocraft  Products  Ltd 58 

The  Petroleum  Explorer/Rudyard  Publishing  Inc 58 

petroleum  Information  Canada  Ltd 58 

Petroleum  Recovery  Institute 58 

Petroleum  Technology  Transfer  Inc 58 

^etrolite  Canada  Inc.  - Tretolite  Division 58 

^etroseis  90  Ltd 58 

^etro-T  rade 58 

melps  Drilling  International  Ltd 58 

hillips  Petroleum  International  Canada  Ltd 58 

’hoenix  Fence  (1986)  Ltd 58 

’hoenix  Oilfield  Rentals 58 

hoton  Systems  Ltd 58 

i Resource  Consultants  (1971)  Ltd 59 

he  Pickford  Group  Ltd 59 

Pillar  Oilfield  Projects  Ltd 59 

,’ipe  Coatings  Systems/Div.  of  Garneau  Inc 59 

petech  Corporation  Ltd 59 

plains  Fabrication  and  Supply 59 

lains  Perforating  Ltd 59 

plainsman  Mfg.  Ltd 59 

lastron  Spray  Inc 59 

latinum  Cover  Int.  Inc 59 

olar  Environmental  Services  Ltd 59 

Claris  Equipment  Company  Ltd 59 

. Pollitt  Oilfield  Construction  Ltd 59 

olytubes  (1977)  Ltd 59 

oncho  Weil  Servicing  Ltd.  59 

orta-Test  Inc 59 

fortatrain  On-Site  Training  Ltd 59 

orteous  Engineering  Limited 59 

ower  Ignition  Controls  Ltd 60 

^|rairie  Biological  Research  Ltd. 60 

recimax  Mfg.  Ltd 60 

5 'recise  Directional  Services,  Inc 60 

precision  Contractors  Ltd 60 

recision  Drilling  Corporation 60 

recision  Fittings  Ltd 60 

6 recision  Helicopters  Inc 60 

recismeca  Canada  Ltd 60 

'remay  Equipment  Ltd 60 

remay  Pipeline  Hauling  Ltd 60 

7 Temay  Sales  & Rentals  Ltd 60 

'7  Ternium  Oilfield  Inspection  Services  Ltd. 60 

'7  jremium  Pipe  Services  Ltd 60 

''  |residential  Industries  Ltd 60 

i?  jresson  Manufacturing  Ltd 60 

|ressure  Tech  Services  Ltd. 60 

i?  retec  Wireline  & Production  Testing  Services  Inc 61 

i'  rime  Brokerage  Consultants  Ltd. 61 

rime  Explosives  Perforating  Supplies  Ltd 61 

j'  rime  Surveys  Ltd 61 

rimus  Consulting  Ltd 61 

'll  Hngle’s  Power  Swivel  Service  Ltd 61 

5'  tiority  Projects  Ltd. 61 

3'  j-ism  Sulphur  Corporation 61 

5/  b West  Engineering  Ltd 61 

5/  roactive  Technologies  International,  Inc 61 

5/  bcess  Industries  Inc 61 

5'  rocess-Vessel  Services  Inc 61 

5'  rocor  Sulphur  Services  Inc 61 
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Production  Dynamics  Ltd 61 

Production  Safety  Supply  Ltd 61 

Professional  Gas  Engineering  & Management  Ltd 61 

Proficient  Oil  Tools  Ltd 61 

Progressive  Well  Servicing  Ltd 61 

Proline  Pipe  Equipment  Inc 61 

Propak  Systems  Ltd 62 

Property  Acquistion  Brokering  Services 62 

Protec  Mud  Service  Ltd 62 

Pro-Tech  Valve  Sales  Ltd 62 

Protective  Apparel  Inc 62 

Provincial  Audiometric  Health  Services  Inc 62 

Prowest  Safety  and  Environmental  Services  Ltd 62 

Prudential  Steel  Ltd 62 

PTI  Camp  Services 62 

Puhl  Employee  Benefits  Inc 62 

Pulsonic  Corporation  62 

Purus  Corporation 62 

Pyramid  Electric  Corporation 62 

Q 

QBYTE  Services  Ltd 62 

Q & Q Fencing  Ltd 62 

Qualicase  Ltd 62 

Quality  Fabricating  & Supply  Limited 62 

Quality  Steel  Foundries  Ltd 63 

Quantel  Engineering 63 

Quest  Computer  Consultants 63 

Quinn  Testers  Ltd 63 

Quinn’s  Oilfield  Supply  Ltd 63 

R 

Radium  Well  Servicing  (1991)  Ltd 63 

Raffin  Electric  Co.  Ltd 63 

Rakhit  Petroleum  Consulting  Ltd 63 

RAM  Technical  Services  Ltd 63 

Ramco  Energy  Products  Ltd 63 

Ramrod  Systems  Ltd 63 

Ramtech  Enterprises  Ltd 63 

Rang  Hydraulics 63 

Rapid  Printing  & Reproductions  Ltd 63 

Rattler  Proving  Co.  Ltd 63 

Raydan  Manufacturing  Ltd 63 

Raydan  Transport  Ltd 63 

Raymac  Surveys  Ltd 63 

Ray’s  Mobile  Service  & Preventative  Maintenance  Ltd 63 

Reaction  Oilfield  Products  Ltd 64 

Rebound  Rig  International  Ltd 64 

Red  Wing  Tool  Co.  Ltd 64 

Red-L  Distributors  Ltd 64 

Reda  Pump  Limited 64 

Redmont  Equipment  Inc 64 

Redwater  Machining  & Mfg.  Co.  Ltd. 64 

Reed  Tool  Company  Ltd 64 

Reef  Mud,  Division  of  Fleming  Oilfield  Services  Ltd 64 

The  Regulatory  Times 64 

Reinhold  Industries  Ltd 64 

Reliable  Engine  Services  Ltd 64 

Remedy  Resource  Consultants  Ltd 64 

Rene’s  Instrumentation  and  Compressor  Service  Ltd 64 

Renown  Industries  Ltd 64 

Result  Communications  Ltd 64 

RGS  Consultants  Ltd 65 

Rheotech  Drilling  Fluid  Services  Inc 65 

Rialta  Supply  Ltd 65 

Rice  Engineering  & Operating  Ltd 65 

Richfield  Equipment  Ltd 65 

Richlyn  Engineering  Ltd 65 
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Ridgegate  Petroleum  Services  Ltd 65 

Rig  Locator 65 

Rig  Service  Equipment  Ltd 65 

Riley’s  Datashare  International  Ltd 65 

Riley’s  Reproduction  & Printing  Ltd 65 

River  Valley  Equipment  Sales  Ltd 65 

Riverside  Machine  and  Welding  Ltd 65 

Rivest  Testing  Inc 65 

RJV  Gas  Field  Services  Ltd 65 

Roadway  T railers  Limited 65 

Robco  Pressure  Services  Ltd 65 

DB  Robinson  Design  & Manufacturing  Ltd 65 

Rockbit  Industries  of  Canada  (1985)  Ltd 65 

Rockwell  Servicing  Inc 66 

Roda  Deaco  Valve  Ltd 66 

Roda  Machine  & Mfg.  Ltd 66 

Roke  Oil  Enterprises  Ltd 66 

Roll’n  Oilfield  Industries  Inc 66 

Ronaco  Industries  (1977)  Ltd 66 

Rosemount  Instruments  Ltd 66 

Rostel  Industries,  Division  of  Taro  Industries  Limited 66 

Rotary  Sales  & Service  Ltd 66 

Rotating  Equipment  Services  Inc 66 

Rotork  Controls  (Canada)  Ltd 66 

The  Roughneck 66 

Roughneck  Bit  Services  Inc 66 

Round-Up  Well  Servicing  Inc 66 

Ruffneck  Heaters 66 

Russell  Technologies  Inc 66 

R. W.I.  Oilfield  Service  Ltd 67 

Ryan  Energy  Technologies  Inc 67 

s 

SAEL  Inspection  Ltd 67 

Safety  Boss  Canada  (1993)  Ltd 67 

Safety  Services  (Gow)  Inc 67 

Safeway  Well  Services  Ltd 67 

St.  John  Ambulance 67 

Sandborn  Roofs  Inc 67 

Sanjel  Cementers  Ltd 67 

Saturn  Drilling  Inc 67 

Sauter’s  Gas  Measurement  Services  Ltd 67 

Sceptre  Engineering  & Construction  Ltd 67 

Scion  Engineering  Inc 67 

SCMK  Development  and  Engineering  Ltd 67 

Scott  Engineering  Services  Ltd 67 

Scroll 67 

S. D.M.  Rentals  Ltd 67 

SDS  Drilling  Ltd 67 

Sealweld  Corporation  Ltd 67 

Security  Rock  Bit 68 

Sedco  Drilling 68 

Eddy  Sehn  Supervision  and  Inspection 68 

Seidlitz  Engineering  Ltd 68 

Seismic  Image  Software  Ltd 68 

Select  Oilfield  Services  Ltd 68 

Seller’s  Oilfield  Service  Ltd 68 

Sentry  Piping  Systems  Inc 68 

Servipetrol  Ltd 68 

Servo-Dynamics,  Inc 68 

Shaffer 68 

Shamrock  Oilfield  Specialties  Ltd 68 

Shaw  Pipe  Protection 68 

Shawa  Geoconsultants  Ltd 68 

Shearer  Supply  Ltd 68 

Shehtah  Drilling  Limited 68 

Sherk  Construction  Ltd 68 


Sherrex  Systems  Ltd 

Shield  Wireline  Ltd 

Siberian  Well  Service  Ltd 

Sicotte  Drilling  Tools  & Supply  Ltd 

Sierra  Drill  Manufacturing  Ltd 

Signet  Product  Services  Ltd 

Simark  Controls  Ltd 

Simmons  Group  Inc.  - Drilling  Division 

Simtech  Consulting  Services  Ltd 

Singleton  Associated  Engineering  Ltd. 

Sioux  Consultants  Ltd 

S.I.P.  Systems  Ltd 

Site  Oil  Tools  Inc 

Six  Forty-One  Canada  Limited 

Skocdopole  Construction  Ltd 

Skyview  Enterprises  Limited 

Slurry  Cementers  Ltd 

Smith  International  Canada,  Ltd 

Smoky  Oilfield  Rentals 

SNC-LAVALIN  Inc 

Snell  and  Oslund  Surveys  (1979)  Ltd 

SNO  Rock  Bits  (Canada)  Ltd 

Soft  Weights  Mfg.  Ltd 

Solar  Oil  Tools  Ltd 

Solar  Turbines  Canada  Ltd 

Solid  Resources  Ltd 

Sooner  Pipe  & Supply  (Canada)  Limited 

South  Eastern  Pipeline  Construction 

Southwest  Oilfield  Products  (Alberta)  Ltd 

Spalding  Clock  & Instrument  Ltd 

Spartan  Controls  Ltd 

Spartech  Manufacturing  Ltd 

Speedco  Drives  & Controls  Ltd 

Sperry-Sun  Drilling  Services  of  Canada 

SR  Metal  Protection  Ltd 

SRM  Projects  Ltd 

Srolanka  Investments 

Stacs  Record  Centre  

S.T.A.D.  Enterprises  Ltd 

Stady  Oil  Tools  Ltd 

Stanchem  Inc 

Standard  Safety  & Consulting  Services  (1978)  Ltd. 

Standee’s  Limited 

Stanley  Industrial  Consultants  Ltd 

Stan's  Power  Tong  Service  Co.  Ltd 

Startec  Refrigeration  Services  Ltd 

Starwell  Servicing 

Steeplejack  Industrial  Group  Inc 

Sterling  Crane  - Division  of  Procrane  Inc 

Stettler  Oilfield  Manufacturing  Ltd 

StimCo  Services  Ltd 

Stittco  Energy  Limited 

Stoakes  Campbell  Geoconsulting  Ltd 

Stowell  Enterprises 

Stream-Flo  Industries  Ltd 

Strip-O-Matic  Rentals  & Sales  Ltd 

Stuart  Engineering  and  Surveying  Ltd 

Success  Transportation  Systems  Ltd 

Sumac  Information  Systems 

Summit  Engineering  Sales  (Calgary)  Ltd 

Summit  Oilfield  Specialty  Ltd 

Summit  Tubulars  Corporation 

Sun  Drilling  Products  Corp 

Sunburst  Perforating  Services  Ltd 

Sunwest  Charters  Ltd 

Superior  Inspection  Services 
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Superior  Tube  Ltd 

Supreme  Steel  Ltd 

[Sure  Seal  Protection  System  Ltd 

Sure  Weld  Industries  Ltd 

Sutton,  Thomas  Engineering  Ltd 

Swaco  Geolograph  Div.,  M.l.  Drig  Fluids  Inc 

T 

JT  & A Sales  International  

:Taber  Solids  Control  Ltd 

Taber  Well  Servicing  Ltd 

Take  Stock  Inc 

Tam  International  Oil  Services  Ltd 

Taro  Industries  Limited 

Tartan  Transport  & Construction  Ltd 

Tate  Power  (1984)  Ltd 

Taylor  Tubulars  Ltd 

T.C.G.  Pipe  Services  Ltd 

TD  Communications  Ltd 

Technical  Enterprise 

Technical  Graphics  Ltd 

Technicana  Exploration  Surveys  Ltd 

Technifluids  Inc 

Techskil  Ltd 

iTech-Source  Projects  Limited 

Tega  Oilfield  Supply 

jTelba  Oilfield  Rentals  Ltd 

Telematic  Controls  Inc 

Telford  Valve  and  Specialties,  Inc 

|Tempco  Drilling  Company  Inc 

Teris  Hydraulics  Ltd 

Terra  Nova  Industries  Ltd 

: Terracon  Geotechnique  Ltd 

: ^Terroco  Drilling  Ltd 

; iTerroco  Oilfield  Services 

J Tesco  Corporation 

i|restmaster  Production  Services  Ltd 

Ifexcan  Cables  Ltd 

Ifhalheimer  Commercial  and  Corporate  Film  and  Video 

theorem  Projects 

Thermo  Design  Engineering  Ltd 

ijrhermotech  Ltd 

Thomas  Well  Servicing  Ltd 

Thorne  Consultants  Ltd 

Thornhill  Ranching  Products  Ltd 

_ Thread  Tech 

' B-D  Drilling  Tools  & Services  International  Ltd 

Thuro  Services  (Western)  Ltd 

yntan  Electric  & Controls  Ltd 

hw  Canada  Ltd 

|rK  Valve  (Canada)  Ltd 

'ongco  Sales  & Services  Ltd 

^^  "op  Oilfield  Rentals  Ltd 

"op-Co  Industries  Ltd 

‘OPCO  Sales 

"OR  GEOscience  Corp 

"oran  Power  Equipment  Sales  & Rentals  Ltd 

“orchinsky  Engineering  Ltd 

'oronto  Environmental  Tradeshow  & Conference 

jotal  Treating  Systems 

'ouchstone  Real  Estate  Ltd 

|Ownsend’s  Field  Scouting  Services  Ltd 

"rack  Industries  Ltd 

Yagoes  Management  Inc 

'Yansammonia  Canada  Ltd 


Travco  Industrial  Housing  Ltd 76 

Travis  Chemicals  Inc 76 

Tree  Savers  International  Ltd 76 

Tretolite  Division  of  Petrolite  Canada  Inc 76 

Tri  Alta  Oilfield  Industries  Ltd 76 

Tri  Ocean  Engineering  Ltd 76 

Tri-Alta  Bews  Services  Ltd 76 

Trican  Oilwell  Service  Co.  Ltd 76 

Tri-City  Drilling  (1968)  Ltd 77 

Triconn  Petroleum  Service  (1985)  Ltd 77 

Tri-Ener-Tech  Petroleum  Services  Ltd 77 

Trimac  Limited 77 

Trimat  Well  Servicing  Inc 77 

Trinity  Oilfield  Construction  (1990)  Ltd 77 

Triple  “N”  Trucking 77 

Tri-Service  Oilfield  Manufacturing  Ltd 77 

Triton  Projects  Inc 77 

Triumph  Tubular  & Supply  Ltd 77 

TriWaste  Reduction  Services  Inc 77 

TRS  Abandonrite  Inc 77 

The  Truck  Outfitters 77 

Tru-Weld  Grating  Ltd 77 

Trysol  Canada  Ltd 77 

Tubetest  Service  & Supply  (1978)  Ltd 77 

Tuboscope  Vetco  Canada  Inc 78 

Tucker  Wireline  Services  Canada  Inc 78 

Tundra  Valve  & Wellhead  Corp 78 

Turbomaster  Energy  Products  & Service  Ltd 78 

Tuscan  Engineering  (a  division  of  Tuscan  Enterprises  Inc.)  ...  78 
Twenty-First  Century  Holdings  Inc 78 

u 

Umatac  Industrial  Processes 78 

Underwater  Specialists  Ltd 78 

United  Oil  & Gas  Consulting  Ltd 78 

United  Pipeline  Systems  Inc 78 

United  Protection  Services  Inc 78 

United  Resource  Safety  Ltd 78 

Universal  Air  Hydraulic  Repairs 78 

Universal  Industries  Ltd 78 

Universal  Surveys  Inc 78 

Universal  Thread  Services 78 

Universe  Machine  Corporation 78 

Upside  Engineering  Ltd 78 

Usher  Canada  Limited 79 

V 

Valgro  Ltd 79 

Valseal  Ltd 79 

Valtek  Controls  Ltd 79 

Vam  Premium  Connections  Limited 79 

Vanir  Corporation 79 

Vanoil  Equipment  Inc 79 

Vapor  Tech  Systems 79 

Variperm  (Canada)  Limited 79 

VC  Controlled  Pressure  Services  Ltd 79 

Vector  Oil  Tool  Limited  79 

Versa  Fibreglass  Products  Ltd 79 

Versatech  Oil  Tools  Ltd 79 

Victor's  Machine  Works 79 

Vigrass  Engineering 79 

Viper  Drilling  (1984)  Ltd 79 

Vision  Gas  Measurement  Services  Ltd 79 

Vision  Production  and  Revenue  Accounting  Services  Ltd 79 

Visions  Management  Company  Ltd 79 

Vitri  Plastics  Inc 80 

Vulcan  Electrical  Ltd 80 
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W 

Wadeco  Oilfield  Services  Ltd 

Wainwright  Auto  Supply  (1988)  Ltd 

Waiward  Steel  Fabricators  Ltd 

Wales  Contractors  Ltd 

Walker-McDonald  Bits  Ltd 

Walker  Steel  A Division  of  Emco  Limited 

Walmac  Manufacturing 

G.R.  Walsh  & Associates  Ltd 

Walsh  Resource  Consulting  Ltd 

Walters  Oil  Tool  Machine  Ltd 

Wardin  Well  Servicing  (1975)  Ltd 

Warner  Shelter  Systems  Limited 

Waschuk  Pipe  Line  Construction  Ltd 

Wasteways  Canada  Ltd 

Waterous  Detroit  Diesel  - Allison  Inc 

Waygard  Coating  Systems  Ltd 

Waylan  Oilfield  Maintenance  & Services  Ltd.  .. 

WCT  Oilfield  Services  Ltd 

Weatherford  Homco 

Weatherford  Oil  Tool  Co.  (1983)  Ltd 

Wel-Can  Welding  & Fabrication  Ltd 

Wells  Cargo  Oilfield  Services 

Wells-Hall  Fabrication  & Construction  Ltd 

Wellsite  Industrial  (1985)  Ltd 

Weltec  Oilfield  Specialties 

Weltech  Manufacturing  & Services  (1993)  Ltd. 

Wemas  Metal  Products 

Wermac  Electric  Ltd 

Wesco  Testing  and  Eng.  Inc 

Wespen  Industries  Ltd 

West  Canadian  Graphic  Industries  Inc 

West  Valley  Energy  Services  Ltd 

West  Valley  Steamers  (1990)  Limited 

Westan  Oilfield  Services  Ltd 

Westcamp  Catering  (1981)  Ltd 

Westech  Industrial  Ltd 

Western  Cinevision  Corp 

Western  Co-Operative  Fertilizers  Limited 

Western  Drill  Collar  Insp.  Ltd 

Western  Explosives  Ltd 

Western  Hard  Chrome  Plating  Co.  Ltd 

Western  Industrial  Laboratories  Limited 
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Western  Instruments,  Inc 

Western  Land  Services  Co.  Ltd 

Western  NDT  Sales 

Western  Polymers  Limited 

Western  Rock  Bit  Company  Limited 

Western  Valve  Services  (1993)  Inc 

Westhaven  Chemicals  Ltd 

Westland  Incinerator  Co.  Ltd 

Westiund  Industrial  Supply 

Westquip  Diesel  Sales  (Alta.)  Ltd 

Westway  Electrical  Supplies  & Services  Ltd. 

Westwind  Pipe  Laydown  Service  Ltd 

Wharfdale  Enterprises  Ltd 

Wheatley  Canada  Ltd 

Wheels  Anchoring  Service  Ltd 

Whipstock  Systems  Inc 

Widney  Well  Servicing 

Bill  Wigley  Auction  Service  Ltd 

Wika  Instruments  Canada  Ltd 

Wild  Card  Enterprises  Ltd 

Wildrose  Geological  Services  Ltd 

Wilfley  of  Canada  Ltd 

Williams  instrument  Company  Inc 

Willowgien  Systems 

Wilron  Equipment  Ltd 

Wilson  International  Trade  Consultants  Inc. . 

Wirtanen  Electric  Ltd 

World  Wide  Customs  Brokers  Ltd 

Wren  Sales  (92)  Ltd 

X-Y-Z 

Xetec  Ltd 

XM-5  Petroleum  Products 

Xtel  International  Ltd 

Zantec  Inc 

Zee  Medical  Canada  Inc 

Zeeland  Eco  Ltd 

Zeeland  Horizontal  Ltd 

Zeeland  Ltd 

Zenith  Engineering  Ltd 

Zeta  Cilfield  Rentals  Ltd 

Z.l.  Probes  Inc.  

Zimco  Gauge  & Valves  Ltd 

Zirco  (1989)  Ltd 
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Aarvak  Services  Inc. 

Main  Office:  Calgary,  AB.  T2W  1W1. 19  Southdale  Bay  S.W. 

Ph.  (403)  540-1 675  Fax:  253-961 7 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Walter!.  Manning. 

Main  Banking  Connection:  Bank  of  Nova  Scotia, 

Incorporation:  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993),  Argentina  (1993). 

Company  Directors:  Walter!.  Manning. 

Affiliations: 

Manning  & Manning  - Sutton  Group,  !wenty-First  Century  Holdings 
Inc. 

!ype  of  Services  & Supplies:  Electrical  and  instrumentation  design, 
engineering,  inspection  purchasing,  and  quality  control. 

No.  of  Employees  in  Canada:  4. 

A & B Hot  Oil  Services  (1993)  Ltd. 

Main  Office:  Brooks,  AB.  !1  R 1 B8.  Box  908. 

Ph,  (403)  362-2382 

Shop  Phone:  (403)  362-6800 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Bill  Horton. 

Main  Banking  Connection:  Brooks  Savings  & Credit  Union. 
Incorporation:  Alberta  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993). 

Type  of  Services  & Supplies:  Hot  oil  services,  pressure  pumping, 
dewaxing,  fluid  heating,  wax  and  asphaltine  chemicals  distributed  for 
Trysol  Canada  Inc.  Hot  oil  units,  pressure  units. 

^Jo.  of  Employees  in  Canada:  5. 

Abacal  Alta.  Ltd. 

I Iwain  Office:  Calgary,  AB.  8815  - 44  St.  S.E. 
k/lailing  address:  Calgary,  AB.  !2P  2G6.  Box  1,  Site  2,  R.R.5. 

I Ph,  (403)  279-491 1 Fax:  236-2601 
Officers  & Key  Personnel  at  this  location: 

' Owner,  Michel  (Mike)  Denis: 

! Off.Mgr.,  Sandi  Cowden. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

incorporation:  Alberta  (1970). 

Co.  Registered  In:  Alberta  (1970). 

Type  of  Services  & Supplies:  Sandblasting  and  fleet  painting. 
Sandblasting  of  metal  or  concrete;  painting  of  industrial  equipment; 
loatings  and  linings;  pressure  vessels;  propane  units;  drilling  rigs; 
i shop  and  yard  facilities:  mobile  units. 

)lo.  of  Employees  in  Canada:  20. 

Ability  Industrial  Supply  Co.  Ltd. 

Jlain  Office:  Calgary,  AB.  !2H  2L2.  D-8,  61 1 5 - 3 St.  S.E. 

^ i>h,  (403)  253-9529 

' Officers  & Key  Personnel  at  this  location: 

pres.,  E.Z.  Pierzchalski: 

/ice-Pres.,  E.J.  Pierzchalski. 

jilain  Banking  Connection:  Royal  Bank  of  Canada. 

ncorporation:  Alberta  (1979).  Private. 

■ype  of  Services  & Supplies:  Hydraulic  hose  and  fittings  distributor. 
Hydraulic  hose  manufacturing  and  repair.  Hydraulic  tubing 
nanufacturing  and  repair.  Authorized  distributor  for  Aeroquip  - hose, 
ittings,  adapters,  quick  couplers,  flexmaster  pipe  couplings.  Also  sell 
netric  fittings  andadaptors,  custom  bent  tubing,  brass  couplings,  black 
I )ipe  fittings,  gauges,  steel,  copper  and  plastic  tubing,  air  couplings, 
lose  protector,  tube  supports. 

Jo.  of  Employees  in  Canada:  7. 

\BKO  Holdings  (1977)  Ltd. 

flain  Office:  Calgary,  AB.  !2P  3G2.  900, 840  - 7 Ave.  S.W. 

>h.  (403)  262-3221  Fax:  269-4309 
Officers  & Key  Personnel  at  this  location: 

’res..  A.B.  Kettles. 

Iain  Banking  Connection:  Royal  Bank  of  Canada, 
icorporation:  Alberta  (1977).  Private. 

iffiliations: 

: & M Engineering,  A.B.  Kettles,  Safe  Corp  International, 
ype  of  Services  & Supplies:  Management  safety  specialists.  Risk 
: nalysis  and  loss  control  systems, 

lo.  of  Employees  in  Canada:  6. 

Academy  Petroleum  Industries 

lain  Office:  Edmonton,  AB.  !6E  3A5,  5835  - 92  St. 

! Ih.  (403)  438-6691  Fax:434-1593 

I ifficers  & Key  Personnel  at  this  location: 
i ires.,  Garry  Brown; 

'ec-!reas.,  Duane  Nelson. 

I lain  Banking  Connection:  Alberta  Treasury  Branches. 

! icorporation:  Private. 


Company  Profiles 


Type  of  Services  & Supplies:  Manufacturing  and  repairing  of  wellhead 
components. 

No.  of  Employees  in  Canada:  24. 

Accel  Testing  Inc. 

Main  Office:  Calgary,  AB.  T2E  6T5.  3851  F - 21  St.  N.E. 

Ph.  (403)  250-3383  Fax:  274-3621 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  Martin. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1984).  Private. 

Co.  Registered  In:  Alberta  (1984). 

Company  Directors:  Robert  Martin,  Valerie  Martin. 

Type  of  Services  & Supplies:  Well  testing,  packer  isolation  tests, 
water  source  well  tests,  surface  casing  vent  tests,  frac  clean  ups,  four 
phase  separators,  equipment  rentals,  gas-oil  ratio  tests. 

No.  of  Employees  in  Canada:  30 

Accutech  Limited 

Main  Office:  Calgary,  AB.  T2P  0S5.  1015,  600  - 6 Ave.  S.W. 
Ph.(403)266-5810  Fax:264-1336 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Sec-Treas.,  Ed  Lawrence,  P.Eng, 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1990),  Private. 

Type  of  Service:  Facility  design,  project  planning  and  engineering, 
cost  estimates,  safety  audits,  partner  approvals,  regulatory  approvals, 
project  management,  commissioning  and  start-up  for  all  oil  and  gas 
related  projects.  Production  engineering  and  producing  property 
management. 

No.  of  Employees  in  Canada:  3. 

Ace  Explosives  ETI  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7C8. 206, 1935  - 32  Ave.  N.E. 
Ph.(403)291-4300  Fax:250-8994 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  R.S,  (Bob)  Laughlin; 

Vice-Pres.  Seismic  Bus.,  A.J.  (Al)  Yasinko; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1984).  Private. 

Type  of  Services  & Supplies:  Distributor  E.T.I.  explosives  and 
blasting  accessories  and  supplies.  Explosives,  blasting  access,  seismic 
access.  Safety  supplies. 

No.  of  Employees  in  Canada:  17. 

Ace  Industries  (Int'l)  Corp. 

Main  Office:  Calgary,  AB.  T2C  1Y3,  441 5C  - 58  Ave.  S.E. 

Ph.  (403)  279-1 000  Fax:  236-0000 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  M.  Murphy. 

Type  of  Services  & Supplies:  Polymere  asphalt  products, 
stabilization  and  erosion  control,  hazardous  waste  ciean-up  and 
disposal,  full-service  reclamation  and  dust  control. 

Aero  Foam  & Plastics 

Main  Office:  Edmonton,  AB.  TOE  4N7. 8527  Coronet  Rd. 

Ph.  (403)  469-6865  Fax:  469-9061 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Ernie  Deslaurier. 

Type  of  Services  & Supplies:  Polyvapour  seals,  valve  stems, 
trays,  hose  floats  for  oil  spill  recovery,  plastic  pipeline  markers,  skin 
packaging,  vacuum  forming,  horticultural  products,  medical  supply 
boxes,  blizzard  sealing. 

ACTC  Technologies  Inc. 

Main  Office:  Calgary,  AB.  T2E  7H7.  350,  6715-8  St.  N.E. 

Ph.  (403)  295-5900  Fax:  295-5999 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Ronald  George; 

Vice-Pres.  Corp.Rel.  & Mktg.,  Don  Siler. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1988).  Private. 

Co.  Registered  In:  Alberta  (1988). 

Affiliations: 

Bull  HN  Information  Systems  Inc,  USA,  Motorola  Inc,  USA,  UTI 
University  Technologies  Inti. Inc,  University  of  Calgary. 

Type  of  Services  & Supplies:  Soffware  maintenance  methodology 
and  tools.  Custom  software  and  development.  Software  products: 
Collaborate,  Peritus,  Forum. 

No.  of  Employees  in  Canada:  85. 

Adams  Pearson  Associates  Inc. 

Main  Office:  Calgary,  AB.  T2P  3T3.  600,  521  - 3 Ave.  S.W. 

Ph.  (403)  265-7226  Fax:  269-31 75. 


Officers  & Key  Personnel  at  this  location: 

Pres.,  D.M.  Adams,  P.Eng. 

Vice-Pres.,  R.M.  Pearson,  P.Eng. 

Type  of  Consulting:  Petroleum  engineering,  economicand  acquisition 
analysis,  production  and  completions  engineering,  reservoir 
engineering,  well  testing,  offshore  and  fronfier  operations  and 
development  planning,  technical  training,  wellsite  supervision, 

Adart  Engineering  Services  Ltd. 

Main  Office:  Calgary,  AB.  T3C  OKI.  2 FI.,  1725  - 10  Ave,  S.W. 
Ph.(403)229-3110  Fax:246-1467. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  A.  (Polek)  Lach. 

Type  of  Consulting:  Comprehensive  engineering,  EPC  and  project 
management  services  in  civil,  structural,  geotechnical,  industrial 
projects. 

Addison  & Leyen  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3T3.  700, 521  - 3 Ave.  S.W. 

Ph.  (403)  261-5861  Fax:  261-5862 
Officers  & Key  Personnel  at  this  location: 

Pres.,  W.D.  Roach; 

Sec-Treas.,  J.J.  Dietrich. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta.  Private. 

Affiliations: 

Addison  & Leyen  Inc.,  A & L Pro  Well  Inc.,  Vanir  Corporation. 

Type  of  Equipment:  Oil  and  gas  well  servicing,  completion  and 
workover.  15  service  rigs,  capacity  to  18,000'. 

No.  of  Employees  in  Canada:  5. 

Adrico  Machine  Works  Ltd. 

Main  Office:  Calgary,  AB.  T2G  4X4. 1 165J  - 44  Ave,  S.E. 

Ph,  (403)  243-7930  Fax:  243-7977 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ivan  Polancec; 

SIs.Mgr.,  Les  Tomlin. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1980).  Private. 

Affiliations: 

The  Panila  Group  of  Companies. 

Type  of  Services  & Supplies:  Machine  Shop  - specializing  in 
conventional  and  computer  lathes  and  machining  centre  work;  horizontal 
boring  and  mould  injection  capacities  under  quality  control  applications. 
Quality  controlled  specs.  API  (6A  16A);  CSA  Z299.3  and  ISO  9003. 
Specialist  in  sub-contract  manufacturing  of  parfs,  componenfs  or 
complefe  assemblies  for  drilling  equipment,  production  equipment 
(surface  and  sub-surface),  drill  bits,  mining  and  drill  pipe  and  associated 
accessories. 

No.  of  Employees  in  Canada:  35. 

Advance  Tool  & Die  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  3E4.  5616  - 94A  St, 

Ph,  (403)  435-2474  Fax:  435-2474 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  H.  Witzler, 

Type  of  Services  & Supplies:  Tools,  dies  and  production 
machines,  machine  shop,  prototyping  for  directional  drilling. 

Advantage  Energy  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3R7. 2001,  520  - 5 Ave.  S.W. 
Ph.(403)531-1460  Fax:531-1464 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  W.  Burrows; 

Vice-Pres..  Earl  T.  Hickok; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1991).  Private. 

Co.  Registered  In:  Alberta  (1991). 

Type  of  Services  & Supplies:  Manage  and  operate  producing 
properties  under  contract  with  a strong  focus  on  maximizing  client 
cashflow  by  using  leading  edge  technical  tools  to  optimize  volumes  and 
minimize  operating  costs.  Utilize  an  “Opportunity  Assessment”  a 
comprehensive  audit  to  identify  volume  cost  and  business  opportunities 
for  clients.  Provide  Technology  T ransfer  expertise,  assisting  clients  in 
upgrading  skills,  technology  and  work  processes  to  maximize  business 
results.  Experts  in  artificial  lift  optimization,  including  flowing,  rod 
pump,  gas  lift  and  gas  wells.  Current  client  base  exends  from  the  Arctic 
to  the  Gulf  of  Mexico. 

AESTechnet 

Main  Office:  Calgary,  AB.  T2E  6L1 . 4,1420  - 40  Ave.  N.E. 
Ph.(403)275-7477  Fax:291-3152 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Kemp. 
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Type  of  Services  & Supplies:  Contract  communications  and  medical 
personnel;  camp  services  personnel:  radio  (VHF/UHF/HF),  satellite 
and  private  network  microwave  systems;  voice/data/fax 
telecommunications  systems;  LANA/VAN  systemsdesign,  integration, 
installation  and  training;  network  administration,  testing  and 
maintenance  services;  consulting  and  contracting  for 
telecommunications  projects;  telecommunications  systems 
troubleshooting  and  maintenance;  SCADA. 

AGAT  Laboratories 

Main  Office:  Calgary,  AB.  T2E  6T5.  3801  - 21  St.  N.E. 

Ph.  (403)  299-2000  Fax:  299-2022 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Terry  Shawchuk; 

Vice-Pres.,  Tony  Sequeira. 

Type  of  Services  & Supplies:  Geological,  environmental  and 
chemistry  services.  Water  analysis,  soil  analysis,  air  pollution 
monitoring,  hydrocarbon  liquid  analysis,  routine  and  special  core 
analysis,  lubricating  oil  analysis,  training  and  field  services.  Complete 
line  of  laboratory  equipment  including  core  analysis,  special  core 
analysis,  S.E.M.,  XRD,  reservoir  engineering,  gas  chromatography. 

AGRA  Earth  & Environmental 

Main  Office:  Calgary,  AB.  T2E  6J5. 221-18  St.  S.E. 
Ph.(403)248-4331  Fax:248-2188 

Officers  & Key  Personnel  at  this  location: 

Mgr.,  Bus.  Dev.,  Mike  Berezowski; 

Vice-Pres.,  Bus.  Dev.,  Ron  Wallace. 

Type  of  Services  & Suppiies:  AGRA  Earth  & Environmental  is  a 
diversified  multi-national  consulting  group  with  a wide  base  of 
professional  experience  in  geotechnical,  geological  and  materials 
engineering,  building  and  chemical  sciences  and  environmental  and 
socio-economic  affairs.  With  an  international  network  of  consulting 
expertise,  AGRA  Earth  & Environmental  provides  an  unique  capability 
for  multi-disciplinary  professional  services  throughout  North  America 
and  world  wide. 

AGS  Environmental  & Safety 

Main  Office:  Edmonton,  AB.  T6E  5E3. 9829  - 44  Ave. 

Ph.  (403)  437-5050  Fax:  437-4934 
Officers  & Key  Personnel  at  this  iocation: 

Pres.,  Gary  Frost. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1988).  Private. 

Affiliations: 

Alberta  Gasket  & Supply  Ltd. 

T ype  of  Services  & Supplies:  General  safety  products,  environmental 
clean  up  material,  gas  detection  monitors,  self  contained  breathing 
apparatus,  all  safety  clothing. 

No.  of  Employees  in  Canada:  5. 

AGS  Valve  & Fitting  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5E3.  9829  - 44  Ave. 

Ph.  (403)  437-5050  Fax:  437-4934 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gary  Frost  (437-5050). 

Main  Banking  Connection:  Barclays  Bank  of  Canada. 
Incorporation:  Alberta  (1981).  Private. 

Affiliations: 

Alberta  Gasket  (Mfg.)  Ltd.,  Alberta  Gasket  & Supply  Ltd. 

Type  of  Services  & Supplies:  Distributors  of  Parker  C.P.I. 
instrumentation  fittings  and  valves.  Multitude,  steam  traps,  strainers, 
valves,  rupture  discs,  FCC  valves. 

No.  of  Employees  in  Canada:  10. 

AGT  Mobility  Inc. 

Main  Office:  Calgary,  AB.  T2A  5N7.  3030  - 2 Ave.  S.E. 

Toll  Free:  (800)  661-3681 

Officers  & Key  Personnel  at  this  location: 

Pres.,  FI.W.  Truderung: 

Vice-Pres.  Cellular  & Paging,  G.G.  Frederick. 

Main  Banking  Connection:  Bank  of  Montreal. 

Affiliations: 

TELUS  Corporation. 

Type  of  Services  & Supplies:  Wireless  communications. 

No.  of  Employees  in  Canada:  200. 

AKITA  Drilling  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3E6. 1 1 10,  505  - 3 St.  S.W. 

Ph.  (403)  292-7979  Fax:  292-7990 
Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Hlavka; 

Vice-Pres.  Sls.&  Mktg.,  Rob  Flunt; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1992).  Public. 


Co.  Registered  In:  Alberta  (1992). 

Affiliations: 

Partly  Owned:  AKITA/Equtak  Drilling  Ltd. 

Type  of  Equipment:  Drilling  rig  equipment  to  drill  conventional, 
directional  and  horizontal  oil  and  gas  wells. 

No.  of  Employees  in  Canada:  400. 

A & L Pro  Well  Inc. 

Main  Office:  Calgary,  AB.  T2P  3T3.  700,  521  - 3 Ave.  S.W. 
Ph.(403)261-5861  Fax:261-5862 

Officers  & Key  Personnel  at  this  location: 

Pres.,  W.D.  Roach; 

Sec-Treas.,  J.J.  Dietrich. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Canada  (1987).  Private. 

Co.  Registered  In:  Alberta,  Manitoba,  Saskatchewan. 

Affiliations: 

Addison  & Leyen  Ltd.,  Lyndale  Well  Servicing,  Rick's 
Wellservicing  Ltd. 

Type  of  Equipment:  15  service  rigs  to  18,000'. 

No.  of  Employees  in  Canada:  25. 

ALANCO 

Main  Office:  Okotoks,  AB.  TOL  1T0.  Box  23. 

Ph.  (403)  938-4058 

Officers  & Key  Personnel  at  this  location: 

Partner,  Robert  A.  Flarris; 

Partner,  Bev  J.  Stevens. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1982). 

Type  of  Services  & Supplies:  Anodizing  aluminum  and  conversion 
coating. 

No.  of  Employees  in  Canada:  2. 

Alberta  Document  Exchange 

Main  Office:  Calgary,  AB.  T2P  1T7.  809  - 4 St.  S.W. 
Ph.(403)233-8183  Fax:290-0094 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  J.T.  Wanamaker  (233-8182); 

Mgr.  Exchange,  Paula  Machado, 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1980).  Private. 

Affiliations: 

Docucorp  Systems  Inc.,  Toronto  Document  Exchange. 

Type  of  Services  & Supplies:  The  Alberta  Document  Exchange 
(ADX)  is  an  alternative  to  using  couriers  and  mail  to  expedite  business 
correspondence  and  documents.  We  provide  a centrally  located, 
secured  premises  forthe  reliable  exchange  of  time-sensitive  material 
between  membertirms.  There  is  no  limittothe  amount  of  material  sent 
through  the  Exchange  System.  Members  do  not  pay  per  item.  We 
establish  a fixed  annual  fee  that  is  based  on  the  Member’s  projected 
volumes,  and  reduce  that  by  at  least  20%.  Members  recognize 
tremendous  savings  since  the  effective  use  of  the  exchange  system 
results  in  same  day  delivery  reducing  the  ever  increasing  cost  of 
couriered  items. 

No.  of  Employees  in  Canada:  24. 

Alberta  Drilling  Fluids  (1990)  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3H7. 1500,  250  - 6 Ave.  S.W. 
Ph.(403)262-4219  Fax:278-7295 

Officers  & Key  Personnel  at  this  location: 

Pres.,  T.E,  McDonough; 

Mgr.  Admin.,  S.M.  McDonough. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1990).  Private. 

Type  of  Services  & Supplies:  Drilling  mud  and  production  chemicals 
engineering  and  consulting. 

Alberta  1st  Call 

Main  Office:  Calgary,  AB.  T2R  1 M6. 301 , 1 333  - 8 St.  S.W. 

Ph.(403)  531-3700 

Toll  Free:  (800)  242-3447 

Cellular  (No  Air  Time  Charges):  *3447 

Officers  & Key  Personnei  at  this  location: 

Gen. Mgr.,  Bob  Chisholm; 

Mgr.  Mktg.&  Membership,  Ron  Robertson. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Private. 

Affiliations: 

AGT,  Alberta  Power,  Amoco  Canada  Petroleum  Company  Ltd., 

City  of  Calgary,  Canadian  Western  Natural  Gas,  City  of  Edmonton, 
Esso  Resources,  Federation  of  Alberta  Gas  Co-Ops,  ICG  Utilities, 
Northwestern  Utilities,  NOVA,  Peace  Pipelines,  Transalta  Utilities 
Corporation. 


Type  of  Services  & Supplies:  The  service  provides  a toll  free 
number  (1-800-242-3447)  which  enables  the  digging  community  to 
obtain  free  site  locates  (markings)  of  any  participating  member’s 
underground  facilities  prior  to  the  commencing  of  an  excavation 
(digging,  blasting,  augering,  etc.)  Corporation  slogan  is  “CALL  BEFORE 
YOU  DIG”.  Cellular  users  call  *3447  (no  air  time  charges). 

No.  of  Employees  in  Canada:  9. 

Alberta  Gasket  & Supply  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5E3. 9829  - 44  Ave. 

Ph,  (403)  437-5050  Fax:  437-4934 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gary  Frost, 

Main  Banking  Connection:  Bank  of  Montreal, 

Incorporation:  Alberta  (1979).  Private. 

Affiliations: 

AGS  Valve  & Fitting  Ltd.,  Alberta  Gasket  (Mfg.)  Ltd. 

Type  of  Services  & Supplies:  Manufacturer  and  distributor  of  all 
types  of  gaskets  for  oil  and  gas  industry,  exclusive  Flexitallic  distributor, 
safety  and  environmental  clean  up,  breathing  apparatus  (SCBA), 
GAS  detection  equipment. 

No.  of  Employees  in  Canada:  39. 

Alberta  Glove  Co.  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  6A6. 8912  - 60  Ave, 

Ph.(403)  465-0613 

Officers  & Key  Personnel  at  this  location: 

Gen, Mgr.,  Bryan  Treen; 

SIs.Mgr.,  Ryan  Gough. 

Main  Banking  Connection:  Flongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1949).  Private. 

Type  of  Services  & Supplies:  Manufacturer  of  safety  gloves  anc 
protective  clothing.  Gloves,  raingear,  welders  clothing. 

No.  of  Employees  in  Canada:  50. 

Alberta  Gold  Well  Servicing  Corp.  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5G1 . Box  580, 

Ph.  (403)  346-0441  Fax:  346-0446 
Calgary  Direct:  (403)  264-3099 
Edmonton  Direct:  (403)  423-0936 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Peter  Leyen; 

Gen. Mgr.,  Marcel  Orieux; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  160. 

Alberta  Governor  Service  Ltd. 

Main  Office:  Edmonton,  AB.  T6H  2J7. 5977  ■ 103A  St. 

Ph.  (403)  437-4673  Fax:  434-2339 
Officers  & Key  Personnel  at  this  location: 

Jack  Flauck; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1980).  Private. 

Type  of  Services  & Supplies:  Sales  and  service  of  Woodward  anc 
Barber-Colman  hydraulic  and  electronic  governors. 

No.  of  Employees  in  Canada:  9. 

Alberta  Hydro  Trenching  Ltd. 

Main  Office:  Rimbey,  AB.  TOC  2J0.  R.R.1 . 

Ph.  (403)  748-3435  Fax:  748-3444 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ron  Gyori; 

Treas.,  Wendel  Gyori. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta.  Private. 

Type  of  Service:  Supplying  high  pressure  water  and  volume  vacuun 
to  excavate  for  lines,  pilings,  holes,  etc. 

No.  of  Employees  in  Canada:  10. 

Alberta  Oil  Tool,  A Dover  Resources 
Company 

Main  Office:  Edmonton,  AB.  T6E  0C1 . 9530  - 60  Ave. 

Ph.  (403)  434-8566  Fax:  436-4329 
Officers  & Key  Personnel  at  this  location: 

Pres.,  J.R.  Kosh; 

SIs.Rep.,  Jerry  Flarvey. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  (1951).  Private. 

Affiliations: 

Dover  Corporation  (Canada)  Limited. 
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Type  of  Services  & Supplies:  Custom  machining.  Sucker  rods  and 
accessories,  Norriseal  butterfly  valves,  Norriseal  controls,  Norris 
fittings,  Norris  products.  Products  manufactured  - Swage  nipples,  bull 
'plugs,  butterfly  valves,  control  valves,  sucker  rods  and  accessories. 
No.  of  Employees  in  Canada:  80. 

Alberta  Pipeline  Technologies 

Main  Office:  Calgary,  AB.  T3G  3Z4.  288  Hawkmount  Close  N.W. 
Ph.  (403)  239-8285  Fax:  239-8285 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Janos  Rekeszki; 

.Sec-Treas.,  Ildi  Rekeszki. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1994). 

Type  of  Service:  Mechanical/piping  design,  onshore  and  offshore  oil 
and  gas  pipelines,  AutoCad  drafting  and  design  service,  PC-based 
computerized  mapping,  computer  programming/software  design  tor 
technical  calculations,  specializing  in  Microsoft  windows  development. 
No.  of  Employees  in  Canada:  2. 

The  Alberta  Project  Directory 

Main  Office:  Edmonton,  AB.  T5K  1B5.  501, 9725  - 106  St. 
Ph.(403)990-1712  Fax:425-6344 

Officers  & Key  Personnel  at  this  location: 

Mgng.Dir.,  Brad  Gaulin. 

Incorporation:  Private. 

Company  Directors:  Brad  Gaulin,  Bob  Mailloux. 

[Type  of  Services  & Supplies:  Directory  of  ongoing  oil  and  gas  project 
activity  including  contacts.  Published  monthly  and  on  a computer 
pulletin  board. 

'Jo.  of  Employees  in  Canada:  3. 

Alberta  Special  Waste  Management  System 

jviain  Office:  Calgary,  AB.  T2E  7N5. 4 Manning  Close  N.E. 

'=h.  (403)  235-8300  Fax:  248-3430 
Officers  & Key  Personnel  at  this  location: 

Sen. Mgr.,  Art  Mathes: 

Sis. Mgr.,  David  Flenderson. 

Incorporation:  Joint  Venture. 

Affiliations: 

Joint  Venture:  BOVAR  Inc. 

Other:  Alberta  Special  Waste  Management  Corp.,  Chem-Security 
lAlberta)  Ltd. 

Type  of  Services  & Supplies:  T ransportation,  treatment  and  disposal 
)f  hazardous  and  special  wastes.  Operate  the  following  treatment  and 
disposal  facilities:  40,000  tonne  rotary  kiln  incinerator;  8,000  tonne 
lotary  kiln  incinerator;  physical/chemical  treatment  plant;  stabilization 
tnd  solidification  plant;  PCB  transformer  decontamination  furnace; 
tecure  landfill, 

jJo.  of  Employees  in  Canada:  220. 

Alberta  Tank  & Storage  Ltd. 

^ain  Office:  Boiwden,  AB.  TOM  OKO,  Box  390. 
ph.  (403)  224-2400 

3fficers  & Key  Personnel  at  this  location: 
t Pres.,  Wm.  J.  Cocke; 
pff.Mgr.,  Hazel  Cocke. 

JIain  Banking  Connection:  Royal  Bank  of  Canada, 
ncorporation:  Alberta  (1986).  Private. 

Affiliations: 

Mberta  Silo  & Storage  (1982)  Ltd. 

■ype  of  Services  & Supplies:  Supply  and  erect  Columbian  bolted 
I (teel  tanks,  field  repair  of  existing  bolted  tanks.  Relocate  bolted  tanks. 
LP.1. 1 2-B  Columbian  steel  bolted  tanks  1 00  Bbl.-20,000  Bbl.  complete 
vith  factory  applied  baked  on  epoxy  coatings.  All  nozzles  and 
iccessories. 

Jo.  of  Employees  in  Canada:  3. 

\lberta  Tractor  Parts  (1986)  Ltd. 

/lain  Office:  Edmonton,  AB.  T6E  3P1 . 61 55  - 99  St. 

>h.  (403)  435-3836  Fax:  434-3966 
)fficers  & Key  Personnel  at  this  location: 

’res.,  B.  Knutson; 

SIs.Mgr.,  G.  Burgess; 
hcorporation:  Alberta.  Private. 

■ype  of  Services  & Supplies:  Repair  and  rental  heavy  equipment; 
'abrication  oilfield  and  clearing  equipment;  sales  machines,  parts, 
Service,  rentals.  All  parts  for  caterpillar  crawlers, 
lo.  of  Employees  in  Canada:  35. 

Mberta  Traffic  Supply  Ltd. 

(lain  Office:  Edmonton,  AB.  T6P  1L9. 7798  - 16  St. 

’h,  (403)  440-4114  Fax:  440-1326 
:'oll  Free:  (800)  661-7346 
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Officers  & Key  Personnel  at  this  location: 

Pres.,  Lome  Hooper; 

SIs.Mgr.,  Allan  Russell. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1966).  Private, 

Type  of  Services  & Supplies:  Sign  manufacturer,  supplier  of  related 
traffic  control  equipment,  barricade  and  sign  rental  company.  Signs, 
posts,  decals,  pilot  car  accessories,  flags,  vests,  barricades  and 
specialty  traffic  control  equipment,  lights,  dangerous  goods  placards 
and  labels. 

No.  of  Employees  in  Canada:  50. 

Alberta  Wire  Cloth  Inc. 

(Formerly:Wilown  Industries  Ltd.) 

Main  Office:  Edmonton,  AB.  T6E  5E9.  871 1 - 53  Ave. 

Ph.  (403)  468-31 05  Fax:  466-1 299 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Rob  Taylor; 

Mgr.,  Murray  Chalmers; 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1979).  Private. 

Co.  Registered  In:  Alberta  (1979). 

TypeofServices&Supplies:  Manufacturers  of  shaleshakerscreens, 
wire  mesh  for  all  uses.  Stainless  steel  wire  mesh. 

No.  of  Employees  in  Canada:  8. 

Alco  Flow  Control 

Main  Office:  Edmonton,  AB.  T6H  2L5,  6915  - 104  St. 

Ph.  (403)  438-3502  Fax:  438-4271 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Bob  Kellier. 

Type  of  Services  & Supplies:  Valve  modification  and  valve  repairs. 
No.  of  Employees  in  Canada:  10. 

Alco  Gas  8l  Oil  Production  Equipment  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5S5,  5203  - 75  St.  (Fabrication 
Plant). 

Ph.(403)465-9061  Fax:466-8110 

Officers  &.  Key  Personnel  at  this  location: 

Vice-Pres.,  Gordon  Stewart,  P.Eng.; 

Contr.,  Dave  Higgins; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1972).  Private. 

Type  of  Services  8l  Supplies:  Design,  fabrication  and  service  of  oil 
and  gas  production  equipment.  Design  and  construction  of  gas 
processing  plants.  All  kinds  of  production  equipment,  dehydrators, 
heaters,  separators,  treaters,  gas  plants  - refrigeration,  absorption, 
sweetening  and  expansion,  pressure  vessels,  custom  fabrication, 
steam  generators. 

No.  of  Employees  in  Canada:  130. 

Alco  Industrial  Inc. 

Main  Office:  Edmonton,  AB.  T6H  2L5. 6925  104  St. 

Ph.  (403)  435-3502  Fax:  436-1 858 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  Taubner; 

Contr.,  Bruce  Melville, 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Wholly  Owned:  Alco  Flow  Control,  Alco  Machine  Works  Inc., 
Industrial  Machine  Shop  Ltd.,  Micro  industries  (Alberta)  Ltd. 

No.  of  Employees  in  Canada:  80. 

Alco  Machine  Works  Inc. 

Main  Office:  Edmonton,  AB.  T6H  2L5.  6925  - 104  St. 
Ph.(403)435-3502  Fax:436-1858 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr,,  Adolf  Kalancze. 

Type  of  Services  & Supplies:  General  machining,  welding,  custom 
manufacturing  equipment  overhauls  and  repairs.  Certified  load  testing 
on  all  types  of  bails  and  elevators. 

No.  of  Employees  in  Canada:  30. 


Alconsult  International  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0S2.  450,  550  - 6 Ave.  S.W. 

Ph.  (403)  262-5886  Fax:  262-3544 
Officers  & Key  Personnel  at  this  location: 

Pres.,  F.G.  Rayer; 

Vice-Pres.,  A.J.S.  Cooper. 

Type  of  Services  & Supplies:  Alconsult  International  Ltd.  is  a 
diversified,  Canadian,  resource  company  which  provides  expert 
integrated  consulting  services,  project  management  and  training  in  oil 


and  gas,  environmental  fields  and  technology  applications  including 
geosciences,  engineering,  environmental  services  and  management 
consulting  and  training.  The  company  offers  a multi-disciplinary  project 
and  consulting  capability  and  consolidates  the  services  ot  a large 
number  of  highly  skilled  professionals  and  executives  with  considerable 
expertise  into  a single  group  to  provide  comprehensive  services 
across  the  resource  related  and  environmental  sectors.  The  skills  and 
experience  ot  more  than  800  professionals  with  extensive  international 
experience  are  available. 

Alfor  Metallurgical  Company  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5T4.  6035  - 88  St. 

Ph.  (403)  465-0562. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Charles  E.  Mozeson,  M.Sc.,  P.Eng.; 

Sec-Treas.,  Laurie  Z,  Mozeson,  BA,  LL.B. 

Type  of  Consulting:  Consulting  metallurgical  and  plastics  engineers; 
corrosion  and  welding  engineering;  mechanical  testing  and  non- 
destructive testing;  casue  of  failure  investigations. 

All  Hands  Emergency  Training  Inc. 

Main  Office:  Calgary,  AB.  T2T  5P1 . Box  4657,  Stn  C, 

Ph.  (403)  278-2350 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Hubenig; 

Mgr.,  Bev  Furlan, 

Main  Banking  Connection:  Firstline  Financial. 

Incorporation:  Alberta  (1934).  Private. 

Type  of  Services  & Supplies:  Training  and  consulting  in  the  safety 
and  emergency  response  field.  HgSAWHMISTDG/Hazardous  material 
response, /First  aid/CPR/Firefighting/High  tower  rescue/Confined  space 
entry/etc. 

No.  of  Employees  in  Canada:  3. 

All  Type  Electric 

Main  Office:  Edmonton,  AB.  T6E  5V2. 4242  - 91 A St. 
Ph.(403)462-8226  Fax:461-3130 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Earl  Schermund. 

Type  of  Services  & Supplies:  Temporary  power  equipment  for 
construction  sites,  construction  contracting. 

All  West  Compressor  Services 

Main  Office:  Medicine  Hat,  AB.  T1 C 1 N5. 1954-  10  Ave.  N.W, 
Ph.(403)  529-5111  Fax:527-4513 

Officers  & Key  Personnel  at  this  location: 

Owner,  Gerard  Nugter. 

Type  of  Services  & Supplies:  Supply  compressor  pads,  parts, 
pistons,  piston  rods,  riders  and  rings. 

All  West  Surveys  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2Y5.  200,  633  - 6 Ave.  S.W, 

Ph,  (403)  234-7599  Fax:261-4712 

Officers  & Key  Personnel  at  this  location: 

Pres.,  W.R.  (Bill)  Dabbs,  P.Eng.,S.L.S.,A.L.S„C.L.S,; 

Mgr.  Bus. Dev.,  Tony  Melton,  P,Eng.,A.L.S.,C.L.S.; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta. 

No.  of  Employees  in  Canada:  50. 

All  West  X-Ray  Ltd. 

Main  Office:  Brooks,  AB.  T1R  1C6.  Box  1946,  325A  - 8 St.  E, 
Ph.(403)362-5757  Fax:362-4138 

Alberta  Toil  Free:  (800)  442-8721 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Mgr.,  Denis  H.  Gang!. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1977).  Private. 

Type  of  Services  & Supplies:  C.G.S.B.  and  A.S.N.T,  qualified 
radiographers,  gamma  ray  pipeline  crawlers. 

No.  of  Employees  in  Canada:  25. 

Allcamp  Catering  Ltd. 

Main  Office:  Calgary,  AB.  T2K  5X2. 135  Skyline  Gres.  N.E, 

Ph.  (403)  275-7900  Fax:  275-7638 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Don  Doucette. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1984).  Private. 

Type  of  Services  & Supplies:  Camp  and  catering.  Remote  site 
housing,  housekeeping  services,  on-site  catering.  Camp  rentals  and 
maintenance. 

No.  of  Employees  in  Canada:  100. 
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Allied  Machinists  Ltd. 

Main  Office:  Calgary,  AB.  T2C  1H8.  8224  - 30  St.  S.E. 

Ph.  (403)  236-1 370  Fax:  236-3647 
Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Lubbers; 

Off.Mgr..  Victoria  Walker; 

Type  of  Services  & Supplies:  General  & industrial  repairing/ 
duplicating  parts,  welding,  repair  seismic  equipment,  on  site  line 
boring. 

No.  of  Employees  in  Canada:  17. 

Allied  Supplies  and  Services  Limited 

Main  Office:  Calgary,  AB.  T2H  0E6.  5501  - 1A  St.  S.W. 

Ph.  (403)  253-1 409  Fax:  253-1 424 
Officers  & Key  Personnel  at  this  location: 

Owner,  Bruce  McNamee. 

Type  of  Services  & Supplies:  Seismic  supplies. 

Allied  Transmissions  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2B3. 3, 4156  - 64  Ave.  S.E. 

Ph.  (403)  279-9505  Fax:  236-5340 
Officers  & Key  Personnel  at  this  location: 

Mgr.,  Arnold  Flenry. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Service  and  repair  facilities  for  Allison 
automatic  and  power  shift  transmissions.  Replacement  parts  for 
Allison  transmissions. 

No.  of  Employees  in  Canada:  5. 

Alloy  Welders  Ltd. 

Main  Office:  Spruce  Grove,  AB.  T7X  3A6.  Box  3249  85  Railway 
Rd. 

Ph.  (403)  962-8541  Fax:  962-2554 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Bob  Hall. 

Incorporation:  Private. 

Type  of  Service:  Welding  and  fabricating.  Specializing  in  aluminum 
and  stainless  steel. 

No.  of  Employees  in  Canada:  5. 

Alltra  Engineering  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2G  4B7. 6, 4620  Manilla  Rd.  S.E. 
Ph.(403)287-1510  Fax:287-0550 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ian  Trawick. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987). 

Type  of  Services  & Supplies:  Electrical  equipment  sales.  Electric 
motors,  variable  speed  drives,  electric  motor  protection,  feeder 
protection,  bearing  temperature  monitoring,  power  monitoring, 
uninterruptible  power  supplies  - A.C.  and  D.C.,  battery  chargers, 
electrical  switch  gear,  power  conditioning. 

No.  of  Employees  in  Canada:  4. 

All-Track  Service  (1984)  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6Y2.  4281  - 23  St.  N.E. 

Ph.  (403)  250-8856 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dennis  Van  Megen. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1984).  Private. 

Co.  Registered  In:  Alberta  (1984). 

Type  of  Services  & Supplies:  Manufacture  and  repair  of  tracked 
vehicles,  welding,  machining,  fabrication.  Sheet  metal  work.  Tracked 
vehicle  sales  and  rentals.  Tracked  vehicle  parts,  decks,  tanks,  grill 
guards,  etc. 

No.  of  Employees  in  Canada:  10. 

Almac  Machine  Works  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0B2.  9539  - 56  Ave. 

Ph.  (403)  434-3402 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Rollie  Marcotte. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1979).  Private. 

Type  of  Services  & Supplies:  Machine  shop,  drilling  equipment, 
repairs,  miscellaneous  manufacturing.  Wire  rope  sheaves,  Kelly 
rollers,  brake  drums  and  bands,  clutch  drums  and  spiders.  Pump 
parts  and  repairs.  Field  service  (Millwrights). 

No.  of  Employees  in  Canada:  35. 

Almac  Metal  Industries  Limited 

Main  Office:  Edmonton,  AB.  T6B  2C5.  7255  Girard  Rd. 

Ph.  (403)  465-0861  Fax:  465-41 98 


Officers  & Key  Personnel  at  this  location: 

Pres.,  J.R.  Albert; 

Sis. Mgr.,  Peter  Proskiw; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta.  Private. 

Affiliations: 

Almac  Industrial  Insulation  Limited. 

Type  of  Services  & Supplies:  Manufacturing  and  erection  of  Almac 
metal  buildings.  Almac  self  framing  panels,  galvanized,  aluminum  or 
painted  PreCoat  rigid  frames,  skids. 

No.  of  Employees  in  Canada:  80. 

Almecon  Industries  Limited 

Main  Office:  Edmonton,  AB.  T6N  1B7.  3213  - 97  St. 
Ph.(403)461-1647  Fax:463-3052 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Paavo  Luoma; 

Dir.  Mktg.,  James  Jackson. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Seismic  supplies. 

No.  of  Employees  in  Canada:  5. 

Alpek  Machine  Works  Ltd 

Main  Office:  Calgary,  AB.  T2C  2G7.  7800  - 30  St.  S.E. 
Ph.(403)279-4277  Fax:279-9157 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Pedro  Lopez; 

Asst.Mgr.,  Pedro  Lopez,  Jr. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Oil  tooling  parts  duplicated,  hydraulic 
repairs  and  mfg.,  portable  jobsite  lineboring,  welding.  Research/ 
laboratory  equipment  mfg./design.  Machine  capacity  - 156  inches  in 
diameter. 

No.  of  Employees  in  Canada:  7. 

Alpine  Telemetry  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2R9. 1100,  202  - 6 Ave.  S.W. 
Ph.(403)234-7712  Fax:264-7260 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Rod  Hauser; 

Gen. Mgr.,  Marlin  Polowick; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Co.  Registered  In:  Alberta. 

Affiliations; 

Parent  Company:  Alpine  Oil  Services  Corporation 

Other:  Alpine  Subsurface  Electronics  Inc.,  Alpine  Testers  (1987) 

Ltd.,  Alpine  Wireline  Services  Ltd. 

Type  of  Services  & Supplies:  Manufacture  and  sales  of  the  ASE 
Model  23  Telemetry  tool.  Cableless  Electromagnetic  Subsurface 
Data  transmission.  Used  in  drillstem  testing.  Closed  Chamberdrillstem 
testing  and  analysis. 

No.  of  Employees  in  Canada:  65. 

Alpine  Testers  (1987)  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2R9. 1100,  202  - 6 Ave.  S.W. 
Ph.(403)269-1993  Fax:264-7260 

Officers  & Key  Personnel  at  this  location: 

Leo  Dextrase; 

Main  Banking  Connection:  Royai  Bank  of  Canada. 
Incorporation:  Alberta  (1984).  Private. 

Type  of  Services  & Supplies:  Drill  stem  testing. 

No.  of  Employees  in  Canada:  25. 

Alpine  Wireline  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2R9. 1100,  202  - 6 Ave.  S.W. 

Ph.  (403)  237-5353  Fax:  264-7260 
Telex:  03821089 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Rodney  J.  Hauser; 

Vice-Pres.,  Gen. Mgr.,  Jim  Lake; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Affiliations: 

Parent  Company:  Alpine  Oil  Services  Corporation 

Other:  Alpine  Subsurface  Electronics  Ltd.,  Alpine  Telemetry  Ltd., 

Alpine  Testers  (1987)  Ltd. 

Type  of  Equipment:  Mechanical  wireline  services,  BHP  survey’s, 
braided  line  swabbing  and  fishing  services. 

No.  of  Employees  in  Canada:  20. 

Alta  Steel  Ltd. 

Main  Office:  Edmonton,  AB.  T5J  2R3.  Box  2348. 
Ph.(403)468-1133  Fax:468-7335. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Jim  Lepp; 

Mgr.Exports,  P.M.  Ouellette. 


Type  of  Services  & Supplies:  Steel  bars  including  rounds, 
squares,  reinforcing  bars  and  flats. 

Alta-Fab  Structures  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  189,  504  - 13  Ave. 

Ph.  (403)  955-7733  Fax:  955-7851 

Toll  Free:  (800)  252-7990 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Ray  Taillefer; 

Optns.Mgr.,  Larry  Roeske; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1984).  Private. 

Co.  Registered  In:  Alberta  (1984). 

Type  of  Services  & Supplies:  Sales,  service,  parts,  repairs  and 
rentals  of  Eng./Geo.  wellsite  trailers,  camps,  offices  and  custom 
structures.  Manufacturers  of  oilfield  wellsife,  camps,  office/mcc 
facilities,  operator  base  camps,  construction  and  field  offices, 
commercial  and  semi-permanent  structures  and  custom  designed/ 
built  structures.  Used  trailer  sales. 

No.  of  Employees  in  Canada:  85. 

Altamont  Gas  Transmission  Company 
Limited 

Main  Office:  Calgary,  AB.  T2P  3C4.  600,  300  - 5 Ave.  S.W. 
Ph.(403)531-1200  Fax:531-1229 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ewell  Muse; 

Mgr.,  Doug  Nickerson. 

Type  of  Services  & Supplies:  Natural  gas  transmission  pipeline 
from  Alberta  into  Wyoming,  interconnecting  with  Kern  River  Gas 
Transmission  for  deliveries  into  California  plus  numerous  other 
pipelines  in  the  Opal  pipeline  hub  area. 

Altex  Heat  Exchanger  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2X1 . 6831  - 42  St. 

Ph.  (403)  468-6862  Fax;  465-7443 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Denis  O’Dowd. 

Type  of  Services  & Supplies:  Heat  exchangers  (shell  and  lube 
type),  oil  coolers,  flare  stacks,  pressure  vessels. 

Aluminum  Pipe  Systems 

Main  Office:  Calgary,  AB.  T2P  2V6.  701 ,500  -4  Ave.  S.W. 

Ph.  (403)  233-0244  Fax:  266-5066 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Eric  Johnston. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Sales  and  service  of  coiled  aluminurr 
pipe,  and  all  related  fittings. 

Amity  Insulation  Systems  Ltd. 

Main  Office:  Edmonton,  AB.  T5M  3E8, 14665  - 116  Ave. 

Ph.  (403)  454-8558  Fax:  452-2747 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Eugene  Patrick; 

Rep.  Customer  Serv.,  Heather  Majeau; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1985).  Private. 

Co.  Registered  In:  Alberta  (1985). 

Affiliations: 

Wholly  Owned:  Amity  Transport  Ltd. 

Type  of  Services  & Supplies:  T ransportation  of  own  materials  frorr 
manufacturers  represented.  Also  available  for  hire  in  Alberta 
Saskatchewan  and  27  U.S.  states.  Distribution  and  fabrication  o 
industrial  insulation,  jacketing,  fireproofing,  heattransfercompounds 
textiles  and  accessory  products. 

No.  of  Employees  in  Canada:  7. 

Amos  & Co.  Ltd. 

Main  Office:  Calgary,  AB.  T2A  5X1. 121, 44  Radcliffe  Cres,  S.E. 
Ph.(403)  272-9981. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  0.  (Sam)  A.  Elsayed,  P.Eng.; 

Partner,  M.  Elsayed. 

Type  of  Consulting:  Reservoir  and  production  engineering,  oil  anc 
gas  company  and  property  rationalization,  optimization,  development 
management,  acquisition  and  divestment,  economic  evaluations 
investment  and  risk  analysis,  reserve  assessment,  prospect  evaluation 
joint  ventures  and  unitization,  secondary  and  enhanced  recovery. 
No.  of  Employees  in  Canada:  1 . 

Ampscot  Equipment  Ltd. 

Head  Office:  Nisku,  AB.  TOC  2G0.  Box  209.1607  - 8 St. 

Ph.  (403)  955-2646  Fax:  955-2632 
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Company  Profiles 


)fficers  & Key  Personnel  at  this  location: 

’res.,  Rae  Allen; 

)ls.  Mgr.,  Neal  Allen. 

■ype  of  Services  & Supplies:  Manufacture  of  API  pumping  units, 
nachine  shop,  fabrication  shop,  mechanical  shop  and  supplier  of 
'umping  unit  parts.  Natural  gas  and  electric  motors. 

\nadrill  of  Canada 

livision  of  Schlumberger  Canada  Limited 

lain  Office:  Calgary,  AB.  T2C  2Y3.  8010  - 40  St.  S.E. 

!h.  (403)  236-8933  Fax:  236-5905 
Ifficers  & Key  Personnel  at  this  location: 

Igr.,  James  M.  Neff; 

Is.Rep.,  Jan  Daudey; 

lain  Banking  Connection:  Royal  Bank  of  Canada, 
affiliations: 

ichlumberger  Ltd. 

ype  of  Services  & Supplies:  Measurement  while  drilling  (MWD), 
orizontal  drilling,  complete  directional  drilling  services.  GR  logging 
hile  drilling,  re-entry  directional  drilling,  gas  influx  detection.  Logging 
hile  drilling  (LWD).  Slim  hole  MWD. 

,0.  of  Employees  in  Canada:  80. 

mchor  Bandits 

Division  of  D.E.B.  Caprice  Holdings 
lain  Office:  Drayton  Valley,  AB.  TOE  OMO.  Box  7324,  8016  - 50 
ve. 

h.  (403)542-1514  Fax:542-1553 

fficers  & Key  Personnel  at  this  location: 
res.,  Mike  Baumann  (557-0673); 
ec-Treas.,  Donald  (Bud)  Baumann  (542-0259). 
lain  Banking  Connection:  Royal  Bank  of  Canada. 

(Corporation:  Alberta  (1975).  Private, 
p.  Registered  In:  Alberta  (1975). 
ffiliations: 

arent  Company:  D.E.B.  Caprice  Floldings  Ltd. 

^pe  of  Services  & Supplies:  Installation  and  sales  of  service  rig  and 
■illing  rig  anchors.  Four  wheel  drive  and  all  terrain  tracked  anchoring 
lits. 

0.  of  Employees  in  Canada:  8. 

(Hchor  Master  Oilfield  Services  (1987)  Ltd. 

ain  Office:  Red  Deer,  AB.  T4N  4K9.  6774  - 52  Ave. 

1.  (403)  342-2616 

fficers  & Key  Personnel  at  this  location: 

•es.,  Mike  Sullivan. 

^in  Banking  Connection:  Toronto-Dominion  Bank, 
corporation:  Private. 

^pe  of  Services  & Supplies:  Anchor  installations  and  sales  for  free 
anding  structures.  Rig  anchors,  piling  anchors. 

>.  of  Employees  in  Canada:  15. 

jnderson/CP  Rubber 

-vision  of  Starcan  Corporation 

ain  Office:  Edmonton,  AB.  T6E  0E4.  9725  - 62  Ave. 

(403)  437-1260 

, dicers  & Key  Personnel  at  this  location: 

'sn.Mgr.,  Lome  Rupert; 

3. Mgr.,  Charles  Kapchinsky; 
corporation:  Private, 
filiations: 
arcan  Corporation. 

;ri  (pe  of  Services  & Supplies:  Manufacturerand  distributor  of  industrial 
li  pber  products.  Hydraulic  industrial  hose  and  fittings,  V-belts  and 
[!  lecialty  oilfield  products, 
jc  •).  of  Employees  in  Canada:  175. 

ngus  of  Calgary  (Photography)  Ltd. 

Jin  Office:  Calgary,  AB.  T3C  0K3.  102, 1933  - 10  Ave.  S.W. 
-.(403)245-1350  Fax;  228-0335 
: ficers  & Key  Personnel  at  this  location: 
as.,  Angus  McNee; 
c-Treas.,  Beryl  McNee. 

lin  Banking  Connection:  Alberta  Treasury  Branches. 
Corporation:  Alberta  (1979).  Private. 
id;  pe  of  Services  & Supplies:  Location  photography  (ground  or 
rial)  at  rig,  wellhead  or  office  for  advertising  or  annual  report. 

iii.  I 

^ titares  Drilling 

' lin  Office:  Calgary,  AB.  T2X  3C7.  Box  48074,  Midlake  P.O. 

!.  (403)  254-2400  Fax:  254-2587 
ficers  & Key  Personnel  at  this  location: 
as.,  Ross  T.  O’Shea; 
irp.Sec.,  Sheila  K.  O’Shea. 


Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993). 

Affiliations: 

Parent  Company:  558784  Alberta  Ltd. 

Type  of  Equipment:  Oilwell  drilling. 

No.  of  Employees  in  Canada:  50. 

AP  Oil  Studies  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3G2. 1840,  840  - 7 Ave.  S.W. 

Ph.  (403)  263-0594  Fax:  263-0303 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Andrea  Petzold; 

Geol.,  Troy  Curzon. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1990).  Private. 

Co.  Registered  In:  Alberta  (1990). 

Type  of  Services  & Supplies:  Providing  a technical  service  of 
interpreting  and  recording  petroleum  geological  data.  Providing  a well 
log  library  service  to  geologists  with  over  250,000  well  logs  in  western 
Canada. 

No.  of  Employees  in  Canada:  4. 

Apex  Energy  Consultants  Inc. 

Main  Office:  Calgary,  AB.  T2P  3P2.  700,  815  -8  Ave.  S.W. 

Ph.  (403)  269-9550  Fax:  262-3748 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Michael  Kamis; 

Mgr.  Reservoir,  Peter  Podmaroff; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1985).  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Wholly  Owned:  Apex  (Canada)  Inc.,  Apexco  Inc. 

Type  of  Services  & Supplies:  Reservoir  and  economic  evaluations. 
Drilling  and  completion  design  and  management.  Reservoir 
management.  Engineering  feasability  studies,  field  operations 
management,  petroleum  engineering  and  related  training. 

No.  of  Employees  in  Canada:  10. 

A.P.I.  Valve  Services  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5K6.  3824  - 93  St. 
Ph.(403)436-9693  Fax:436-8515 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Sec-Treas.,  Clayton  W.  Delbridge. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1977).  Private. 

Co.  Registered  In:  Alberta  (1977). 

Type  of  Services  & Supplies:  Specializing  in  valve  maintenance  and 
repairs,  wellhead  reconditioning,  manifolds  repaired,  B.O.P.’s  repaired. 
Sale  of  ne'w  and  used  valves  and  wellhead  equipment. 

No.  of  Employees  in  Canada:  1 1 . 

Apollo  Machine  & Welding 

Main  Office:  Edmonton,  AB.  T6E  2X4.  5905  - 86  St. 

Ph.  (403)  463-3060  Fax:  463-6348 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Robert  Norton. 

Type  of  Services  & Supplies:  Flanges  and  fittings  for  oilfield 
wellhead  equipment;  flow  control  equipment,  and  downhole  drilling 
tools. 

Applied  Engineering  Sciences  Group  Ltd. 

Main  Office:  Calgary,  AB.  T2A  1A3. 1718  - 34  Street  S.E. 
Ph.(403)248-1100  Fax:273-6159 

Officers  & Key  Personnel  at  this  location: 

Pres.,  A.W.  Hunka; 

Vice-Pres.  Admin.,  G.  Stewart. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1974).  Private. 

Type  of  Service:  Consulting  engineering  in  all  energy  related  disciplines, 
computerized  drafting  and  design,  computerized  project  management. 
Custom  software  tor  computerized  project  management,  programmable 
logic  controller  programming,  licensable  process  technology  for  natural 
gas  processing. 

No.  of  Employees  in  Canada:  15. 

Applied  Terravision  Systems  Inc. 

Main  Office:  Calgary,  AB.  T2P  4H2. 1500, 400  - 3 Ave.  S.W. 

Ph.  (403)  266-9595  Fax:  265-61 36 
Officers  & Key  Personnel  at  this  location: 

Mktg.  Mgr.,  Carolyn  Best; 

Cdn.  Sis.  Eng.,  Neil  Janssen. 


Type  of  Services  & Supplies:  Applied  Terravision  Systems  Inc.  is  a 
leader  in  petroleum  data  management  and  software  development. 
Applied  T erravision  employs  25  software  developers  and  support  staff 
in  Calgary,  Houston  and  The  Netherlands.  Founded  in  1986,  the 
company  manages  a diverse  client  portfolio  from  junior  to  major  oil  and 
gas  companies.  Products  include:  DataVision,  Landman,  Prodscan, 
Rescan,  Wellscan,  Terravision/Eagle,  LoadTools  and  Loaders. 

Aqua  Terra  Consultants  Ltd. 

Main  Office:  Calgary,  AB.  T3A  4X9.  99  Hampshire  Cl.  N.W. 

Ph.  (403)  262-271 4 Fax:  239-7063. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Optns.Mgr.U.S.,  Dougals  C.  Burr; 

Vice-Pres,,  Mgr.Cdn.Optns.,  Larry  A.  Bawel. 

Type  of  Consulting;  Sale  of  proprietary  aeromagnetic  interpretation 
and  prop.rietary  shipborne  gravity  and  magnetic  data  and  interpretation. 
Writing  of  specifications  for  dafa  acquisition,  field  supervision,  quality 
control,  compilation,  mapping,  modelling,  (forward  modelling,  stripping), 
wemer  profiles,  landsat  image  lineament  analysis,  GMI-Pack 
interpretational  package,  merging  and  editing  of  gravity  and  magnetic 
data  sets,  flight  line  editing,  isometric  ceiling  plots  (3-D  displays). 
Integration  and  detailed  interpretation  for  both  mining  and  petroleum 
exploration  in  Canada,  United  States  and  worldwide. 

No.  of  Employees  in  Canada:  6. 

Arctic  Exploration  Services  Limited 

(AES  Technet) 

Main  Office:  Calgary,  AB.  T2K  5X2.  7 Skyline  Cres.  N.E. 

Ph,  (403)  275-7477  Fax:  275-4206 
Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Kemp; 

Optns.Mgr.,  Andrew  Young. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1975).  Private. 

Co.  Registered  In:  Alberta,  Russia. 

Affiliations: 

Arctic  Exploration  Services  (N.W.T.)  Ltd. 

Type  of  Services  & Supplies:  TECHNICAL:  Provision,  installation 
and  maintenance  of  radio,  satellite,  microwave  and  network  cabling 
communications  systems.  PERSONNEL:  Communications  and 
electronics  technicians;  radio  operators,  marine  radio  officers,  weather 
observers,  medics.  Voice  and  data  communications  and  distribution 
systems  and  equipment.  AT&T  Systemax,  Chipcom,  Develcon  and 
Microwave  Radio  Corp.  VAR.  Meteorological  equipment.  MEDICAL: 
Clinic  in  Niznehvartovsk,  Russia.  Medical  doctors;  nurses;  medics; 
medical  equipment  and  supplies. 

No.  of  Employees  in  Canada:  50. 

Argo  Sales  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0Z5.  580,  727  - 7 Ave.  S.W. 

Ph.  (403)  265-6633  Fax:  266-2770 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Art  Hall; 

Vice-Pres.  Sis,,  Dwight  Sandquist; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1967),  Private, 

Affiliations: 

Mitsui  Tubiar  Products  Inc.  (Houston). 

Type  of  Services  & Supplies:  Sales  oil  country  tubular  goods  and 
linepipe.  Sales  and  rentals  of  oilfield  production  equipment  and  engines, 
salvage  and  surplus  services,  Ipsco  Inc.  ERW  and  seamless  casing, 
tubing  and  linepipe.  Kawasaki  Steel  Corp.  ERW  and  seamless  casing, 
tubing  and  linepipe,  Siderca  and  Tamsa  SMLS  casing  and  tubing. 
“Argo”  treaters,  separators,  line  heaters.  AP1 1 2F  production  tanks  and 
Kubota  natural  gas  and  diesel  pump  jack  engines. 

No.  of  Employees  in  Canada:  50. 

Argus  Machine  Co.  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  3J1. 5820  - 97  St. 

Ph.  (403)  434-9451  Fax:  438-1 502 
Officers  & Key  Personnel  at  this  location: 

Pres.,  T.A.  Hallett; 

SIs.Mgr.,  Ken  Raush. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1958),  Private. 

Type  of  Services  & Supplies:  Design,  drafting  and  precision  machining 
with  CNC  lathes  and  machining  centres  including  quality  assurance  to 
API  Q1  and  CSA  Z 299.3;  manufacturing  of  component  parts  for 
downhole  drilling,  fishing,  testing,  and  production  tools:  API  licensed 
manufacturer:  specs  5CT  & 5L;  threader,  manufacturer  of  couplings, 
pup  joints,  and  connectors;  spec  6A:  manufacturer  of  flanged  and 
threaded  outlet  connections;  spec  7;  manufacturer  of  rotary  drill  stem 
elements;  premium  connection  specialists  including  Atlas  Bradford, 
VAM,  OECO,  NKK,  Nippon  Steel  and  Mannesmann.  General  oilfield 
machine  and  welding  work.  Argus  brand  check  valves.  API  and 
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premium  threadtubularaccessoriesincludingpupjoints  and  couplings. 
Rotary  and  tubing  subs,  Oilwell  cementing  equipment  including 
heads,  swages,  saver  nipples;  plus  cementing  flowline  equipment 
including  high  pressure  hammer  unions  and  fittings  such  as  crosses, 
laterals,  tees,  etc. 

No.  of  Employees  in  Canada:  50. 

Arinah  Services  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5N7.  9635  - 54  Ave. 

Ph,  (403)  437-4550  Fax:  437-6045 
Officers  & Key  Personnel  at  this  location: 

Pres.,  W.A.  (Bill)  Bell; 

Vice-Pres.,  Gerry  Schweder; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Repair  of  valves,  drilling  and  production 
equipment.  Assembly  and  hydrostatic  testing  of  drilling  manifolds. 
Custom  hydrostatic  testing.  Canadian  representative  for  Barton  Wood 
A.P.I,  gate  valves,  Canadian  distributor  for  Wellmark  controls  and 
valves.  Canadian  representatives  for  MSI  high  pressure  manifolds, 
plug  valves  and  components.  Canadian  representatives  for  Vaivtech 
forged  steel  metal  seated  ball  valves.  Representatives  for  NAF  Corp. 
quarter  turn  valves  for  the  process  industries. 

No.  of  Employees  in  Canada:  7, 

Armor  Machine  & Mfg.  Ltd. 

Main  Office:  Edmonton,  AB.  T6N  1A2.  9962  - 29  Ave. 
Ph.(403)465-6152  Fax:469-5899 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Conrad  St.Jean. 

Type  of  Services  & Supplies:  Oilfield  equipment;  custom 
machining;  stabilizer;  subs. 

Aron  Services  Ltd. 

Main  Office:  Grande  Prairie,  AB.  TSV  5N3.  R.R.3,  Site  1 , Box  29. 
Ph.(403)539-1373  Fax:539-1377 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Gen. Mgr.,  Ron  Ward; 

Opr.  Mgr.,  Brent  Flauger; 

Main  Banking  Connection:  Bank  of  Nova  Scotia, 

Incorporation:  Alberta  (1989).  Private. 

Type  of  Services  & Supplies:  Complete  range  of  construction 
services forthe  oil,  gas,  petro-chemical  and  industrial  sectors.  Services 
include  plant  maintenance  and  turn-arounds,  revamps,  contract 
operating,  mechanical  installations  through  to  complete  turn-key 
installations.  Steam  cleaning,  painting,  internal  coating  and  FRP. 
No.  of  Employees  in  Canada:  75. 

A.R.T.  Abandonment  Reclamation 
Technologists  Inc. 

Main  Office:  Calgary,  AB.  T2P  2T5. 810, 603  - 7 Ave.  S.W. 
Ph.(403)264-1386  Fax:265-4061 

Officers  & Key  Personnel  at  this  location: 

Mgr.,  Bob  Kent; 

Supvr.  Reclamation,  Allan  Nordgen. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Wellbore  abandonment,  wellsite, 
road,  plant  reclamation  and  restoration.  Soil  sampling.  Site 
assessment.  Environment  liability  audits. 

No.  of  Employees  in  Canada:  5. 

Artisan  Drilling  Ltd. 

Main  Office:  Calgary,  AB.  T2A  1X4. 2-415  Monument  Place  S.E. 
Ph.  (403)  235-4000  Fax:  272-2923 
Officers  & Key  Personnel  at  this  location: 

Pres.,  H.W.  Dixon; 

Vice-Pres.  Optns.,  D.M.  Charron; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Stock  Exchange  Listing:  Toronto  Stock  Exchange,  1994 
Incorporation:  Alberta  (1988), 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

Asko  Machine  Industries  Ltd. 

Main  Office:  Calgary,  AB.  T2R  0E7,  940-  11  Ave.  S.W. 
Ph.(403)229-9510  Fax:229-1997 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Orhan  Ozsezginer. 

Main  Banking  Connection:  Flongkong  Bank  of  Canada, 
Incorporation:  Alberta  (1973).  Private. 

Company  Directors:  Tayfun  Ozsezginer. 

Type  of  Services  & Supplies:  General  machining.  Manufacturing, 
Welding  and  fabricating.  General  repairs,  etc.  Vertical  map  or  drawing 
storage  cabinets.  Mega-file  (Secure-A-Map  System),  unique  patented 


system.  No  moving  parts,  you  can  locate  your  maps  in  10  seconds. 
Custom  cartographic  light  tables  48"  x 72"  and  up.  Single  hole 
punches.  Spring  loaded  step  ladders  and  custom  design  works,  etc. 

No.  of  Employees  in  Canada:  4. 

Associated  Pipeline  Services  Inc. 

Main  Office:  Calgary,  AB.  T2N  1 J7. 2024  - 12  Ave,  N.W. 
Ph.(403)284-3618  Fax:289-7931 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Brian  Pacey; 

Vice-Pres.,  David  Johnson; 

Main  Banking  Connection:  Bank  of  Nova  Scotia, 

Incorporation:  Alberta  (1992).  Private. 

Co.  Registered  In:  Alberta  (1992), 

Type  of  Services  & Supplies:  Pipeline  integrity  services.  Pipeline 
repair.  New  pipeline  construction. 

No.  of  Employees  in  Canada:  40. 

Associated  Valve  Corporation 

Main  Office:  Edmonton,  AB.  T6E  5R9. 4404  - 97  St. 

Ph.  (403)  436-9030  Fax:  436-9036 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Rory  Fodchuk; 

Sis. Rep.  Tech.,  Gary  Krueger; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1983),  Private. 

Type  of  Services  & Supplies:  Distributor  of  valves  and  specialty 
products.  AMRI  butterfly  valves  for  process  chemical  application, 
CFIECK  RITE  wafer  check  valves,  DESCOTE  chlorine  valves, 
ELASTO-FLEX  expansion  joints,  Kerotest  bont  globe  valves,  KTM 
ball  valves,  Lunkenheimer  valves,  PBM  Multiport  ball  valves.  Miller 
check  valves,  Mosser  AWWA  butterfly  valves.  Pathway  expansion 
joints,  Saunders  diaphragm  valves,  Schroedahl  specialty  bypass 
valves,  WFIEATLEY  nickle  aluminum  bronze  valves. 

No.  of  Employees  in  Canada:  7. 

The  Association  of  Professional 
Engineers,  Geologists  and  Geophysicists 

Main  Office:  Edmonton,  AB.  T5J  4A2. 1500  Scotia  Place,  Tower 
One  10060  Jasper  Avenue  N.W. 

Ph.(403)426-3990  Fax:426-1877 

Officers  & Key  Personnel  at  this  location: 

Registrar,  Exec.Dir.,  Robert  Ross,  P.Eng.; 

Incorporation:  (1920).  Association. 

Type  of  Service:  APEGGA  is  the  regulatory  body  responsible  for 
licensing  engineers,  geologists  and  geophysicists  in  Alberta.  The 
Association  sets  practice  standards,  provides  leadership  for  these 
professions  and  disciplines  its  members  when  necessary.  As  well, 
APEGGA  promotes  awareness  of  its  professions  to  students, 
educators,  government  and  the  general  public, 

ATC  Environmental  Group 

Main  Office:  Calgary,  AB.  T2R  0A5. 325  - 10  Ave.  S.W. 

Ph.  (403)  264-8778  Fax:  262-4409 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Nate  Feldman; 

Sr.Chemical  Eng.,  Randy  Jaggard. 

Type  of  Services  & Supplies:  ATC,  a multi-disciplined  waste 
management  company,  regularly  provides  services  to  North  America's 
petroleum,  petrochemical  and  mining  industries.  We  specialize  in 
presenting  our  clients  with  safe,  economical  recycling  alternatives  to 
landfilling  and  disposing  of  industrial  wastes,  resulting  in  the 
minimization  of  contingent  environmental  liabilities. 

ATCO  Structures 

A Division  of  ATCO  Enterprises  Inc. 

Main  Office:  Calgary,  AB.  T3E  1T9. 51 15  Crowchild  Tr.  S.W. 

Ph,  (403)  292-7600 

Officers  & Key  Personnel  at  this  location: 

Pres.,  J.A,  McDonald  (292-7646); 

Gen. Mgr.  Optns.,  G.  Fisher  (292-7604); 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Private. 

Affiliations: 

ATCO  Enterprises  Inc. 

Type  of  Services  & Supplies:  Products  manufactured.  Work  force 
housing  camp  equipment,  drilling  industry  equipment,  construction 
site  offices,  educational  and  commercial  structures.  Temporary  and 
permanent  facilities.  Used  equipment.  Large  work  force  housing  and 
site  office  lease  fleets  available  at  all  service  locations. 

No.  of  Employees  in  Canada:  2,300. 


Atlas  Wireline  Services 

Div.  of  Western  Atlas  International 

Main  Office:  Calgary,  AB.  T2P  3E6. 1200,  505  - 3 St,  S.W. 

Ph.(403)290-5100  Fax:290-5150 

Officers  & Key  Personnel  at  this  location: 

Dist.Mgr.,  Steve  Privott; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1951).  Private. 

Affiliations: 

Western  Atlas  International  Inc, 

Type  of  Services  & Supplies:  Oil  and  gas  well  wireline  service: 
including;  open  hole  logging,  perforating,  completion  logginc 
production  logging,  downhole  seismic  logging  services. 

No.  of  Employees  in  Canada:  115. 

Audryx  Petroleum  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3P2.  700,  815  -8  Ave.  S.W. 

Ph.  (403)  269-9550  Fax:  262-3748 
Officers  & Key  Personnel  at  this  location: 

Pres,,  C.E.O.,  Dr.  Michael  T,  Olanson. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1992).  Private. 

Type  of  Services  & Supplies:  Expert  consulting  specializing 
horizontal  well  design  and  field  supervision  (drilling,  completioi 
production),  horizontal  re-entries  (4  1/2,  5 1/2),  slant-horizontal  m 
pads,  deep  exploratory  slim  hole  drilling  with  micro-rigs,  drillir 
optimization  and  cost  control,  coalbed  methane  projects  (desigi 
drilling-testing),  horizontal  well  research  and  development  (lab  wor 
design,  field  supervision,  project  analysis),  special  casing  design  ar 
operations  (extended  reach,  thermal,  FI^S,  ultradeep).  Special  projec 
management:  drilling  - production  complex  research;  Russian  ar 
other  international  venture  operations, 

Aurora  Corrosion  Control 

a division  of  Aurora  Environmental  Consulting  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6S8.  3773  - 19  St.  N.E, 
Ph.(403)291-4495  Fax:250-5872 

Officers  & Key  Personnel  at  this  location: 

Prin,  Eng.,  R.J,  (Bob)  Maynard: 

Mgr.  Optns.,  Clarke  N.  Cherniwchan. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1987),  Private. 

T ype  of  Services  & Supplies:  Corrosion  control  - cathodic  protectic 
designs,  maintenance  inspections,  installations  and  trainin 
Environmental  services  - audits  and  assessments,  land  u: 
management  and  design,  site  studies  and  testing,  ongoing  monitorii 
and  reclamation  consulting. 

No.  of  Employees  in  Canada:  6. 

Auto-trol  Technology  (Canada)  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7P1. 1144  - 29  Ave.  N.E. 

Ph,  (403)  250-1 232  Fax:  250-1 037 
Officers  & Key  Personnel  at  this  location: 

Pres.,  K.M.  Dedeluk: 

Dist.Mgr.  Calgary,  Verl  McCueen. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1976).  Private. 

Affiliations: 

Auto-trol  Technology  Corporation. 

Type  of  Services  & Supplies:  Supplier  of  integrated  mappi 
solutions  for  resource  database  management  and  geologic 
geographical  and  exploration  mapping.  Advanced  CAD/CAM/C/ 
supplier  for  automated  mapping,  facilities  management,  ci 
engineering,  technical  information  management,  manufacturing  a 
electronic  publishing.  DistributorforAuto-trol’sdesign/draftingsysten 
digitizers,  plotters  and  software  with  full  line  of  turnkey  graph! 
solutions  on  UNIX  platforms  from  Sun  and  FIP.  Auto-tro 
GEOSTATION  mapping  software  speeds  the  production  of  custc 
exploration  and  cartographic  maps  and  combines  a relational  databa 
management  systems  with  map  assembly  routines  for  both  interact! 
and  batch  map  processing. 

No.  of  Employees  in  Canada:  75. 

Avala  Projects  Inc. 

Main  Office:  Calgary,  AB.  T2P  2V6.  702,  500  - 4 Ave.  S.W. 

Ph.  (403)  263-51 90  Fax:  265-8422 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Luban  Novakovic; 

Mgr.  Eng.,  Larry  Flubka. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1993).  Private. 

Co,  Registered  In:  Alberta. 

Type  of  Service:  Oil  and  gas  facilities  engineering. 

No.  of  Employees  in  Canada:  7. 
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Company  Profiles 


^XBOW  Landscape/Rentals  Limited 

Formerly:AXBOW-RAMMAX-Rentals  and  Sales  Ltd.) 

Jlain  Office;  Calgary,  AB.  T2G  4X2. 4,  71 1 - 48  Ave.  S.E. 

'^h,  (403)287-2177  Fax:243-1732 

)fficers  & Key  Personnel  at  this  location: 

5en.Mgr.,  M.K.  Achmus, 

/lain  Banking  Connection:  Bank  of  Montreal, 
ncorporation:  Alberta  (1982).  Private. 

■ype  of  Services  & Supplies:  Sale  and  rental  of  compaction  equipment, 
■ype  of  supplies;  RAMMAX  Hydraulic  Walkbehind  and  Ride-On 
/ompactors. 

Jo.  of  Employees  in  Canada:  4 

\yers  Resource  Consultants  Ltd. 

Iain  Office:  Caglary,  AB.  T2P  3T8.  400, 1100-8  Ave.  S.W. 

'h.  (403)  262-6933. 

Jfficers  & Key  Personnel  at  this  location: 

'res.,  Elmer  L.  Ayers,  P.Eng. 

■ype  of  Consulting;  Professional  engineering,  wellsite  supervision, 
irectional  drilling. 

lo.  of  Employees  in  Canada:  15. 

)abco  Electric  & Engineering  Ltd. 

lain  Office:  Edmonton,  AB.  T5L4J1. 12465-  153  St. 
h.  (403)447-1386  Fax:447-1309 

Ifficers  & Key  Personnel  at  this  location: 

jls.  Mgr.,  Dave  Unger; 

Is.  Eng.,  David  Kosmenko. 

ype  of  Services  & Supplies:  Electrical  equipment  manufacturer. 
Iroducts  include:  Low  Voltage  Switchgear,  High  Voltage  Switchgear, 
K.V.  Vacuum  or  SF6  Contactor  M.C.C.,  600  Volt  M.C.C.,  High 
[oltage  Vacuum  Breakers,  High  Volt  SF6  Breakers,  Load  Break 
jwitches,  Protection  & Control  Relaying  Panels,  D.C.  Variable  Speed 
, rives,  A.C.  Inverter  Drives,  Solid  State  Starters,  Auto  Power  Factor 
orrection  Systems,  Energy  Management  Systems,  Phase  Converters, 
'ontrol  Panels  & Instrumentation,  Programmable  Controllers, 
pparatus  & Industrial  Controls,  High  Current  Rectifiers,  Regenerafive 
ystems,  Non-Regenerative  Systems,  Wound  Rotor  Controllers,  Multi 
!eter  Power  Pedestals,  Temporary  Power  Systems,  Lighting  Towers, 
prtable  Control  Buildings,  Skid  Type  Mine  Power  Centers,  Outdoor  & 
ortable  Sub-Stations,  Environmentally  Controlled  Electrical  Equipment 
uildings. 

taker  Hughes  INTEQ 

t Division  of  Baker  Hughes  Canada  Inc.) 

lain  Office:  Calgary,  AB.  T2P  1H4.  600,  736  - 8 Ave.  S.W. 

ailing  address:  Calgary,  AB.  T2P  2E7.  Box  6780,  Stn.D. 

p,  (403)  296-9700  Fax:  296-9785 

fficers  & Key  Personnel  at  this  location: 

bg.Mgr.,  Mark  Heaton; 

ain  Banking  Connection:  Royal  Bank  of  Canada, 
corporation;  Canada  (1993).  Private, 
ffiliations: 

aker  Hughes  INTEQ,  lnc./A  Baker  Hughes  Company. 

/pe  of  Services  & Supplies:  Eastman  directional  tools  and  survey 
istems:  navigational  drilling;  directional  drilling;  relief  well  service; 
irizontal  drilling  and  completions  systems.  Directional  orientation 
ol  (DOT):  electronic  magnetic  surveys,  magnetic  multiple  shot  surveys, 
;■  bgnetic  single  shots.  Mining  single  shot  freeze  holes;  straight  hole 
introl:  Eastman  Navi-Drill  downhole  motors;  non-magneticdrill  collars. 
I ^eco  Measurement  While  Drilling  (MWD)  - directional  only,  directional- 
: (mma,  resistivity-gamma-directional,  Triple  Combo  MWD  Logging, 
;i  iwnhole  weight  and  torque.  Christensen  coring  services:  conventional, 
; ^stic/aluminum  lined  barrel  coring  service,  core  barrel  stabilizers, 
ii  jober  sleeve  coring  service,  low  invasion  coring  service,  gel  coring, 
r lighes  Christensen  drilling  bits,  natural  diamond  and  BallaSet,  Anti- 
^irl.  Milpark  Drilling  Fluids  Systems,  services  and  products.  EXLOG 
::  ijd  Logging  Systems  - standard  and  computer  assisted  geological 
: d hydrocarbon  analysis,  drilling  data  monitoring  and  data 
mmunications.  Advanced  drillstring  analysis  and  measurement 
stem. 

).  of  Employees  in  Canada:  95. 

aker  Oil  Tools  Canada 

lin  Office:  Calgary,  AB.  T2P  1H4.  7 FI.,  736  - 8 Ave.  S.W. 

:.  (403)  296-9600  Fax:  296-9699 
ficers  & Key  Personnel  at  this  location; 

)r.  Cdn.Optns.,  J.C.  Holley; 
i.Mgr.,  Jim  Ottenbreit. 

tin  Banking  Connection:  Royal  Bank  of  Canada. 

jorporation;  Private. 

filiations: 

ker  Oil  Tools -HSTN. 


Type  of  Services  & Supplies:  People  and  products  providing  solutions 
for  Completions,  Workovers  and  Fishing.  Completion  Equipment; 
permanent  and  retrievable  packers.  Remedial  and  Stimulation  Tools; 
packers,  bridge  plugs,  cement  retainers,  SAP  tools,  Lynes  Inflatable 
Products,  external  casing  packers,  production  injection  packers.  Lynes 
Drill  Stem  Testing;  inflatable,  conventional  and  real  time  testing.  Tri- 
State  Fishing  and  Milling;  open  hole  and  cased  hole,  thru-tubing 
fishing,  section  milling  and  whipstock.  Flow  Control  Systems;  seating 
nipples,  sliding  sleeves.  Safety  Systems;  subsurface  safety  valves  and 
wellhead  actuators.  Thru-Tubing  Inflatable  Workover  Systems. 

No.  of  Employees  in  Canada;  86. 

Baker  Performance  Chemicals 

Main  Office:  Calgary,  AB.  T2P  3E7.  950,  555  - 4 Ave.  S.W. 

Ph.  (403)  299-2400 

Officers  & Key  Personnel  at  this  location: 

Reg. Mgr.,  Steve  Whittle. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Private. 

Affiliations: 

Baker  Hughes  Inc. 

Type  of  Services  & Supplies:  The  marketing  and  servicing  of 
production  chemicals  to  the  oil  and  gas  industry.  Includes  laboratory 
services,  corrosion  coupons  and  analysis,  biocide,  corrosion,  wax  and 
demulsifier  evaluation.  Corrosion  inhibitors,  registered  biocides,  scale 
inhibitors  and  dissolvers,  enhanced  oil  recovery  chemicals,  industrial 
cleaners,  surfactants,  defoamers,  packer  fluid  inhibitors,  reverse 
emulsion  and  water  clarification  chemicals,  oxygen  scavengers,  wireline 
corrosion  inhibitors,  desalters  and  Western  Chemical  Injectors  and 
parts. 

No.  of  Employees  in  Canada:  70. 

Ballater  Resources  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3E8. 500, 808  ■ 4 Ave.  S.W. 

Ph.  (403)  266-2755  Fax:  262-3589. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Tim  C.  Presber,  P.Eng. 

Vice-Pres.,  J.E.  Presber. 

Type  of  Consulting:  Petroleum  engineering,  evaluation  reports, 
production  operations,  pumping  equipment,  producing  property 
acquisitions. 

No.  of  Employees  in  Canada:  2. 

The  Banff  School  of  Advanced 
Management 

Main  Office:  Banff,  AB.  TOL  OCO.  Box  1020. 

Ph.  (403)  762-61 26  Fax;  762-6499 
Additional  Phone:  (403)  762-6127 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  John  P.  Cadieux; 

Main  Banking  Connection:  Bank  of  Montreal. 

Co.  Registered  In:  Alberta  (1952). 

Company  Directors:  Dr.  Roger  Smith,  Bd.Chmn.,  John  L.  Fisher. 
Type  of  Services  & Supplies:  Executive  development  and 
management  education.  Under  the  joint  sponsorship  of:  The 
Management  Faculties  of  the  Universities  of  Alberta,  British  Columbia, 
Calgary,  Manitoba  and  Saskatchewan. 

No.  of  Employees  in  Canada:  3. 

Banister  Majestic  Inc. 

Main  Office:  Edmonton,  AB.  T6E  5G8.  Box  4947 
Ph.  (403)  955-71 67  Fax:  955-71 60 
Officers  & Key  Personnel  at  this  location; 

Pres.,  R.F.C.  Marriott; 

Vice-Pres.,  J.S.  Topping. 

Type  of  Services  & Supplies:  Pipeline  construction,  river  crossings, 
hydro-static  testing.  T wo  spreads  of  large  diameter  pipeline  construction 
equipment. 

Bantrel  Inc. 

Main  Office:  Calgary,  AB.  T2P  0T9.  Box  1990,  Stn.  M. 

Ph.  (403)  290-5000 

Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Dir.,  P.J.  Lovell  (290-5001); 

Vice-Pres.,  Mgr.  Bus.Dev.,  R.A.  Matheson  (290-5070); 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1983).  Private. 

Affiliations; 

Banister  Inc.,  Bechtel  Canada  Inc.,  Trimac  Limited. 

Type  of  Service:  Provides  a complete  range  of  engineering, 
procurement  and  construction  activities  to  the  petroleum  resources 
industry  including  offshore  and  Arctic.  Turnkey  engineering, 
procurement,  construction  of  oil  and  gas  production  processing, 
transportation  and  petrochemical  facilities,  project  development  and 
management,  economic  and  financial  analysis/planning,  operations 
planning,  refinery  start-up  planning,  pre  start-up  work  and  start-up. 


refinery  inspection,  cost  control  engineering,  process  engineering  and 
planning,  engineering  services  including  mechanical  equipment 
specialist,  instrumentation,  electrical  etc.,  procurement  including 
purchasing,  expediting  and  inspection  on  a world  wide  basis.  Computer 
Aided  Design  Drafting  Services  (CADD)  certified  to  ISO  9001. 

No.  of  Employees  in  Canada:  500. 

Bar  Engineering  Ltd. 

Main  Office:Lloydminster,  AB.  T9V  0X3.  5526  - 50  Ave. 
Ph.(403)875-1683  Fax:875-2728. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  D.W.  Gilby,  P.Eng.; 

Prin.Eng.,  R.F.  Wilhelm,  P.Eng. 

Type  of  Consulting:  Engineering  and  supervision  services  in  gas  and 
oil  production. 

No.  of  Employees  in  Canada:  4. 

Barber  Engineering  and  Controls  Ltd. 

Main  Office:  Calgary,  AB.  T2H  0E2.  5728  - 1 St.  S.W. 

Ph.  (403)  252-7651  Fax:  252-7799 
Officers  & Key  Personnel  at  this  location: 

Pres.,  J.L  (Sam)  Mozell; 

SIs.Mgr.  Calgary,  R.M.  (Bob)  Dunn. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  (1939).  Private. 

Affiliations: 

Wholly  Owned:  Barber  Valve  and  Controls  Ltd. 

Other:  B.G.  Controls. 

Type  of  Services  & Supplies:  Instrumentation,  measurement  and 
control  equipment  relief  valves. 

No.  of  Employees  in  Canada:  59. 

Barber  Industries  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3H5. 1220,605  - 5 Ave.  S.W. 
Ph.(403)531-7500  Fax:531-7549 

Officers  & Key  Personnel  at  this  location: 

Sr.Vice-Pres.,  Gen. Mgr.,  John  Secrest; 

Mgr.  Mktg.Serv.,  Don  Karr; 

Incorporation:  Private. 

Type  of  Equipment:  Manufacture  and  service  of:  Presco  - pressure 
confrol  switches;  Presco  - pressure  control  pilots;  Presco  - Tees; 
Presco  - isolators;  Presco  - Dyne  hydraulic  and  pneumatic  safety  valve 
system;  Barber  gate  valves;  lev-o-matic  level  controls;  Barber  Alco 
pumps. 

No.  of  Employees  in  Canada:  200. 

Barber  Industries  Ltd.  - Brooks  Service 
Centre 

Main  Office:  Brooks,  AB.  T1R  1B5.  Box  548,  325B  - 8 St,  East, 

Ph.  (403)  362-6677  Fax:  362-8998 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Brooks  Serv.Ctr.,  Cliff  Massick. 

Incorporation;  Private. 

Type  of  Services  & Supplies:  Installation  and  repair  of  wellhead 
equipment,  valves  and  the  Barber  Presco  product  line.  Authorized 
W.K.M.  valve  servicing.  Barber  wellheads,  pressure  switches,  wellhead 
ESD’s,  valve  actuators,  pig  valves,  valves. 

No.  of  Employees  in  Canada:  3. 

Barber  Industries  Ltd.  - Edmonton 
Manufacturing  Division 

Main  Office;  Edmonton,  AB.  T6E  4S8.  Box  4069, 10358  - 65  Ave, 
Ph.  (403)  434-1441  Fax:  435-9552 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.  Mfg.,  John  Rujak; 

Incorporation:  Private. 

Type  of  Services  & Supplies;  Offer  complete  field  and  shop 
maintenance  of  oilfield  equipment.  Complete  line  of  oilfield  control 
equipment.  Complete  line  of  emergency  engine  shutdown  devices  (rig 
savers). 

No.  of  Employees  in  Canada:  30, 

Barber  Industries  Ltd.  - Grande  Prairie 
Service  Centre 

Main  Office:  Grande  Prairie,  AB.  T8V  5L2. 9501  - 1 13  St. 

Ph.  (403)  539-6270  Fax:  539-5221 
Officers  & Key  Personnel  at  this  location: 

Serv.Mgr.  Grande  Prairie,  Ed  Suchy. 

Incorporation:  Private. 

Type  of  Services  & Supplies;  Installation  and  repair  of  wellhead 
equipment,  valves  and  the  Barber  Presco  product  line.  Authorized 
W.K.M.  and  Barton  valve  servicing.  Barber  wellheads,  pressure 
switches,  wellhead  ESD’s,  valve  actuators,  pig  valves,  valves. 

No.  of  Employees  in  Canada:  4. 


: 95  Edition 


1 


Alberta  Petroleum  Equipment  & Services  Directory 


Barber  Industries  Ltd.  - Slave  Lake  Service 
Centre 

Main  Office:  Slave  Lake,  AB.  TOG  2A0.  Box  693,  6,  216  Birch  Rd. 
N.E. 

Ph,  (403)  849-2880  Fax:  849-2021 

Officers  & Key  Personnel  at  this  location: 

Serv.Mgr.,  Ed  Suchy. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Installation  and  repair  of  wellhead 
equipment,  valves  and  the  Barber  Presco  product  line.  Authorized 
W.K.M.  valve  servicing.  Barberwellheads,  pressure  switches,  wellhead 
ESD's,  valve  actuators,  pig  valves.,  valves. 

No.  of  Employees  in  Canada:  3. 

Barber  Industries  Ltd.  - Wellhead  Division 

Main  Office:  Calgary,  AB.  T2P  3H5. 1220,  605  - 5 Ave.  S.W. 

Ph.  (403)  531  -7500  Fax:  531  -7549 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Reg  Worsley: 

Vice-Pres.  Mktg.,  John  Secrest; 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Complete  line  of  wellhead  equipment 
and  valves  to  15,000  PSI.  Offer  complete  field  installation  and 
servicing. 

Baroid  of  Canada 

Main  Office:  Calgary,  AB.  T2P  3G2. 2100,  840  - 7 Ave.  S.W. 

Ph.  (403)  263-8740 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Gen. Mgr.,  C.N.  Laing; 

SIs.Mgr.,  Harold  Hansel; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Private. 

Affiliations: 

Dresser  Industries  Inc. 

Type  of  Services  & Supplies:  Drilling  fluids  products  and  service. 
Oilwell  drilling  muds  and  chemicals,  mud  testing  equipment.  Workover 
and  completion  fluids. 

No.  of  Employees  in  Canada:  23. 

Baron  Oilfield  Supply  Ltd. 

Main  Office:  Grande  Prairie,  AB.  T8V  4E2.  9708  - 108  St, 

Ph.  (403)  532-5661  Fax:  532-5747 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Barry  Smith; 

Partner,  Al  Side  (539-9555). 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  (1986).  Partnership. 

Affiliations: 

Baron  Oilfield  Supply  (B.C.)  Ltd, 

Type  of  Services  & Supplies:  Oilfield  service  and  supply.  All  oil 
industry  equipment  and  supplies.  Agents  for  Ess-Ell  Tool  Co.  Ltd., 
portable  wellhead  work  platforms. 

No.  of  Employees  in  Canada:  13. 

Bavarian  Machine  Works  (1985)  Ltd. 

Main  Office:  Calgary,  AB.  T2C  1Z6.  6,  41 15  - 61  Ave.  S.E. 
Ph.(403)279-0971  Fax:279-5213 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Herb  Opple. 

Type  of  Services  & Supplies:  Parts  for  oil  and  gas  industry. 

BBCM  Drill  Pipe  Inhibitors  Ltd. 

Main  Office:  Edmonton,  AB.  T6J  6M7.  Box  41 1 22. 

Ph.  (403)  435-71 34  Fax;  435-71 34 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Wm.  H.  Brown,  Sr. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1982).  Private. 

Type  of  Services  & Supplies:  Mobile  pipe  cleaner  units  to  clean 
tubing  in  yard  or  well  site.  Can  clean  tubing  and  chemically  treat  to 
prevent  corrosion  when  pipe  is  in  longtime  storage.  All  debris,  rust  and 
wax  from  tubing  is  recovered  in  a recovery  system,  making  this 
method  of  cleaning  tubular  the  most  environmentally  safe  application 
being  used  today. 

No.  of  Employees  in  Canada:  6. 

Bearspaw  Compression  Industries  Ltd. 

(Formerly:Bearspaw  Custom  Steel  Fabricating  Ltd.) 

Main  Office:  Calgary,  AB.  T2C  3G9.  5550  - 55  St,  S.E. 

Ph.  (403)  279-4940  Fax:  236-2296 
(24  Hr.  Parts  and  Ser,);  (800)  295-5669 


Officers  & Key  Personnel  at  this  location: 

Pres,,  L.J.  (Les)  Schubert; 

Mgr.  Mktg,&  Sis.,  Ian  Burnham; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1981).  Private. 

Type  of  Services  & Supplies:  Fabricator  of  Energy  Resource 
Production  Equipment  and  compression  packages.  Knox  Western 
Gardner-Denver  compressor  and  pump  packages.  Registered 
pressure  vessels,  satellite  skids,  registered  meter  runs  and  custom 
fabrication. 

No.  of  Employees  in  Canada:  50. 

Bearspaw  Logging  Services  (1986)  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6Z3. 12,  2135  - 32  Ave.  N.E. 

Ph.  (403)  291  -3396  Fax:  291  -0563 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Fred  Osachoff; 

Vice-Pres.  Optns.,  Monte  Lloyd; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1986).  Private. 

Type  of  Services  & Supplies:  Hydrocarbon  wellog  (mud  logging). 
No.  of  Employees  in  Canada:  18. 

Beaudet  Tank  Rentals  Ltd. 

Main  Office:  Slave  Lake,  AB.  TOG  2A0.  Box  67. 

Ph.  (403)  849-3844  Fax:  849-2060 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Paul  Beaudet; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1976).  Private. 

Co.  Registered  In:  Alberta  (1976). 

Type  of  Services  & Supplies:  Oilfield  production  and  test  equipment 
rentals.  Portable  test  separators,  210  and  400  barrel  skid  mounted 
test  tanks.  100  barrel  skid  mounted  pop  tanks. 

No.  of  Employees  in  Canada:  3. 

Beaudril(1993)  Limited 

Main  Office:  Calgary,  AB.  T2P  3S7.  Box  2574,  Stn.M. 

401  - 9 Ave.  S.W. 

Ph.  (403)  233-3030  Fax:  233-5501 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  G.A.  Pidcock. 

Type  of  Services  & Supplies:  Arctic  Marine  drilling  rigs  and  ice 
breakers:  Arctic  Drilling  Marine  and  logistical  services.  Molikpaq  - 
bottom  founded  Arctic  drilling  unit  (mobile);  Kalvik  - class  4 ice 
breaker. 

Beaver  Drilling  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2V6. 1 1 1 7, 500  - 4 Ave.  S.W. 

Ph.  (403)  265-6472 

Officers  & Key  Personnel  at  this  location: 

Pres.,  B.M.  Krausert; 

Vice-Pres.,  K.M.  Krausert; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1965).  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Northwest 
Territories. 

Affiliations: 

Beaver  Camp  & Catering. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

BecField  Drilling  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2C  0B4.  3347  - 58  Ave.  S.E. 
Ph.(403)236-1394  Fax:236-1624 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Greg  Ward; 

Mgr.  Sls,&  Mktg.,  Dan  Coulson; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1988).  Private. 

Co.  Registered  In:  Alberta  (1988),  Texas  (1988). 

Affiliations: 

Parent  Company:  Bechtel  Energy  Resources  Corporation 
Other:  Carbontechs  Inc. 

T ype  of  Services  & Supplies:  Complete  directional  service  company 
with  solutions  for:  horizontal  drilling;  short  radius  drilling;  re-entry 
drilling;  directional  drilling.  All  personnel  and  equipment  including: 
field  personnel:  mud  motors;  articulated  downhole  motors  (ADM); 
non-magnetic  drill  collars;  guidance  services  (MWD  etc.);  detailed 
well  planning;  slimhole  tools:  magnetic  survey  tools. 

No.  of  Employees  in  Canada:  18. 

Beldon  Sales  Limited 

Main  Office:  Calgary,  AB.  T2P  2J3.  Box  695. 

120,  3025 - 12  St.  N.E. 

Ph.(403)250-9991  Fax:291-5258 


Officers  & Key  Personnel  at  this  location: 

Mgr.,  D.C.W.  (Don)  Bell; 

SIsmn.,  R.D.  (Rob)  Bell; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1969).  Private. 

Type  of  Services  & Supplies:  Supply  of  industrial  electrical  equipmen 
Service  of  high  and  medium  voltage  breakers.  High  voltage  circi 
breakers  UPS  systems,  battery  chargers,  inverters  and  converter 
electrical  switchgear,  instrument  transformers,  insulators.  Fat 
recorders,  breaker  timing  and  maintenance/monitoring  equipment 
No.  of  Employees  in  Canada:  5. 

Bell  Industries 

Main  Office:  Edmonton,  AB.  T6E  0C5.  9734  - 60  Ave. 
Ph.(403)434-4401  Fax:435-8106 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Jim  Dunn. 

Type  of  Services  & Supplies:  Spray  shields,  lubricator  shut  off 
boxes,  stuffing  box,  anode  head  mounting  flange  assembly. 

Dale  Benedict  Holdings  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  217, 1506-6  St. 

Ph.  (403)  955-7971  Fax:  955-7977 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dale  Benedict. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1978).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Service:  General  contractor  for  construction  of  compress 
stations,  oil  batteries  and  pipelines. 

No.  of  Employees  in  Canada:  30. 

Benoit  Oilfield  Const.  Ltd. 

Main  Office:  Chauvin,  AB.  TOB  OVO.  302  Rupert  St.  Box  277. 
Ph.  (403)  858-3794  Fax:  858-3795 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Lawrence  Miller; 

Sec-Treas.,  Calvin  Winterholt. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1985).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Oilfield  construction,  maintenani 
and  transportation.  Excavators,  picker  trucks,  winch  trucks,  boor 
cats  and  crew  trucks. 

No.  of  Employees  in  Canada:  50. 

Benson  International  Oil  & Gas  Services 
Ltd. 

Main  Office:  Calgary,  AB.  T2P  3T3. 1070,  521  - 3 Ave.  S.W. 

Ph.  (403)  269-51 58  Fax;  233-8304. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Stephan  V.  Benediktson,  P.Eng., 

No.  of  Employees  in  Canada:  2. 

Bently  Nevada  Canada  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  233. 

Ph.  (403)  955-8922 

Officers  & Key  Personnel  at  this  location: 

Mgng.Dir.,  Raymond  Lariviere. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1980).  Private. 

Affiliations: 

Bently  Nevada  Corp. 

Type  of  Services  & Supplies:  Rotating  machinery  vibration  analys 
Vibration  monitors,  vibration  diagnostic  equipment. 

No.  of  Employees  in  Canada:  18. 

Beta  Machinery  Analysis  Ltd. 

Main  Office:  Calgary,  AB.  T3C  0J7.  300, 1615  - 10  Ave.  S.W. 
Ph.  (403)  245-5666 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dave  Schuh; 

Rep.  Mktg.  & Tech. Support.  Mike  Lubich. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1967).  Private. 

Affiliations: 

Beta  Monitors  and  Controls  Ltd. 

Type  of  Services  & Supplies:  Vibration  and  pulsation  contr 
Troubleshooting,  Machinery  analysis,  Predictive  Maintenan 
Program,  Dynamic  Balance.  Fluid  pulsation  control,  performan 
analysis. 

No.  of  Employees  in  Canada:  23. 
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)eta  Monitors  & Controls  Ltd. 

lain  Office:  Calgary,  AB.  T3C  0J7.  200, 1615  - 10  Ave.  S.W, 

h,  (403)  245-5300  Fax:  244-7262 

Officers  & Key  Personnel  at  this  location: 

res.,  Bryan  R.  Long: 

ice-Pres.,  Russ  N,  Wood. 

lain  Banking  Connection:  Bank  of  Montreal. 

icorporation:  Canada  (1979).  Private. 

ype  of  Services  & Supplies:  Analysis  of  engines  and  compressors 

n contract  to  determine  whether  they  are  performing  satisfactorily  or 

Bed  operating  adjustments  or  maintenance  work:  training  and  customer 

ervice  - predictive  maintenance.  Electronic,  battery  operated, 

3nvenient  instruments  for  the  predictive  maintenance  of  engines, 

Dmpressors  and  rotating  equipment;  electronic  instrument  to  replace 

g sheets:  sophisticated  soft  ware  for  analysis;  BET A-TR  APs  for  easy 

igine  balancing  using  peak  firing  pressure  methods. 

0.  of  Employees  in  Canada:  35. 

leta  Well  Service  Inc. 

Iain  Office:  Calgary,  AB.  T2R  1L9. 1500,  333-  11  Ave.  S.W. 
h.  (403)  290-0660  Fax:  269-7034 
fficers  & Key  Personnel  at  this  location: 
res.,  C.O.O..  Terry  L.  Doyle: 
r.SIs.Rep.,  Gerry  Lamb. 

ain  Banking  Connection:  Alberta  Treasury  Branches, 
corporation:  Canada  (1952).  Private, 
b.  Registered  In:  Alberta,  British  Columbia,  Saskatchewan, 
orthwest  Territories. 

ffiliations: 

'holly  Owned:  Matts  Manufacturing  Inc.,  Sundown  Well  Service 
Ic 

ipe  of  Equipment:  Completions,  workovers,  re-entries,  swabbing 
lid  abandonments  to  depths  of  6095  metres.  Mobile  singles,  mobile 
Rubles  and  all  other  rigs  are  equipped  to  service  class  III  wells.  All 
,ews  confirm  to  all  regulatory  certifications. 

0.  of  Employees  in  Canada:  300. 

;.I.C.  Marketing  Ltd. 

ain  Office:  Calgary,  AB.  T2P  2E1 . 2602. 505  - 6 St.  S.W. 

diling  address:  Calgary,  AB,  T2P  2E1.  Box  6412,  Stn.  D. 

1,(403)262-3976  Fax:262-0011 

fficers  & Key  Personnel  at  this  location: 

fes.,  J.C.  Van  Vliet; 

d.Rep.,  M.  Baisley. 

ain  Banking  Connection:  Royal  Bank  of  Canada, 

, corporation:  Alberta.  Private. 

. Registered  In:  Alberta  (1977). 
illations: 
lion  Corporation. 

rpe  of  Services  & Supplies:  Ball  valves,  needle  valves,  check 
lives. 

0.  of  Employees  in  Canada:  7. 

|ig  D Rental  & Sales  (1981)  Ltd. 

ain  Office:  Calgary,  AB.  T2H  0L9, 202, 7730  Macleod  Tr. 
1.(403)253-1054  Fax:253-9006 

■■ficers  & Key  Personnel  at  this  location: 
es.,  Fong  Seto: 

3. Rep,.  Steve  Brown; 

ain  Banking  Connection:  Bank  of  Nova  Scotia, 
corporation:  Alberta  (1979).  Private. 

;pe  of  Services  & Supplies:  Short  and  long  term  rentals  of  oilfield 
uipment.  Drill  pipe.  Flevi  Wate  drill  pipe,  tubing,  drill  collars,  blow  out 
pventers,  rotating  blow  out  preventers,  diverters,  manifolds,  pumps. 
- illy  spinners,  valves,  tanks,  spools,  subs,  light  plants,  light  towers 
^d  handling  tools  and  equipment.  Rotating  blowout  preventor  for 
jder  balance  drilling, 
j ).  of  Employees  in  Canada:  23. 

issett  Resource  Consultants  Ltd. 

lin  Office:  Calgary,  AB.  T2P  3E5.  540,  840  - 6 Ave.  S.W. 
1.(403)294-1888  Fax:263-0073. 

I ficers  & Key  Personnel  at  this  location: 
i es.,  K.R.  (Dick)  Bissett; 

.Eng.DrIg,,  D.S.  Beiczewski. 

ipe  of  Consulting:  Total  project  management,  full  EPC  (engineering, 
j icurement  and  construction/supervision)  service  including  reservoir 
I alysis,  economic  evaluation,  feasibility  studies,  environmental 
■'  sessments,  emergency  response  and  safety  contingency  planning 
i[  hydrogen  sulfide  projects  and  regulatory  body  representation.  Field 
oervision  of  construction,  drilling,  completion,  remedial  workovers, 
iduction  facility  installation,  and  production  operations.  Field  and 
ice  training  in  well  control  and  blowout  prevention  methods, 
t.  of  Employees  in  Canada:  50. 


Black  Max  Downhole  Tools  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  602, 1802-4  St. 

Ph,  (403)  955-8828  Fax:  955-3309 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Ray  Livingstone; 

Optns.Mgr.,  Dean  Livingstone. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Type  of  Services  & Supplies:  Drilling  motor  rentals,  sales,  leasing, 
and  manufacturing.  Dynamometer  testing  of  all  sizes  of  drilling  motors. 
Drilling  motors  in  sizes  ranging  from  1 3/4"  to  9 5/8"  for  oilfield,  river/ 
road  crossing,  and  mining  applications.  Custom  motor  design  for 
specific  RPM  and  torque  requirements.  Supply  of  coiled  tubing  motors. 
No.  of  Employees  in  Canada:  30. 

Black,  Sivalls  & Bryson  (Canada)  Limited 

Main  Office:  Nisku,  AB.  TOC  2G0,  2314-8  St. 

Ph.(403)955-2888  Fax:955-8911 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Ed  Bancarz. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Private. 

Type  of  Services  & Supplies:  Production  equipment.  Fleaters, 
vaporizers,  glycol  pumps  and  reboilers,  separators,  scrubbers,  flash 
arrestors,  burners. 

No.  of  Employees  in  Canada:  6. 

Blue  Chip  Machine  Company  Limited 

Main  Office:  Calgary,  AB.  T2G  3A7. 4120-8  St,  S.E. 

Ph.  (403)  243-4660  Fax:  243-7760 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Gail  Risdon 

Type  of  Services  & Supplies:  Component  parts  (oil  industry); 
downhole  tools;  gas  processing  equipment. 

Blueland  Rentals  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  161, 1506  - 6 St. 

Ph.  (403)  955-7999  Fax:  955-7977 
Officers  & Key  Personnel  at  this  location: 

Pres.,  G.L.  (Les)  Anderson: 

Gen. Mgr.,  Doug  Anderson. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1978).  Private, 

Affiliations: 

Frontier  Seamless  Tubular  Supply  Ltd. 

Type  of  Services  & Supplies:  Expediting,  inventory  control. 
Miscellaneous  OCT  goods.  New  and  used  casing  and  tubing.  New  and 
used  thread  protectors. 

BMP  Energy  Systems  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2V6. 5 Fl„  500  - 4 Ave.  S.W. 

Ph.  (403)  234-7979  Fax:  262-9775 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.O.O.,  Robert  McClinton: 

Vice-Pres.  Bus.Dev.,  Barry  Beatty; 

Main  Banking  Connection:  National  Bank  of  Canada. 
Incorporation:  Alberta  (1960).  Private. 

Co.  Registered  In:  Alberta  (1960). 

Affiliations: 

Wholly  Owned:  Bmp  Energy  Systems  Inc. 

Type  of  Services  & Supplies:  Gas  Chart  Integration  and  Volume 
Calculation  Service  Bureau,  P.R.I.S.M.  Production/Revenue  Accounting 
Service  Bureau,  Outsource  Services  Consulting  and  Training,  Flow 
Measurement  and  Audit  Consulting,  Gas  Cost  Allowance  Filings, 
AENR  Client  Package  Reconciliations. 

No.  of  Employees  in  Canada:  70. 

B.O.C.  Gases 

Main  Office:  Nisku,  AB.  TOC  2G0. 1309-8  St. 

Ph.  (403)  955-2405  Fax:  955-7992 
Officers  & Key  Personnel  at  this  location: 

Gen, Mgr.,  Jim  Flillman. 

Type  of  Services  & Supplies:  Welding  supplies,  equipment, 
compressed  and  bulk  gases. 

Bombardier  Inc. 

Main  Office:  Calgary,  AB.  T2C  2W7. 681 5A  - 40  St.  S.E. 

Ph.  (403)  279-7271  Fax:  279-3909 
Officers  & Key  Personnel  at  this  location: 

Reg.SIs.Mgr,,  Ken  Graves; 

SIs.Rep.,  Don  Shaw. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Bombardier  tracked  vehicles  - sales, 
service  and  parts.  Parts  and  accessories  for  Bombardier,  Go-T ract  and 
other  types  of  tracked  vehicles. 

No.  of  Employees  in  Canada:  8. 


Bomega  Metals  Ltd. 

Main  Office:  Red  Deer,  AB.  T4P  1 A5.  6740  - 65  Ave. 

Ph.  (403)  343-8454  Fax:  340-1 424 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Gary  Layden 

Type  of  Services  & Supplies:  Custom  built  asphalt  plant 
components;  dryer  drums;  low  and  high  boy  trailers;  water  and  fuel 
compartment  tanks;  cement  silos;  oilfield  float;  crusher;  crusher 
components;  winch  deck;  lubrication  units. 

BOMONT  Energy  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2R  1L9, 1550,  333-  11  Ave.  S.W. 

Ph.  (403)  266-6672  Fax:  266-6728 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ron  Boychuk,  P.Eng.; 

Proj.Mgr.,  Guy  Silverberg; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1991),  Private. 

Co.  Registered  In:  Alberta  (1991). 

Type  of  Services  & Supplies:  Sale  and  Lease  of  reconditioned 
Natural  Gas  Compressure  packages.  Recylindering  and  repackaging. 
Consignment  Sales.  Supplier  of  Reconditioned  Ariel,  Superior  and 
Worthington  Compressor  Units  with  Waukesha,  White  Superior  or 
Caterpillar  Engine  Drivers. 

No.  of  Employees  in  Canada:  5. 

Bonnett’s  Wireline  Services  Ltd. 

Main  Office:  Beaveriodge,  AB.  TOH  OCO.  Box  1078. 
Ph.(403)354-3010  Fax:354-8759 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gerald  R.  Bonnett; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  British  Columbia  (1972).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Kinley  Std.  and  Sr.  perforators;  Kinley 
timer  sandline  cutters  and  power  jars,  Kinley  single  pass  and  yo-yo 
calipers;  Micro  smart  quartz  electronic  gauges  and  flowmeters.  Cisco 
jet  perforators  and  bridge  plug  setting  tools,  gas  lift  and  safety  valves, 
VanOil  flow  control  and  completion  equipment;  Tubing  plugs,  sliding 
sleeves,  bailing,  swabbing,  wireline  completions,  perforating,  cherry 
pickers,  skid  units,  on  site  chart  and  data  processing; . 1 25  MP35N  and 
.108  Sanicro  slicklines,  and  7/32  braided  sour  service  lines;  1 0000  lb. 
high  pressure  equipment,  and  BM-Flo  injection  system. 

No.  of  Employees  in  Canada:  12. 

Kenn  Borek  Air  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7G5, 290  McTavish  Road  N.E. 
Ph.(403)291-3300  Fax:250-6908 

Officers  & Key  Personnel  at  this  location: 

Gen.  Mgr,,  Steve  Penikett; 

Sis,  Mgr.,  Rick  Geier. 

Type  of  Services  & Supplies:  Kenn  Borek  Air  Ltd.  is  a world  wide 
leasing  and  charter  company.  We  provide  both  fixed  wing  and  rotor 
wing  aircraft  and  have  a complete  maintenance  and  overhaul  facility  in 
Calgary,  Alberta,  Aircraft:  Beech  55/90/99,  King  Air  100/200,  Twin 
Ctter,  Bell  206B.  Maintenance:  Welding/machine/sheet  metal  shops. 
Parts/accessories  shop,  avionics,  aircraft  refinishing,  refurbishing, 
airframe  overhauls,  major  repairs  and  modification. 

Bouchard  Electric  (Athabasca)  Ltd. 

Main  Office:  Athabasca,  AB.  TOG  OBO.  Box  1916. 

3604  - 53  St. 

Ph,  (403)  675-591 5 Fax:  675-4343 

Officers  & Key  Personnel  at  this  location: 

Area  Mgr.,  Todd  Guy. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1993). 

Type  of  Services  & Supplies:  Electrical  maintenance  and  construction, 
sales  and  service.  Phase  convertors,  oilwell  controllers,  control  panels, 
motors,  teck  cable,  cable  tray. 

No.  of  Employees  in  Canada:  12. 

Bouchard  Electric  (Brooks)  Ltd. 

Main  Office:  Brooks,  AB.  T1 R 1 AO.  Box  1 885. 31 1 - 7 St.  E. 

Ph.  (403)  362-5777  Fax:  362-4659 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ken  Babb. 

Incorporation:  Private. 

T ype  of  Services  & Supplies:  Electrical  maintenance  and  construction, 
PLC  programming,  sales  and  service.  Phase  convertors,  oilwell 
controllers,  control  panels,  motors,  teck  cable,  cable  tray. 

No.  of  Employees  in  Canada:  60. 
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Bouchard  Electric  (Edson)  Ltd. 

Main  Office:  Edson,  AB.  T7E  1L6,  5525  - 3 Ave. 

Ph.  (403)  723-7557  Fax:  723-7588 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Gordon  Jeffery; 

Asst.Mgr.,  Clint  Nordell. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1993). 

Type  of  Services  & Supplies:  Electrical  maintenance  and 
construction,  PLC  programming,  sales  and  service.  Phase  converters, 
oilwell  controllers,  control  panels,  motors,  teck  cable,  cable  tray. 

No.  of  Employees  in  Canada:  28. 

Bouchard  Electric  (Grande  Prairie)  Ltd. 

Main  Office:  Grande  Prairie,  AB.  T8V  5L4.  8501  - 1 1 1 A St. 

Ph.  (403)  539-9696  Fax:  532-8581 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Jurgen  Wollschlager. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1985). 

Type  of  Services  & Supplies:  Electrical  maintenance  and 
construction,  PLC  programming,  salesand  service.  Phase  convertors, 
oilwell  controllers,  control  panels,  motors,  teck  cable  and  cable  tray. 

No.  of  Employees  in  Canada:  64. 

Bouchard  Electric  (Management)  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3A8.  630,  435  - 4 Ave.  S.W. 

Ph.  (403)  290-1880  Fax:  262-6207 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Kevin  Fleury: 

Mgr.  Mktg.,  Bob  Kinzer; 

Estimator  Sr..  Terry  McDowell. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Electrical  maintenance  and 
construction , PLC  programming,  sales  and  service.  Phase  convertors, 
oilwell  controllers,  control  panels,  motors,  teck  cable,  cable  tray. 

Bouchard  Electric  (Drayton  Valley)  Ltd. 

Main  Office:  Drayton  Valley,  AB.  TOE  OMO.  Box  6507. 

8216-50  Ave. 

Ph.  (403)  542-3434  Fax:  542-3437 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Kevin  Fleury; 

Gen. Mgr.,  Brent  Erickson; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1985). 

Type  of  Services  & Supplies:  Electrical  maintenance  and 
construction.  PLC  programming,  sales  and  service.  Phase  convertors, 
oilwell  controllers,  control  panels,  motors,  teck  cable,  cable  tray. 

No.  of  Employees  in  Canada:  68. 

Bouchard  Electric  Ltd. 

Main  Office:  Red  Deer,  AB.  T4P  2H6.  7897  - 48  Ave. 

Ph.  (403)  342-41 1 5 Fax:  346-7090 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Rob  Callow; 

Asst.Mgr.,  Bruce  Dean. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1962).  Private. 

Co.  Registered  In:  Alberta  (1962),  Saskatchewan  (1962), 

Type  of  Services  & Supplies:  Electrical  maintenance  and 
construction,  sales  and  service.  PLC  programming.  Phase  convertors, 
oilwell  controllers,  control  panels,  motors,  cable  tray  and  teck  cable. 
No.  of  Employees  in  Canada:  38. 

Bouchard  Well  Service  Ltd. 

Main  Office:  Brooks,  AB.  T1 R 1 C7.  Box  1 955, 459  Aquaduct  Dr. 
Ph.(403)362-4732  Fax:362-2012 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen, Mgr.,  Dennis  Bouchard. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

Boundary  Equipment  Co.  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  1K8. 10740  - 181  St. 

Ph,  (403)  483-3133  Fax:484-1299 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Alex  Tutschek; 

SIs.Rep.,  John  P,  McIntyre, 

Main  Banking  Connection:  Flongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1980).  Private. 


Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Wear  parts  engineering,  design  and 
procurement.  Custom  and  standard  wear  products  for  the  mining, 
pipeline,  construction  and  forestry  industry.  Boundary  supplies  wear 
parts  and  specialty  wear  products  for  a variety  of  ground  engaging 
equipment,  including  teeth  andadaptersystemsfortrenchers,  augers 
for  drilling  equipment,  as  well  as  components  for  maintenance  and 
other  earth  moving  equipment. 

No.  of  Employees  in  Canada:  40. 

BOVAR-CONCORD  Environmental 

Main  Office:  Calgary,  AB.  T2P  3E7. 1 1 90, 555  - 4 Ave.  S.W. 

Ph.  (403)  264-2140  Fax:  237-7634 
Officers  & Key  Personnel  at  this  location: 

Reg.  Mgr.,  Don  Dabbs; 

Supvr.,  Tech.  Sis.,  Wendy  Temple. 

Type  of  Services  & Supplies:  Air  quality  monitoring  - Ambient  Air 
Trailers  and  calibration  and  monitors.  Waste  Gas  Incinerators  - Tail 
Gas,  Acid  Gas,  Vent  Gas,  Solution  Gas,  Still-Off  gas  and  Sulphur  from 
incinerator.  Environmental  Consulting  - environmental  management 
systems,  waste  minimization  programs  and  disposal,  environmental 
auditing,  site  assessments,  reclamation/remediation,  environmental 
planning/assessment  (biophysical  studies-inventories  and  baseline 
studies),  environmental  engineering,  risk  assessment  and  air  quality 
modelling,  source  emission  testing. 

Bovar  - Western  Research 

(Engineered  Products) 

Main  Office:  Calgary,  AB.  T2E  7N5.  8 Manning  Close  N.E, 

Ph.  (403)  235-8300  Fax:  248-3550 
Officers  & Key  Personnel  at  this  location: 

Mgr.  Sls.&  Sen/,,  Len  Edwards; 

SIs.Rep.  Tech.,  Rod  Doig; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1965).  Public. 

Co.  Registered  In:  Alberta  (1965). 

Type  of  Services  & Supplies:  Emission  monitoring  systems,  process 
control  systems  (FI^S,  SO^),  photometric  analyzers.  Dewpoint  analyzer. 
Air  Demand  analyzer. 

No.  of  Employees  in  Canada:  75. 

Bowie  Pumps  of  Canada  Ltd. 

Main  Office:  Edmonton,  AB.  T6C  4B2. 8505  Argyll  Rd. 

Ph.  (403)  465-7812  Fax:  469-2587 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  T.W.  Kunyk; 

SIsmn.,  S.  Stubbard. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta.  Private. 

Type  of  Services  & Suppiies:  Manufacture  and  distribution  of 
BOWIE  rubber  impeller  rotary  gear  pump. 

BPB  Wireline  Services 

Main  Office:  Calgary,  AB.  T2P  3E6. 1450,  505  - 3 St.  S.W. 

Ph,  (403)234-9144  Fax:237-5480 

Central  Dispatch:  (1  ) 340-1919 
Officers  & Key  Personnel  at  this  location: 

Exec.Vice-Pres.,  Edgar  Hulatt. 

Main  Banking  Connection:  Toronto-Dominion  Bank, 
Incorporation:  Canada  (1971). 

Co.  Registered  In:  Alberta  (1979). 

Type  of  Services  & Supplies:  Open-hole  wireline  logging  services. 
Special  emphasis  on  high  resolution  data  acquisition  and  slimline 
logging  techniques. 

No.  of  Employees  in  Canada:  50. 

Brace  Tool  Inc. 

Main  Office:  Edmonton,  AB.  T6E  5Z5.  9515  - 49  Ave. 

Ph.  (403)  438-0441  Fax:  438-0447 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Edward  Brace. 

Incorporation:  Private, 

Type  of  Services  & Supplies:  Manufacture,  sales  and  rental  of 
bottom-hole  equipment,  completion  and  wireline  tools.  Plugs,  sleeves, 
nipples,  hydraulic  perforator  and  sandline  cutter. 

No.  of  Employees  in  Canada:  7. 

Bradon  Industries  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2Y7.  8045  - 48  St.  S.E. 

Ph,  (403)  279-6430  Fax:  279-7234 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Brad  Prather. 

Type  of  Services  & Supplies  : Miscellaneous  steel  fabrication, 
flare  stacks,  incinerators,  chrome  carbide  plate  and  surface  work. 


Brad’s  Oilfield  Service  Ltd. 

Main  Office:  Manning,  AB.  TOFI  2M0.  Box  432. 

Ph,  (403)  836-3792  Fax:  836-2022 
Officers  & Key  Personnei  at  this  location: 

Dir.,  Brad  Reinders; 

Main  Banking  Connection:  Manning  Credit  Union. 
Incorporation:  (1981).  Private. 

T ype  of  Services  & Supplies:  Complete  tank  truck  service;  methanr 
sales;  Van  Waters  & Rogers  chemical  depot.  Disposal  services,  sp 
clean-ups.  1 00  BBL  tank  trucks  and  pups;  80  BBL  vacuum  trucks;  40 
BBL  tanks;  pump  rentals;  wide  pad  D6D;  4 wheel  drive  tractors. 

No.  of  Employees  in  Canada:  10. 

Braidnor  Construction  Ltd. 

Main  Office:  Spruce  Grove,  AB.  T7X  3G7. 702, 53016  Hwy  60 
Acheson  Industrial  Area. 

Ph.  (403)  962-8777  Fax:  962-5055 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen, Mgr.,  J.L.  Wronko; 

Mgr.  Fluman  Resources,  C.  Wronko. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1968).  Private. 

Co.  Registered  In:  Saskatchewan,  Alberta,  British  Columbia, 
Northwest  Territories. 

Affiliations: 

Wholly  Owned:  Terra  Works  Inc. 

Type  of  Service:  Pipeline,  gathering  and  flowline  systems,  lease  ar 
road  building.  General  oilfield  service,  maintenance  and  constructioi 
Flot  oil  dewaxing,  environmental  services.  Trucking  of  all  size 
Complete  line  for  above  services.  Member  of  the  Oilfield  Contracto 
Association. 

No.  of  Employees  in  Canada:  350, 

Brant  Consultant  Registry 

Main  Office:  Calgary,  AB.  T2P  2L8.  Box  1893,  Stn.  M. 

Ph.  (403)  276-7670  Fax:  237-8570. 

Officers  & Key  Personnel  at  this  location: 

Mgr.,  Jean  M.  Wilsdon; 

Office  Admin,,  Ann  Duckett. 

Type  of  Services  & Supplies:  We  have  a large  database 
containing  information  about  consultants  that  are  seeking  contrac 
(in  oil  and  gas).  A client  pays  a one-time  flat  rate  fee  ($475.00)  to 
find  a consultant  that  exactly  matches  their  requirements. 

Braunsco  Oilfield  Service  Ltd. 

Main  Office:  Taber,  AB.  TOK  2G0.  6002  - 58  St. 
Ph.(403)223-4431  Fax:223-1312 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Braun. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Oilfield  construction,  maintenanc 
operating,  and  pipeline  contractors. 

No.  of  Employees  in  Canada:  25. 

Brelco  Drilling  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2Y3,  950, 407  - 2 St.  S.W. 

Ph.  (403)  233-8300  Fax:  233-8231 
Officers  & Key  Personnel  at  this  location: 

Pres.,  M.G.  Bryan; 

Mgr.  Contracts,  Bryan  Walsh. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Saskatchewan, 
Northwest  Territories. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

Brews  Inc. 

Main  Office:  Calgary,  AB.  T2G  4C6.  4910  Builders  Rd.  S.E. 

Ph,  (403)  243-1444  Fax:243-9682 

Officers  & Key  Personnel  at  this  location: 

Pres..  Peter  L.  Brews; 

SIs.Rep.,  Archie  Smith. 

Banking  Connections:  Canadian  Imperial  Bank  of  Commerce, 
Union  Bank  of  California. 

Incorporation:  Alberta  (1988).  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Wholly  Owned:  Etatech  Industrial  Machinery  Inc. 

Partly  Owned:  EIM  Controls  Ltd. 

Other:  R L Brews  & Sons  Ltd. 

Type  of  Services  & Supplies:  Valve  automation,  electric,  pneumat 
hydraulic  manual,  quarter  turn,  multi  turn. 
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3rinkerhoff  International  Inc. 

Iain  Office:  Calgary,  AB.  T2P  3H2. 1 31 0,  31 1 - 6 Ave.  S.W. 

'h.  (403)  261-8668  Fax:261-8771 

Officers  & Key  Personnel  at  this  location: 

'res.,  Gen. Mgr.,  Thomas  Brinkerhoff; 

Igr.  Mktg.&  Contracts,  Dan  Mostowy; 
lain  Banking  Connection:  Bank  of  Montreal, 
icorporation:  Alberta  (1984).  Private. 

::o.  Registered  in:  Alberta,  British  Columbia, 
lype  of  Equipment:  Drilling  contractor. 

!o.  of  Employees  in  Canada:  150. 

Jrittania  Compressor  Sales  Ltd 

■ormerly  Airways  Compressor  inc.) 

lain  Office:  Caigary,  AB.  T1Y  5E4.  6,  3515  - 27  St.  N.E. 

h.  (403)250-1844  Fax:291-2436 

'fficers  & Key  Personnel  at  this  iocation: 

^en.Mgr.,  Bill  Sanderman; 

sst.Mgr.,  Sid  Van  Der  Meer. 

lain  Banking  Connection:  Royal  Bank  of  Canada. 

I (corporation:  Alberta.  Private. 

0.  Registered  In:  Alberta  (1977). 

,ffiliations: 

fholly  Owned:  Duravane  Canada  Inc. 
ype  of  Services  & Supplies:  Air  compressors,  compressed  air 
3ckages,  airdryers,  blowers,  abrasive  blasting  equipment,  compressor 
^rts/service,  air  tools, 

|o.  of  Employees  in  Canada:  15. 

Irockham  Oilwell  Servicing  (1986)  Ltd. 

jain  Office:  Edmonton,  AB.  T6P  1K1, 3201  - 84  Ave. 

1, (403)449-7100  Fax:449-1756 

nicers  & Key  Personnel  at  this  location: 
res.,  Dan  Widney; 

,ce-Pres.,  Gen. Mgr.,  Mark  Widney; 

ain  Banking  Connection:  Toronto-Dominion  Bank. 

'Corporation:  Alberta  (1985).  Private, 
b.  Registered  In:  Alberta,  British  Columbia, 
ffiliations: 

[holly  Owned:  Crewing  International  Inc.,  Widney  Well  Servicing, 
/pe  of  Services  & Supplies:  Oilwell  servicing  contractor. 

Iromley  Mechanical  Services  (1985)  Ltd. 

^in  Office:  Medicine  Hat,  AB.  T1 A 7G2,  Box  404, 

,1.(403)  526-3142  Fax:526-1061 

fficers  & Key  Personnel  at  this  location: 

!<ec.Off.,  Dexter  Murschell. 

^pe  of  Services  & Supplies:  Pressure  vessels,  piping,  meter 
,ns,  Texas  gates,  structural  steel,  methanol  injection  vessels,  oil 
(Id  production  equipment. 

irost  Well  Servicing 

Division  of  322845  Alberta  Ltd. 

^in  Office:  Slave  Lake,  AB.  TOG  2A0.  Box  1932. 
n.  (403)  849-4188 

fficers  & Key  Personnel  at  this  location: 

[es.,  Toolpush,  Wayne  Brost. 

ain  Banking  Connection:  Bank  of  Nova  Scotia. 

corporation:  Alberta  (1985).  Private. 

3.  Registered  In:  Alberta, 

rpe  of  Services  & Supplies:  Oilwell  servicing  contractor. 

; 3.  of  Employees  in  Canada:  6. 

irown  & Root 

I ain  Office:  Edmonton,  AB.  T6P  1 J4. 3300  - 76  Ave. 
1.(403)468-1341  Fax:469-0827 

fficers  & Key  Personnel  at  this  location: 
les,,  Lee  A.  Brown. 

I 'pe  of  Services  & Supplies:  Pipe  spool  fabrication,  modular 
I ideation,  metal  tanks,  heating  equipment,  machine  shop 
oducts, 

russet  Consultants  Ltd. 

3in  Office:  Calgary,  AB.  T2P  3T7. 1000,  736  - 6 Ave.  S W. 
1.(403)  262-6100  Fax:265-9807, 

iflcers  & Key  Personnel  at  this  location: 
es..  Dir.,  Mike  J.  Brusset,  P.Eng; 

Ig.Cons.,  D.J,  Cartwright. 

;pe  of  Consulting:  Petroleum  consulting,  reservoir  engineering 
!d  evaluations. 

).  of  Employees  in  Canada:  1 1 , 

rytex  Building  Systems  Inc. 

, ^in  Office:  Edmonton,  AB.  TOE  3J1. 5610  - 97  Street. 

I.  (403)  437-7970  Fax:  437-5022 
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Officers  & Key  Personnel  at  this  location: 

Pres,,  A.E.  Stix; 

Sec.,  A.E.  Spracklin; 

Main  Banking  Connection:  Bank  of  Montreal, 

Incorporation:  Alberta  (1987).  Private. 

Type  of  Services  & Supplies:  Design,  manufacture  and  erect  self 
framing,  custom  structural  metal  buildings,  rigid  frame,  post  and  beam 
pre-engineered  metal  building  systems.  Metal  building  components 
and  accessories. 

No.  of  Employees  in  Canada:  85. 

B S L Machine  Ltd. 

Main  Office:  Edmonton,  AB.  T6N  1A2,  10020  - 29  Ave. 

Ph.  (403)  462-6520  Fax:  450-9701 
Officers  & Key  Personnel  at  this  location: 

Pres.,  J.F.  Blattier. 

Type  of  Services  & Supplies:  Machinery  (design  and 
manufacture);  pipe  handling  systems;  pipe  straightening  systems; 
beveller  systems;  hydro  testers;  pipe  handling  systems;  pipe  belling 
machines. 

Don  Buck  Fabrication  Corp. 

Main  Office:  Calgary,  A B.  T2C  2C7,  3624  - 60  Ave,  S.E. 

Ph . (403)  279-8333  Fax:  236-5084 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Donald  Buck. 

Type  of  Services  & Supplies:  Oil  and  gas  production  equipment, 
custom  fabrication  of  oil  and  gas  equipment,  custom  machine  shop. 

R.J.  Burd  Enterprises  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0E1 . 9525  - 62  Ave. 

Ph.  (403)  463-5975 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Lyle  Abraham; 

Sec-Treas.,  S.O.  Burd; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1978).  Private. 

Affiliations: 

Parent  Company:  Rig  Service  Equipment  Ltd. 

Type  of  Equipment:  Fishing  tools  and  supervision,  rentals. 

No.  of  Employees  in  Canada:  8. 

Busters  Fibreglass 

Main  Office:  Claresholm,  AB.  TOL  OTO.  Box  2348. 

Ph.  (403)  625-4249  Fax:  625-3955 
Officers  & Key  Personnel  at  this  location: 

Dennis  Nelson. 

Type  of  Services  & Supplies:  Fibreglass  tanks,  well  caps,  custom 
work. 

Buzzard  Rentals  Ltd. 

Main  Office:  Calgary,  AB.  T2R  0H6.  404,  628-  12  Ave,  S.W. 

Ph.  (403)  269-5488  Fax:  234-8282 

24  Hour:  (403)  554-5317 

Officers  & Key  Personnel  at  this  location: 

Pres.,  A.J.  (Al)  Katona, 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1984).  Private. 

Co.  Registered  In:  Alberta  (1984),  Saskatchewan  (1993). 

Type  of  Services  & Supplies:  Rental  of  Oilfield  Wellsite  units. 
Engineer  & Geologist  Accommodation.  Wheeled  office  units  - 1 0'  x 26', 
10'x46',  12'x44',  12'x46',  12'x48',  12'x52'.  Rental  of  pup  joints  for 
coring  and  fishing  services. 

No.  of  Employees  in  Canada:  2. 

B.W.  Rig  Repair  & Supply 

Main  Office:  Edmonton,  AB.  T6N  1C9.  9305  - 27  Ave. 

Ph.  (403)  463-8686  Fax:  462-4694 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ben  Whitworth; 

SIs.Mgr,  Bill  Grover; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Repair  and  supply  of  service  and 
drilling  rigs,  B.O.P.’s,  accumulators,  hydraulic  and  air  systems. 
Canadian  distributor,  Ingersoll-Rand  oilfield  products,  drilling  and 
servicing  supplies  and  equipment. 

No.  of  Employees  in  Canada:  26. 

B & W Technologies  Ltd. 

Main  Office:  Calgary,  AB.  T2A  6T7.  242,  3030  - 3 Ave.  N.E. 

Ph.  (403)  248-9226  Fax:  273-3708 
Officers  & Key  Personnel  at  this  location: 

Pres,,  Cody  Slater: 

Head  Mktg.S  Bus.  Dev.,  Neil  Campbell; 

incorporation:  Private, 


Type  of  Services  & Supplies:  Maintenance  of  company  manufactured 
gas  monitoring  equipment.  Gas  monitoring  equipment,  portable,  stand 
alone  solar  powered  and  4-20  MA  hardwired. 

No.  of  Employees  in  Canada:  30. 

Cactus  Drilling 

Division  of  Lynx  Energy  Services  Inc. 

Main  Office:  Calgary,  AB.  T2P  0M6,  500,  622  - 5 Ave.  S.W. 

Ph.  (403)  263-5670  Fax:  264-6934 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Marvin  D.  Clifton  (232-7701); 

Mgr.  Contracts,  Jack  Davidson  (232-7714); 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1957).  Private. 

Co.  Registered  In:  Alberta,  Saskatchewan,  British  Columbia. 
Affiliations: 

Parent  Company:  Lynx  Energy  Services  Corp. 

Type  of  Equipment:  Drilling  Contractors. 

No.  of  Employees  in  Canada:  420. 

Cactus  Machine  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6S8.  3659  - 19  St,  N.E. 

Ph.  (403)  250-2832  Fax:  250-2837 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Roy  Hansen. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Machine  shop. 

No.  of  Employees  in  Canada:  8. 

Cadwest  Logis  Information  Systems  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3E7. 1200,  555  - 4 Avenue  S.W. 

Ph.  (403)  292-0510 

Officers  & Key  Personnel  at  this  location: 

Chmn,,  Richard  Majury; 

Pres.,  David  Hood; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1990),  Private, 

Affiliations: 

Cadwest  Graphics  Ltd.,  Logis  Data  Systems  Ltd. 

Type  of  Services  & Supplies:  Petroleum  industry  mapping,  data  and 
software.  Vending  services  including:  basemaps,  geological,  production, 
land,  pipelines,  facilities  and  wells.  Custom  data  retrievals  and  report 
generation  including  specialized  studies. 

No.  of  Employees  in  Canada:  23. 

Caine  Oil  Tools  Ltd. 

Main  Office:  Edmonton,  AB.  T6H  1B6. 10374  - 58  Ave, 

Ph.(403)  434-1475 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr,,  W.H,  Caine; 

Supt,,  Harry  Patterson. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Private. 

Type  of  Services  & Supplies:  Power  swivels  and  rental  equipment. 
No.  of  Employees  in  Canada:  4. 

Calgary  Brush  Manuf.  & Dist.  (1978)  Ltd. 

Main  Office:  Calgary,  AB.  T2K  4W6.  624D  Beaverdam  Rd,  N.E, 
Ph.(403)274-6366  Fax:275-4718 

Officers  & Key  Personnel  at  this  location: 

Exec.Off,,  John  C.  Hooper; 

Mgr.  Export,  Michael  Hooper. 

Type  of  Services  & Supplies:  Automatic  air  and  transit  wash 
brushes,  counter  and  bannister  brushes,  drywall  brushes,  masonry 
brushes,  oilfield  brushes,  specialty  brushes. 

Calgary  Controls  Ltd. 

Main  Office:  Calgary,  AB.  T3B  5M5. 130  Bowness  Centre  N.W. 

Ph.  (403)  247-9777  Fax:  247-9078 

Toll  Free:  (800)  661-2625 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Cal  Manz; 

SIs.Mgr.,  Larry  Manz; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1970).  Private. 

Affiliations: 

MCK  Telecommunications  Inc. 

Type  of  Services  & Supplies:  Telecommunications:  voice  and  data, 
transmission  and  control,  industrial  process  control,  computing  modules, 
special  functions,  controllers,  alarm  and  remote  control/supervisory 
systems,  voice  storage  and  retrieval  systems. 

No.  of  Employees  in  Canada:  20. 


Calgary  Customs  Brokers  Ltd. 

Main  Office:  Calgary,  AB.  T2G  4Z6. 530, 138  -4  Ave.  S.E, 

Mailing  address:  Calgary,  AB.  T2P  2H6.  Box  160,  Stn.  M. 

Ph.  (403)  269-4393  Fax:  269-5440 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  H.  Corbett; 

Sec-Treas„  G.  Lowther. 

Main  Banking  Connection:  First  Calgary  Financial  Savings  & 
Credit  Union  Ltd. 

Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Customs  brokers,  imports,  exports, 
refunds,  qualified  consultant.  Operating  through  agents  at  all  customs 
ports  in  Canada. 

No.  of  Employees  in  Canada:  10. 

Calqary  Environmental  Tradeshow  & 
Conference 

Canada  Exhibition  Management  Inc. 

Main  Office:  Edmonton,  AB.  T6E  5W3. 240, 4936  - 87  St. 
Ph.(403)469-2400  Fax:469-1398 

Officers  & Key  Personnel  at  this  location: 

Pres.,  T.P.  McCaffrey; 

Vice-Pres.  Mktg.,  B.D.  Day. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1978).  Private. 

Co.  Registered  In:  Alberta  (1978). 

Type  of  Services  & Supplies:  Environmental  & Pollution  Control 
Tradeshow  & Conference  being  held  in  Calgary,  November  1 & 2, 
1 994  and  October  31  & November  1 , 1 995  at  the  Convention  Centre. 

No.  of  Employees  in  Canada:  8. 

Calgary  Geo-Filing  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2V  4A2.  32  Oakbury  PI.  S.W. 

Ph.  (403)  238-3961 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Administrator,  Helen  vanTintelen; 

Vice-Pres.  Treas.,  Stefanus  vanTintelen. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  T rained  personnel  forfiling  Geological 
well  data  for  all  North  America,  plotting  maps,  coloring  and  any  other 
related  technical  work. 

No.  of  Employees  in  Canada:  1 1 . 

Calgary  Hose  Headquarters  Ltd. 

Main  Office:  Calgary,  AB.  T2G  2A7. 12, 1 1 15  - 48  Ave.  S.E. 

Ph.  (403)  243-1 570  Fax:  243-491 7 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Del  Reinhart; 

SIs.Mgr.,  Bernie  Kinghorn. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1976).  Private. 

Affiliations: 

Allied  Distributors. 

Type  of  Services  & Supplies:  Distributor  of  all  types  of  hoses, 
couplings  & fittings.  Hose  assembley,  Feston  Systems,  System 
Design,  Allmetal  hose  assembly,  24  hr.  service. 

No.  of  Employees  in  Canada:  13. 

Calgary  Oil  & Gas  Tradeshow  - Inter-Can 

Canadian  Exhibition  Management  Inc. 

Main  Office:  Edmonton,  AB.  T6E  5m.  240,  4936  - 87  St. 
Ph.(403)469-2400  Fax:469-1398 

Officers  & Key  Personnel  at  this  location: 

Pres.,  T.P.  McCaffrey: 

Vice-Pres.  Mktg.,  B.D,  Day. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1978).  Private. 

Co.  Registered  In:  Alberta  (1978). 

Type  of  Services  & Supplies:  International  Offshore  and  Onshore 
Petroleum  and  Natural  Gas  Industry  T rade  Show  & Conference  being 
held  in  Calgary,  June  20  - 22,  1995,  at  the  Round-Up  Centre, 
Stampede  park. 

No.  of  Employees  in  Canada:  8. 

Calgary  Tent  & Awning  Ltd. 

Main  Office:  Calgary,  AB.  T2A  6A2.  142,  1220  - 28  St.  N.E. 

Ph.  (403)  273-8368  Fax:  248-7482 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Bill  Phythian; 

SIs.Mgr,,  Marty  Way. 

Type  of  Services  & Supplies:  End  product  manufacturing. 
Commercial  back  lite  awnings;  residential  awnings;  industrial 
fabrics;  rental  tents;  flags. 


Alberta  Petroleum  Equipment  & Services  Directory 
Cal-Gas  Inc. 

Main  Office:  Calgary,  AB.  T2C  2C8, 4255  - 64  Ave.  S.E. 

Ph.  (403)  279-701 9 Fax:  279-9098 
Officers  & Key  Personnel  at  this  location: 

Pres.,  J.C.  Anderson; 

Vice-Pres,,  Bob  Bush; 

Main  Banking  Connection:  Canadian  Western  Bank. 

Incorporation:  Alberta  (1974).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Bulk  propane  delivery  (710),  Propane, 
Heaters,  Propane  Tanks. 

No.  of  Employees  in  Canada:  24. 

Calmont  Leasing  Ltd. 

Main  Office:  Edmonton,  AB.  T5L  3C5. 14610  Yellowhead  Trail. 

Ph.  (403)  454-0491  Fax:  451  -5768 

Toll  Free:  (800)  363-7819 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Lawrence  Pudlowski; 

Mgr.  Leasing  & Rentals,  Lou  Hudon. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1976).  Private. 

Affiliations: 

Partly  Owned:  Calmont  White  GMC  Trucks. 

Type  of  Services  & Supplies:  Sales,  leasing,  rental  autos  and  trucks 
including  highway  tractors. 

No.  of  Employees  in  Canada:  24. 

Calmont  White  GMC  Trucks 

Main  Office:  Edmonton,  AB.  T5M  3M9. 11120-  154  Street. 

Ph.  (403)  451  -2680  Fax:  454-5096 
Toll  Free:  (800)  252-7902 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Gen. Mgr.,  Bob  Beveridge; 

Dist.SIs.Mgr,,  Larry  Comfort; 

Main  Banking  Connection:  Lloyds  Bank  Canada, 

Incorporation:  Alberta  (1988).  Private. 

Co.  Registered  In:  Alberta  (1988). 

Affiliations: 

Calmont  Leasing  Ltd. 

Type  of  Services  & Supplies:  Sales  and  service  of  Autocar,  White, 
GMC,  Expeditor,  Volvo  - used  trucks,  rentals,  leasing  and  warranty. 
Warranty  parts  and  service  tor  Cat,  Cummins,  Detroit,  Eaton,  Fuller, 
Spicer,  Rockwell  and  Volvo. 

No.  of  Employees  in  Canada:  47. 

Calta  Computer  Systems  Limited 

Main  Office:  Calgary,  AB.  T2H  2H3, 1 01 , 7180  - 1 1 St.  S.E. 

Ph.  (403)  252-5094  Fax:  252-51 02 
Officers  & Key  Personnel  at  this  location: 

Pres.,  S.J,  Deitch; 

Sec-Treas„  L.R.  Schneider. 

Main  Banking  Connection:  Canada  Trust  Company. 

Incorporation:  (1981).  Private. 

T ype  of  Service:  Development  of,  and  consultation  regarding  computer 
based  automation  and  control  systems.  Computer  remote  access 
security  systems. 

No.  of  Employees  in  Canada:  2. 

Camaro  Drilling  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7C4.  8, 4101  - 19  St.  N.E. 

Ph.  (403)  250-2431 

Officers  & Key  Personnel  at  this  location: 

Pres.,  George  Starozik; 

Contr.,  Keith  McIntosh. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1979).  Private. 

Co.  Registered  In:  Alberta,  Saskatchewan,  British  Columbia. 

Type  of  Equipment:  Oil  well  drilling. 

No.  of  Employees  in  Canada:  58. 

Camdon  Construction  Ltd. 

Main  Office:  Red  Deer,  AB.  T4P  2V5.  3,  7965  - 49  Ave. 
Ph.(403)343-1233  Fax:342-2422 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Don  Lang; 

Off.Mgr.,  Daryl  Shenner. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1984).  Private. 

Co.  Registered  In:  Alberta  (1984). 

Affiliations: 

Wholly  Owned:  Camdon  Construction  Management  Ltd. 

Type  of  Service:  Design;  build;  project  management  services. 

No.  of  Employees  in  Canada:  7. 


Camex  Equipment  Sales  and  Rentals  Inc. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  310, 1301-4  St. 

Ph.  (403)  955-2770  Fax:  955-3735 
Officers  & Key  Personnel  at  this  location: 

Mgr,,  Pat  Wilson. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1992).  Partnership. 

Co.  Registered  In:  Alberta  (1992). 

Type  of  Services  & Supplies:  Heavy  industrial,  oilfield,  constructic 
and  transportation  equipment. 

No.  of  Employees  in  Canada:  8. 

Campbell  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  3A5,  601 1 - 92  St, 

Ph.(403)436-3117  Fax:430-0908 

Toll  Free:  1-800-386-7249 

Officers  & Key  Personnel  at  this  location: 

Gen.  Mgr.,  Dave  Campbell. 

Type  of  Services  & Supplies:  CNC  machining  and  manufacturin 
contract  manufacturing,  product  development,  API  polished  rod 
"Pat-Well"  Oilfield  completions  equipment. 

Campbell  Scientific  Canada  Corp. 

Main  Office:  Edmonton,  AB.  T5M  1 W7. 1 1 564  - 1 49  St. 

Ph.  (403)  454-2505  Fax:  454-2655 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Claude  Labine; 

Gen. Mgr.,  Brian  Day. 

Main  Banking  Connection:  Toronto-Dominion  Bank, 
Incorporation:  Alberta  (1980).  Private. 

Type  of  Services  & Supplies:  Sales  and  support  of  data  acquisitio 
monitoring/control  equipment.  Services  also  include  installation  ar 
training.  Data  acquisition  and  control  systems. 

No.  of  Employees  in  Canada:  18. 

Camrose  Electric  Controls  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  OE1 . 9651  - 62  Ave. 
Ph.(403)435-5195  Fax:434-7887 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ken  Hillman: 

Sec-Treas.,  Marilyn  Hillman, 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Canada  (1968).  Private, 

Co.  Registered  In:  Alberta. 

Company  Directors:  Ken  Hillman,  Marilyn  Hillman. 

Type  of  Services  & Supplies:  Manufacturer  of  Robinson  Control 
Robinson  pressure  controls;  pollution  controls;  liquid  level  control 
flow  controls;  float  controls;  vibration  controls. 

No.  of  Employees  in  Canada:  6. 

Camrose  Pipe  Company 

Main  Office:  Calgary,  AB.  T2P  3J4. 1060,  700  - 4 Ave.  S.W. 
Ph.(403)263-2060  Fax:264-1216 

Canada  and  United  States:  (800)  661-9230 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.  Sis.,  Carl  Millar; 

SIs.Mgr.,  Tllden  White. 

Incorporation:  Joint  Venture. 

Affiliations: 

Parent  Company:  Oregon  Steel  Mills,  Stelco  Inc. 

Type  of  Services  & Supplies:  Manufacturers  of  steel  line  pipe  2 
42"  diameter.  Manufactured  to  A.P.L,  C.S.A.  and  A.S.T.I 
specifications. 

No.  of  Employees  in  Canada:  200. 

Can  West  Industrial  Inc. 

Main  Office:  Calgary,  AB.  T2R  0E4,  405, 708-  11  Ave.  S.W. 

Ph,  (403)  261  -8890  Fax:  261  -8891 
Officers  & Key  Personnel  at  this  location: 

Pres.,  E.C.  Ohreen; 

Vice-Pres.  Admin.,  G.  Brons; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1978).  Private. 

Co.  Registered  In:  Alberta  (1978). 

Type  of  Services  & Supplies:  Procurement  of  civil  and  mechanic 
construction  to  the  oil,  gas  and  industrial  industries. 

No.  of  Employees  in  Canada:  7. 

Canada  Coating  Co. 

A Division  of  Mason  Tools  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2S1 , 4648  Eleniak  Rd, 

Ph.  (403)  440-4238  Fax:  469-8054 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Hank  Boychuk; 

SIsmn.,  Glenn  Berntson. 

Main  Banking  Connection:  Bank  of  Montreal. 
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icorporation:  Private. 

.ffiliations; 

PM  Machines,  Mason  Tools  Ltd. 

ype  of  Services  & Supplies:  High  energy  plasma  coating  for  wear, 
orrosion  and  high  temperature  friction  resistance. 

0.  of  Employees  in  Canada:  5. 

Canada  Inspection  Associates 

: Division  of  527979  Alberta  Ltd. 

lain  Office:  Nisku,  AB.  TOC  2G0.  Box  57.  602  - 15A  Ave. 

h.  (403)  955-8601  Fax:  955-8603 

fficers  & Key  Personnel  at  this  location: 

res.,  Bob  Wanlin. 

ain  Banking  Connection:  Royal  Bank  of  Canada, 
icorporation:  Alberta  (1992).  Private, 
ffiliations: 

alta  Inspection  Ltd.,  North  American  Inspection  Services 
ompany. 

/pe  of  Services  & Supplies:  Industrial  radiography,  pipeline 
diography,  ultrasonic  corrosion  surveys,  industrial  ultrasonics, 
agnetic  particle  inspection,  dye  penetrant  inspection. 

3.  of  Employees  in  Canada:  10. 

Canada  Metal  Company  Limited 

ain  Office:  Calgary,  AB.  T2H  1 K8.  5523  - 4 St.  S.E. 

1.  (403)  252-7646 

fficers  & Key  Personnel  at  this  location: 

^gr.  Alta.,  Jim  Stuart. 

ain  Banking  Connection:  Royal  Bank  of  Canada, 
corporation:  Ontario.  Private. 

fpe  of  Services  & Supplies:  Manufacture  zinc  and  aluminum 
odes  tor  the  oil  and  marine  industries  as  well  as  municipal  water 
prks.  Distribute  bearing  bronze,  copper,  brass,  manufacture 
igineered  lead  and  zinc  products. 

).  of  Employees  in  Canada:  150. 

anada  Training  Group 

Jin  Office:  Calgary,  AB.  T2A  6T8.  240,  3015-5  Ave.  N.E. 

1.(403)248-2437  Fax:273-0911 

ficers  & Key  Personnel  at  this  location: 

rtner  Sr.,  T.J.  Allan: 

rtner  Sr.,  D.B.  Smith. 

lin  Banking  Connection:  Bank  of  Montreal, 
corporation:  Private. 

pe  of  Services  & Supplies:  Broad  range  of  industry  training 
pgrams  and  consulting  services,  full  catalogue  available.  National 
d International  experience. 

).  of  Employees  in  Canada:  14. 

anadian  Air  Drilling  Services  Ltd. 

tin  Office:  Calgary,  AB.  T2P  2T5,  200,  603  - 7 Ave.  S.W. 

;.  (403)264-3145  Fax:262-3526 

ficers  & Key  Personnel  at  this  location: 

|e-Pres.Mktg.,  Keith  K,  Corb; 
itns.Mgr..  Bryce  Mitchell. 

pe  of  Services  & Supplies:  Underbalanced  drilling  services  for  air/ 
3/mist/foam/aerated  fluid  drilling  applications,  pipeline  testing  and 
!h  pressure  air  equipment  rentals.  High  pressure  compressors  and 
, Dsters  up  to  4500  PSI,  air/hydrostatic  pipeline  testing  equipment, 

anadian  Chemical  Reclaiming  Ltd. 

:in  Office:  Brooks,  AB.  T1R  1B5.  Box  475,  2,  328  - 7 St. 

1 (403)  362-6229  Fax:  362-7505 
j iicers  & Key  Personnel  at  this  location: 

I !S.,  Todd  Beasley; 

j ir.  Fixed  Facility,  Mike  Drake. 

i .in  Banking  Connection:  Brooks  Savings  & Credit  Union. 

iorporation:  Alberta  (1986).  Private. 

I Je  of  Services  & Supplies:  Custom  reclamation  services  for 
j itaminated  gas  treating  chemicals.  Specializing  in  ethanolomine 
i glycol  reclamation;  on/off  site,  batch  and  sidestream  applications, 
ality  guaranteed  processing  of  GTC’s  with  high  recovery  of  clean 
seable  chemical  and  excellent  waste  minimization.  Our  mobile 
cessing  equipment  is  specifically  designed  for  on  site  applications 
ias  plants  and  petrochemical  refineries.  The  system  is  capable  of 
idling  any  type  of  chemical  contamination  and  is  adaptable  to  any 
at  site. 

‘ of  Employees  in  Canada:  19. 

inadian  Chemical  Technology  Inc. 

!n  Office:  Calgary,  AB.  T2E  6M6.  3740A  - 1 1 A St.  N.E. 
1(403)250-9787  Fax:291-9022 

leers  & Key  Personnel  at  this  location: 

,s.,  Harvey  Heinrichs; 

5-Pres.,  Cliff  White. 

in  Banking  Connection:  Canadian  Imperial  Bank  of 
nmerce. 


Incorporation:  Alberta  (1989).  Private. 

Type  of  Services  & Supplies:  Gas  and  oilwell  core  fluid  capability 
studies.  Engineering  studies,  design  and  supervision  of  acid  stimulation. 
Reservoirstudies  for  enhanced  oil  recovery,  for  water  injection  systems 
and  the  descaling  of  pipeline  and  producing  facilities.  Reclamation  of 
salt  contamination  soils.  Chemical  audit  of  oil  and  gas  fields.  Turflo  high 
performance  acid  stimulation  systems.  N-SITU  thermal  stimulation  of 
damaged  wells.  Amclean  degreasers  and  descalers.  Saline  soil  saver 
for  brine  spill  soil  reclamation.  Custom  designed  stimulation  and 
completion  fluids. 

No.  of  Employees  in  Canada:  2. 

Canadian  Crude  Separators  Inc. 

Main  Office:  Calgary,  AB.  T2P  3T3. 1750,  521  - 3 Ave.  S.W. 

Ph.  (403)  233-7565  Fax:  261-5612 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Dave  Werklund; 

Gen. Mgr.  Optns.,  John  Barron: 

Main  Banking  Connection;  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1984).  Public. 

Co.  Registered  In:  Alberta  (1984), 

Affiliations: 

Parent  Company:  Werklund  Enterprises  Ltd. 

Wholly  Owned:  CCS  (Sask)  Inc. 

Other:  CCS  Enviro  Services,  Concord  Well  Servicing. 

Type  of  Services  & Supplies:  CCSI  provides  environmental/waste 
management  services  to  the  oil  and  gas  industry  in  Western  Canada. 
CCSI  has  three  operating  divisions:  treatment  and  disposal  division, 
well  servicing  division,  solid  waste  processing  division.  CCSI  is  an 
industry  leader  in  providing  oilfield  processing  and  waste  disposal 
services  with  nine  plants  in  Alberta,  2 plants  in  Saskatchewan  and 
approximately  100  employees. 

No.  of  Employees  in  Canada:  88. 

Canadian  Energy  Index 

Main  Office:  Calgary,  AB.  T2R  1N7.  300,  999  - 8 St.  S.W. 

Ph.  (403)  244-61 1 1 Fax:  245-8666 

Toll  Free:  (800)  387-2446 

Officers  & Key  Personnel  at  this  location: 

Publisher,  Doreen  McArthur; 

Data  Proc.,  Brenda  Wyand-Wiebe. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Private. 

Affiliations: 

Southern  Information  and  Technology  Group, 

Type  of  Services  & Supplies:  The  ENERGY  INDEX  is  an  annual 
publication  sourcing  over  5600  articles  from  three  of  Southam's 
leading  energy  publications:  Daily  Oil  Bulletin,  Energy  Analects,  and 
Geo-Plat  Bulletin.  These  articles  have  been  cross-referenced  by  over 
2,200  categories  including,  key  words,  company  names,  governments, 
associations  and  prominent  politicians.  The  index  covers  the  previous 
year’s  major  headlines  including  publication  name,  date  and  page 
reference. 

Canadian  Exhibition  Management  Inc. 

Main  Office:  Edmonton,  AB.  T6E  5W3. 240, 4936  - 87  St. 
Ph.(403)469-2400  Fax:469-1398 

Officers  & Key  Personnel  at  this  location: 

Pres.,  T.P.  McCaffrey: 

Vice-Pres.  Mktg.,  B.D.  Day. 

Main  Banking  Connection:  Toronto-Dominion  Bank, 
Incorporation:  Alberta  (1978).  Private. 

Co.  Registered  In:  Alberta  (1978). 

Type  of  Services  & Supplies:  Producers  of  Canada-wide  tradeshows 
& conferences  for  the  Oil  & Gas,  Oil  Sands  Mining  and  Environmental 
Control  Industries. 

No.  of  Employees  in  Canada:  8. 

Canadian  Flow  Measurement  Company  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3N3. 1000, 140-4  Ave,  S.W. 

Ph.  (403)  263-2691 

Officers  & Key  Personnel  at  this  location: 

Pres.,  F.E.  Viglietti; 

Sis, Dir.,  K.G,  Stothers. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta.  Private. 

Affiliations: 

O.A.S.  Oilfield  Accounting  Service  Ltd.,  P.S.  Purchasing  Services 
(1970)  Ltd. 

Type  of  Services  & Supplies:  Sales  and  service  for:  electronic 
integrators;  electronic  attachments;  mechanical  integrators;  gas  charts 
sales. 

No.  of  Employees  in  Canada:  4. 


Canadian  Fluid  Systems  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3E6. 1702,  505  - 3 St,  S.W, 

Ph.  (403)  269-2800  Fax:  266-5708 
Officers  & Key  Personnel  at  this  location: 

Pres.,  D.  McNalley; 

Vice-Pres.,  B.  Jankoski, 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1978).  Private. 

Type  of  Services  & Supplies:  Drilling  workover  and  completions 
fluids. 

No.  of  Employees  in  Canada:  7. 

Canadian  Fracmaster  Ltd. 

Main  Office;  Calgary,  AB.  T2P  0J1, 1700,  355  - 4 Ave.  S.W. 

Ph.  (403)  262-2222  Fax:  265-4967 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.O.O.,  Doug  Ramsay; 

Exec. Vice-Pres.  Optns.,  Robbie  Roberts. 

Incorporation:  (1976), 

Co.  Registered  In:  Alberta  (1976),  British  Columbia  (1976), 
Saskatchewan  (1976),  Manitoba  (1976). 

Affiliations: 

Parent  Company:  Emergo  Cyprus  Limited. 

Type  of  Services  & Supplies:  Fracturing,  Acidizing,  CO^,  Cementing, 
Coil  T ubing.  N^.  All  materials  and  additives  as  required  for  the  services 
that  we  perform. 

No.  of  Employees  in  Canada:  847. 

Canadian  High-Tech  Machining  Ltd. 

Main  Office:  Calgary,  AB.  T2A  2L1 . 2601  Center  Ave.  E. 

Ph.  (403)  273-9200  Fax:  569-9421 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gunther  Heidt. 

Type  of  Services  & Supplies:  Downhole  tools  and  recorders 
(electronic),  compressor  parts,  consumer  products,  robotic  parts. 

Canadian  Hydrex  Limited 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  825,  700  - 15  Ave, 

Ph.  (403)  955-2543  Fax:  955-2569 
Calgary  Customer  Line:  (403)  266-3844 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Edd  Klemen. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1990).  Private, 

Type  of  Services  & Supplies:  Consulting  on  installation  of  production 
facilities,  sales  and  rentals  or  production  equipment.  Treaters, 
separators,  dehydrators. 

No.  of  Employees  in  Canada;  2. 

Canadian  Liquid  Air  Ltd. 

(Formerly:Liquid  Air  Energy  Systems  Inc.) 

Main  Office:  Calgary,  AB.  T2C  OAT.  3004  - 5A  Ave.  S.W, 

Ph.  (403)  262-6959 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Energy  & Envmt.,  Doug  Cathro: 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  (1984).  Private. 

Type  of  Services  & Supplies:  0^  enrichment  of  suiphur  plants.  Sales 
of  industrial  gases  for  enhanced  oil  recovery.  Engineering  and 
construction  of  cryogenic  plants.  Over-the-fence  supply  of  industrial 
gases.  Cryogenic  plant  process  design.  Industrial  gas  applications 
technology.  Industrial  gases  (oxygen,  nitrogen,  argon,  hydrogen,  carbon 
dioxide,  etc.)  Air  separation  plants.  Cryogenic  storage  vessels.  Gas 
purifications  plants.  Heat  exchangers.  Stainless  steel  vessels.  Welding 
products. 

No.  of  Employees  in  Canada:  1,000. 

Canadian  Marine  Drilling  Ltd.  (CANMAR) 

Main  Office:  Calgary,  AB.  T2P  2H8.  Box  200,  Stn,  M. 

Ph.  (403)  298-3500 
ADX:  74 

Officers  & Key  Personnel  at  this  location: 

Pres.,  I.B.  (Inge)  Fretheim  (298-2893); 

Gen. Mgr.  Mktg.,  L.G.  Hammer  (298-3516); 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Ontario.  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Amoco  Canada  Petroleum  Company  Ltd. 

Type  of  Equipment:  SSDC/MAT  mobile  bottom  founded  drilling  unit. 
C.B.I.R.  1 Island  drilling  rig. 

No.  of  Employees  in  Canada:  120. 
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Canadian  Oilwell  Systems  Co.  Ltd. 
(COSCO) 

Main  Office:  Edmonton,  AB.  T6E  0C5.  9760  - 60  Ave. 

Ph.  (403)  430-0840  Fax;  430-0367 
Officers  & Key  Personnel  at  this  location: 

Sis.  Mgr.,  Douglas  Cuthbertson; 

Vice-Pres.,  Mark  Dorin. 

Type  of  Services  & Supplies:  Provide  standard  or  customized 
design  and  manufacturing  of  surface  electrical  equipment  for 
submersible  oil  and  wafer  well  applications.  The  COSCO  electricfeed 
through  system  can  be  installed  and  serviced  internationally.  Electric 
Submersible  Pump  (ESP)  tubing  heads  equipped  with  electric  feed 
through  connector.  Complete  wellheads  customized  for  ESP's. 
Switchgear  and  Motor  Controllers  for  ESP's.  Power  transformers  for 
ESP's.  ESP  Junction  Boxes. 

Canadian  Oil  Industry  Merger  & 

Acquisition  Report 

Main  Office:  Calgary,  AB.  T2P  3K7. 500, 665  - 8 St.  S.W. 
Ph.(403)266-6133  Fax:266-4467 

Officers  & Key  Personnei  at  this  location: 

Associate  Editor,  Jayne  Creighton; 

Publisher,  Frank  Sayer; 

Incorporation:  Alberta  (1987).  Private. 

Affiliations: 

Parent  Company:  Sayer  Securities  Ltd. 

Type  of  Services  & Suppiies:  A quarterly  publication  which  offers 
analysis  and  comprehensive  statistics  on  merger  and  acquisition 
activity  in  the  Canadian  Oil  Industry.  A companion  publication.  The 
Canadian  Oil  Industry  Pricing  Supplement,  is  published  annually,  and 
includes  more  extensive  analysis  on  merger  and  acquisition  activity. 
No.  of  Employees  in  Canada:  9. 

Canadian  Oil  Register 

Main  Office:  Calgary,  AB.  T2R  1N7.  300,  999  - 8 St,  S.W. 

Ph,  (403)244-6111  Fax:245-8666 

Toll  Free;  (800)  387-2446 

Officers  & Key  Personnei  at  this  location: 

Vice-Pres.  West,  Ward  Brandow; 

Publisher,  Group  Mgr.,  Doreen  McArthur; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta,  Private. 

Affiliations: 

C.O.  Nickle  Publications,  Southam  Information  and  Technology 
Group, 

Type  of  Services  & Supplies:  Annual  directory  of  comprehensive 
information  on  companies  in  Canada’s  oil  and  gas  and  related 
industries. 

Canadian  Oilfield  Stimulation  Services  Ltd. 

Main  Office:  Innisfail,  AB.  TOM  1 AO.  Box  1150,  5207  - 50  Ave. 

Ph.  (403)  227-5858 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  T.E.  Whiting. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  (1979).  Private. 

Type  of  Services  & Supplies:  Well  stimulation,  acidizing,  oil  well 
squeeze  cementing,  chemical  cleaning  and  pipeline  testing.  All  types 
of  down-hold  stimulation  treating  compounds. 

No.  of  Employees  in  Canada:  22. 

Canadian  Perforators  Ltd. 

Main  Office:  Calgary,  AB.  T2P  1 H7.  202,  805  - 8 Ave.  S.W. 

Ph.  (403)  264-2642  Fax:  264-5464 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Francis  J.  Bennett; 

Vice-Pres.  Mktg.,  Franklin  Oriold; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1963).  Private. 

Affiliations: 

Wholly  Owned:  American  Perforators,  Inc. 

Type  of  Services  & Supplies:  Gamma  ray  neutron,  cement  bond 
logging,  temperature  logging,  all  types  of  perforating,  setting  bridge 
plugs  and  packers,  FI^S  service,  high  pressure  equipment.  Tubing 
conveyed  perforating.  Cement  plug  logging. 

No.  of  Employees  in  Canada:  30. 

Canadian  Safety  Supply  International  Co. 

Main  Office:  Calgary,  AB.  3630  Brentwood  Rd.  N.W. 

Mailing  address:  Calgary,  AB.  T2L  2K6.  Box  61 240,  Brentwood 
C.P.0.217K. 

Ph.  (403)  289-3665 


Officers  & Key  Personnel  at  this  location: 

C.E.O.,  Stanley  Perchaluk. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1969).  Private, 

Affiliations: 

Wholly  Owned:  Canadian  Safety  Supply  Limited,  Parent-Child 
Consulting  Group  Co.,  White  Flat  Tour  Co. 

Type  of  Services  & Supplies:  Consultants,  distributors,  manufacturers 
of  standard  government  approved  safety  supplies  and  materials, 
general  contracting  and  custom  designers  of  most  types  of  jobs  and/ 
or  equipment.  Safety  equipment,  row  bars,  safety  belts,  full  line  of  gas 
detection  equipment,  grader  blades  and  buokets,  welding  tools  and 
supplies,  carbon  tools  and  parts. 

No.  of  Employees  in  Canada:  28. 

Canadian  Safety  Supply  Limited 

Main  Office:  Calgary,  AB.  T2L  2K6.  Box  61240,  Brentwood 
C.P.0.217K. 

Ph.  (403)  289-3665 

Officers  & Key  Personnei  at  this  location: 

C.E.O.,  S.  Perchaluk. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1969).  Public. 

Affiliations: 

Wholly  Owned:  Canadian  Safety  Supply  International  Co, 

Other:  White  Flat  Tour  Co. 

Type  of  Services  & Supplies:  Safety  supplies  and  materials  for 
indusfrial,  municipals  and  hospital  use,  as  approved  by  provincial  and 
federal  authorities. 

Canadian  Swabmaster  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  708  - 19  Ave. 

Ph.  (403)  955-7500  Fax:  955-8921 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Joe  M.  Stafinski  (265-9307); 

Vice-Pres.,  Dino  Garcia; 

Main  Banking  Connection:  Toronto-Dominion  Bank, 
Incorporation:  Alberta  (1980).  Private, 

Affiliations: 

Parent  Company:  Imperial  Rubber  & Urethane  Corp. 

Partly  Owned:  Dapatan  Resources  Inc. 

Other:  imperial  Rubber  Co,  Ltd. 

Type  of  Services  & Supplies;  Manufacturer  of  custom  rubber 
products  for  oil-well  service  industry.  Fligh  performance  swab  cups, 
B.O.P.  rubbers,  oil  saver  pack-offs,  slip  inserts,  tubing  drifts,  pipe 
wipers  and  wireline  strippers,  head  rubbers, tong  dies,  Cablebun  and 
hosebun  products. 

No.  of  Employees  in  Canada:  10. 

Canadian  Toolmaster  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0J1. 1700,  355  - 4 Ave.  S.W. 
Ph.(403)262-1322  Fax:264-9402 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Doug  Ramsay; 

Optns.Mgr.,  Brian  Krebs. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1990).  Private. 

Affiliations: 

Canadian  Fracmaster  Ltd. 

Type  of  Equipment:  Downhole  production,  completion  and  workover 
tools  and  services.  Frac  packers,  acidizing  assemblies,  permanent 
completion  packers,  cement  retainers,  tubing  anchors,  bridge  plugs, 
casing  scrapers,  retrievable  service  packers  and  wireline  flow  control 
equipment. 

No.  of  Employees  in  Canada:  60. 

Canadian  Welding  & Manufacturing  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2J5.  6814  - 78  Ave, 

Ph.  (403)  468-5341  Fax:  468-5342 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ron  Bedyk. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1973).  Private. 

Type  of  Equipment:  C.S.A.  aluminum  electrical  boxes,  service  rig 
parts,  decks,  running  boards,  service  rig  bodies,  shearing  and 
fabrication. 

No.  of  Employees  in  Canada:  5. 

Can-Am  Surveys  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7W6. 330, 1000  - Centre  St.  N. 

Ph.  (403)  276-5561  Fax:  276-5566 
Officers  & Key  Personnel  at  this  location; 

Pres.,  Donald  N.  Tomkinson,  A.L.S.; 

Mgr.  Mktg.,  Reg  Butler; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 


Incorporation:  Alberta  (1973).  Private. 

Co.  Registered  In:  Alberta,  Saskatchewan. 

Type  of  Services  & Supplies:  Alberta  Land  Surveyors,  Canada  Lan 
Surveyors  and  engineers  specializing  as  consulting  surveyors  to  th 
oil  and  gas  industry;  wellsite  locations,  pipeline  legal  and  locatioi 
seismic  control  surveys,  geodetic  control  surveys,  CAD  drafting,  Gl 
mapping  and  GPS  surveys. 

No.  of  Employees  in  Canada:  70. 

Canamara  - United  Supply  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5G2. 8750  - 53  Ave. 

Ph.  (403)  468-4064  Fax:  469-1 899 
Officers  & Key  Personnel  at  this  location: 

Sec.,  S.D.  Lepoole. 

Main  Banking  Connection:  Royal  Bank  of  Canada, 
Incorporation:  Alberta  (1982).  Private. 

Type  of  Services  & Supplies:  Drilling  fluid  chemical  and  testir 
equipment. 

No.  of  Employees  in  Canada:  12. 

Canamera  Equities  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0N7,  300,  926  - 5 Ave.  S.W. 

Ph.  (403)  262-2430 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  W.  Killick. 

Main  Banking  Connection:  Royal  Bank  of  Canada, 
Incorporation:  Alberta  (1976).  Private. 

Type  of  Services  & Supplies:  Information  service. 

Canawest  Meeting  Planners  Inc. 

Main  Office:  Sherwood  Park,  AB.  T8A  3N4. 27  Mardale  Cres. 
Ph.  (403)  449-2090  Fax:  449-2090 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Lois  J.  McCaffrey. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1983).  Private. 

Co.  Registered  In;  Alberta  (1983). 

Type  of  Services  & Supplies:  Representative  for  international 
and  gas  publications  and  international  expositions.  Expositions  ai 
conferences:  Toronto  Environmental  Conference;  Calga 
Environmental  Conference;  Independanf  Planner. 

No.  of  Employees  in  Canada:  3. 

Can-Con  Gas  Services  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5Z7. 101, 9333  - 45  Ave. 

Ph.(403)436-1930  Fax:435-4849 

Toll  Free:  (800)  272-9693 

Officers  & Key  Personnel  at  this  location; 

Pres,,  Ken  Bothwell; 

Mgr.,  Graham  Robbins; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Sales,  rental,  expediting,  warehousir 
stocking  distributors.  P.E,  fittings,  fusion  equipment  (sales  & rental: 
repair  clamps,  valves,  tapes,  primers,  thermoweld,  leak  detect! 
fluid,  pipe  thread  sealant,  pipe  locators  (sales  & rentals),  propane- 
blending equipment,  couplings  and  Pete's  plugs. 

No.  of  Employees  in  Canada:  22. 

Cancool 

Main  Office:  Calgary,  AB.  T2V  4R3.  9208  - 29  St.  S.W. 

Ph.(403)  251-7664 

Officers  & Key  Personnel  at  this  iocation: 

Exec.Off.,  Anita  Flanigham. 

Type  of  Services  & Supplies:  Exploration  rotary  drill  bits,  seisrr 
bits. 

Cando  Oilfield  Supplies  & Rentals  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0,  Box  372,  2104-8  St. 
Ph.(403)955-3777  Fax:955-3818 

Officers  & Key  Personnei  at  this  location: 

Pres.,  Betty  Pryzysiezny; 

Purch.Agent,  SIs.Rep.,  Greig  Porter; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1980).  Private. 

Type  of  Services  & Supplies:  Oilfield  supplies  and  product! 
equipment.  Service  and  supply  drilling  contractors. 

No.  of  Employees  in  Canada:  10. 

Canex  Exploration  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3E7. 1000,  555  - 4 Ave.  S.W. 
Ph.(403)263-9414  Fax:262-6538 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Larry  C.  Fichtner; 

Dir.  Mktg.  & Prod. Dev,,  Gordon  Gilmour. 

Main  Banking  Connection:  Flongkong  Bank  of  Canada. 
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Company  Profiles 


Incorporation:  Alberta  (1981). 

Affiliations: 

Wholly  Owned:  Veritas  Energy  Services  Inc. 

Type  of  Services  & Supplies:  Geophysical  survey  processing, 
geophysical  field  survey,  computer  mapping,  software  development, 
jata  vendors. 

ilo.  of  Employees  in  Canada:  50. 

Canfer  Rolling  Mills  Ltd. 

Vlain  Office:  Calgary,  AB.  T2P  2G6.  Box  24,  Site  1,  R.R,5. 

’h.  (403)  236-9293  Fax:  279-3140 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  D.  Simonelli; 
i/lgr.Export,  Carlo  Simonelli. 

Type  of  Services  & Supplies:  Rolling  mills,  rolled  products. 

Danrig  Drilling  Technology  Ltd. 

yiain  Office:  Calgary,  AB.  T2G  4X4, 1165  G - 44  Ave.  S.E. 

’h.  (403)  287-1910  Fax:287-2367 

)fficers  & Key  Personnel  at  this  location: 

Jen. Mgr.,  Allan  Richardson: 

)ptns.Mgr.,  Randy  Pyrch. 

(lain  Banking  Connection:  Royal  Bank  of  Canada, 
icorporation:  Alberta  (1992).  Public, 
affiliations: 

'arent  Company:  Nabors  Industries  Inc. 
lype  of  Service:  Design  and  manufacture  top  drive  drilling  systems 
gr  land-based  oilfield  drilling  rigs.  Top  drives,  portable  top  drives,  slim- 
'ole  drilling  rig  equipment,  rig  automation  systems,  slant  drilling  rigs. 

lo.  of  Employees  in  Canada:  10. 

/anspec  Group  Inc. 

fain  Office:  Calgary,  AB.  T2E  7J2. 2805  - 12  St.  N.E. 

Ih.  (403)  291-3126  Fax:291-9495 

(fficers  & Key  Personnel  at  this  location: 
res.,  Kenneth  Stankievech: 
ice-Pres,,  Larry  Hunt. 

iain  Banking  Connection:  Alberta  Treasury  Branches, 
icorporation:  Alberta  (1990).  Private. 

ffiliations: 

(holly  Owned:  Canspec  Testing  Inc.,  Coast  Testing  Ltd. 
ther:  Bacon  Donaldson  & Associates  Ltd, 
ype  of  Service:  Consulting  metallurgical  engineers;  ail  phases  of 
on-destructive  testing,  including  radiographic  and  ultrasonic  inspection 
arvices:  MOT  certification  for  aircraft  structure  inspections;  DND 
edification  for  all  phases  of  non-destructive  testing,  mechanical 
|sting  and  chemical  analysis;  metallurgical  engineering  inspection 
od  pipe  mill  inspection. 

0.  of  Employees  in  Canada:  400. 

:antak  Corporation 

ain  Office:  Caigary,  AB.  T2P  2Y3. 1000,  407  - 2 St.  S.W. 

I h.  (403)  269-5536  Fax:  264-7255 
I !lex:  038-22716 

' fficers  & Key  Personnei  at  this  location: 

f fes,,  Allan  Cheng; 
i !jpvr.  Sis.,  Lome  Vaugeois. 
ain  Banking  Connection:  Toronto-Dominion  Bank, 
corporation:  Albeda.  Private. 

'pe  of  Services  & Suppiies:  Stock  points  near  major  areas  of 
I itivity  in  British  Columbia,  Albeda  and  Saskatchewan,  Distributor  for 
<K  Corporation  (Japan),  Nodh  Star  Steel  (USA),  American  Steel 
‘pe  (USA)  and  Koppel  Steel  (USA),  Seamless  and  ERW  Oilwell 
(sing  and  tubing.  Seamless.  ERW  and  SAW  linepipe;  seamless 
illpipe;  coupling  stock;  premium  connections  tor  casing  and  tubing, 
aterial  to  meet  or  exceed  API,  CSA  and  ASTM  specifications, 
j).  of  Employees  in  Canada:  6. 

antech  Controls 

vision  of  Cantech  Corporation 

ain  Office:  Calgary,  AB.  T2E  7A5. 1916  - 27  Ave.  N.E. 

1. (403)250-9888  Fax:291-5659 

ficers  & Key  Personnel  at  this  location: 
es.,  Duane  Schmeeckle: 

st.SIs.Mgr.,  Stan  Oleshko. 

iiin  Banking  Connection:  Royal  Bank  of  Canada. 

corporation:  Albeda.  Private. 

filiations: 

,ntech  Corporation,  Cantech  Systems  Ltd. 
j)e  of  Services  & Supplies:  Sales  and  service  on  measurement 
d control  equipment.  Assembly  of  control  panels,  assembly  and 
)alr  of  relief  valves.  Anderson-Greenwood  instrument  and  safety 
;ef  valves;  Raychem  heat  trace;  Neotronics  gas  monitors  and 
mbustion  analyzers;  Micon  systems,  for  compressor,  combustion 
J process  control;  Honeywell  - Skinner  solenoid  valves;  sampling, 
lin  and  temperature  control  valves;  programmable  controllers; 


gauges,  level  controls,  Raychem  Ultratec  pipe  protection  products, 
Eaton  IDT  video  control  panels  and  industrial  workstations.  Rentals  of 
gas  detection  instruments. 

No.  of  Employees  in  Canada:  90. 

Cantech  Pipe  Protection 

Division  of  Cantech  Corporation 

Main  Office:  Calgary,  AB.  T2E  7A5.  1916-27  Ave,  N.E. 

Ph.(403)250-9910  Fax:291-4990 

Toll  Free:  (800)  661-8390 

Officers  & Key  Personnel  at  this  location: 

Div.Mgr.,  Cec  Milburn; 

Sis. Rep.,  Jim  Poitras, 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Raychem  pipe  protection  products. 
No.  of  Employees  in  Canada:  6. 

Cantech  Systems  Ltd. 

Main  Office:  Caigary,  AB.  T2E  7A5. 1916-27  Ave.  N.E. 
Ph.(403)250-9888  Fax:291-4990 

Officers  & Key  Personnel  at  this  location: 

Gen, Mgr.,  Paul  Talbot; 

Mgr.  Eng.  & Prod,,  Steve  Jang. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Albeda  (1990).  Private. 

Co.  Registered  In:  Albeda  (1990). 

Affiliations: 

Parent  Company:  Cantech  Corporation. 

Can-Tex  Drilling  & Exploration  Ltd. 

Main  Office:  Calgary,  AB.  T2P  1C9. 1520,  335  - 8 Ave.  S.W. 

Ph.  (403)  265-8441  Fax:  262-9641 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Jerry  F.  D’Arcy; 

Vice-Pres.,  Gen. Mgr.,  R.H.  Lehew; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Albeda.  Private. 

Co.  Registered  In:  British  Columbia,  Albeda,  Saskatchewan, 
Manitoba,  Nodhwest  Territories,  Yukon  Territories. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  110. 

Canuck  Engineering  Inc. 

Main  Office:  Calgary,  AB.  T2P  3W3.  900,  801  - 6 Ave.  S.W. 

Ph.  (403)  298-41 70  Fax:  298-41 25 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.D.(Doug)  Annable. 

Affiliations: 

Parent  Company:  AGRA  industries  Limited 
Other:  Monenco  AGRA  Inc. 

Canuck  Industrial  Sales  (1982)  Ltd. 

Main  Office:  Edmonton,  AB.  T5M  2W1. 15614  - 112  Ave. 
Ph.(403)452-5764 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Gary  Tonhauser. 

Type  of  Services  & Supplies:  Hot  high  pressure  wash  equipment, 
high  pressure  pumps,  lubrication  systems,  in  plant  washing 
systems,  multi  station  washing  systems,  car/truck  wash  systems, 
podable  oilfield  cleaning  system, 

Canuck  Well  Servicing  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  214. 

Ph.(403)955-7205  Fax:955-2181 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Myron  Yurko; 

Vice-Pres.,  Al  Kubel; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Albeda.  Private. 

Co.  Registered  In:  Albeda  (1979). 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  45, 

Canwest  Propane 

Main  Office:  Calgary,  AB.  T2P  0Z5.  880,  727  - 7 Ave.  S.W. 
Ph.(403)750-2423  Fax;  262-1277 
Officers  & Key  Personnel  at  this  location: 

Pres.,  E.G,  King  (298-9300); 

Vice-Pres.,  Gen. Mgr.,  K.W.  Guderyan. 

Incorporation:  Private. 

Affiliations: 

Gibson  Petroleum  Company  Limited. 

Type  of  Services  & Supplies:  Products  marketed:  propane  - retail. 
Involved  in  all  facets  of  retail,  wholesale  and  industrial  propane 
distribution  as  well  as  providing  auto  and  truck  fuel  carburetion 
conversion  services. 

No.  of  Employees  in  Canada:  70. 


Cape  Construction  Inc. 

(Formerly:Concrete  Contractors) 

Main  Office:  Calgary,  AB.  T3B  1 S7.  651 1 - 35  Ave.  N.W. 
Ph.(403)247-5152  Fax:247-6003 

Officers  & Key  Personnel  at  this  location: 

Pres.,  S.  Kirk; 

Vice-Pres.,  David  Hunt. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Albeda  (1986).  Private. 

Capital  Executive  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0S5,  210, 600  - 6 Ave.  S.W, 

Ph,  (403)  266-2020  Fax:  237-7929 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Sally  Drysdale; 

Vice-Pres.,  Sec.,  Barbara  Ross. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Albeda  (1984).  Private. 

Type  of  Services  & Supplies:  Provide  a full  range  of  personnel 
services  to  the  oil  and  gas  industry  in  the  areas  of  accounting/finance, 
computers,  land , sales,  risk  management  and  secretarial  suppod  staff. 
No.  of  Employees  in  Canada:  8. 

Caproco  (1987)  Limited 

Main  Office:  Edmonton,  AB.  T6B  2N1. 4615  Eleniak  Rd. 

Ph,  (403)  465-1 1 87  Fax:  466-6432 

Telex;  037-42787 

Officers  & Key  Personnel  at  this  location: 

Pres.,  F.W.  Hewes; 

Gen. Mgr.,  Mgr.  Mfg.  & Sis.,  Brian  Lamash; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Albeda  (1987). 

Affiliations: 

Caproco  Corrosion  Engineering  Ltd.,  Caproco  International  Inc., 
Caproco  UK  Limited. 

Type  of  Services  & Supplies:  Corrosion  prevention  consulting 
engineering  with  material  procurement,  manufacture,  installation  and 
service  of  internal  corrosion  monitoring  equipment,  which  includes 
access  fittings,  retriever  tools,  service  valves,  weight  loss  coupons  and 
a full  line  of  corrosion  monitoring  probes  and  metering  devices,  the 
Hydrogenase  Test,  the  quick  four  hour  test  for  microbial  corrosion 
detection,  corrosion  monitoring  data  collection  system  (CODS). 

No.  of  Employees  in  Canada:  22. 

Cardinal  Industrial  Electronics  (1992)  Ltd. 

Main  Office:  Edmonton,  AB.  T5J  2P4.  Box  12000. 

10630-  172  St.  N.W. 

Ph.  (403)  483-6266  Fax:  484-8926 

Toll  Free:  (800)  661-9328 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Mktg.,  A.  Bissonnette; 

SIs.Mgr.,  S.  Packford. 

Main  Banking  Connection:  Albeda  Treasury  Branches. 
Incorporation:  Albeda  (1992).  Private. 

Co.  Registered  In:  Albeda  (1992). 

Company  Directors:  B.  Bissonnette,  P,  Dwornik,  G.  Packford. 
Type  of  Services  & Supplies:  Electronic  and  electrical  components, 
test  equipment,  cabinetry,  wire  and  cable  from  over  280  product  lines. 
Inventory  at  three  locations. 

No.  of  Employees  in  Canada:  109. 

Cardium  Tool  Services  Inc. 

Main  Office:  Edmonton,  AB.  T6P  1W6.  2880  - 64  Ave. 

Ph.  (403)  465-931 1 Fax:  469-0744 
Officers  & Key  Personnel  at  this  location: 

Pres.,  W.C.  Dunn; 

Gen. Mgr.,  W.J.  Heath; 

Mgr.  Tech.Serv.,  Rick  Duff; 

Mgr.  Tool  Optns.,  Murray  Kammerer; 

Mgr,  Eng.,  Kevin  O'Dwyer; 

Mgr.  Acctg.,  Colleen  Reynolds; 

Mgr,  Eng.,  Jim  Wilkin. 

Main  Banking  Connection:  Albeda  Treasury  Branches. 
Incorporation:  Albeda  (1990).  Private. 

Co.  Registered  In:  Albeda. 

Affiliations: 

Cardium  Service  & Supply  Ltd. 

Type  of  Services  & Supplies:  Production  packers,  stimulation  and 
service  tools,  liner  hangers,  cement  tools,  inflatable  packers,  and 
design  engineering. 

No.  of  Employees  in  Canada:  40. 

Camwood  Wireline  Service  Ltd. 

Main  Office:  Edmonton,  AB.  T6H  5R7.  560,  4445  Calgary  Trail  S. 
Ph,  (403)  434-1 1 22  Fax:  430-9339 
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Officers  & Key  Personnel  at  this  location: 

Pres.,  Harold  Freund: 

Contr.,  Darrell  Freund,  C.G.A. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  (1960).  Private. 

Type  of  Services  & Supplies:  Complete  flowing  oil  well  service 
including  dewaxing,  swabbing,  pulling  and  setting  collar  slops  and 
running  T.D.’s.  3 cable  swabbing  units  available. 

No.  of  Employees  in  Canada:  66. 

Caron  Transportation  Systems 

Main  Office:  Edmonton,  AB.  T5V  1L3, 13310-156  St,  N.W. 

Ph.  (403)  447-21 82  Fax:  447-2047. 

Officers  & Key  Personnel  at  this  location: 

Office  Admin.,  Nocole  Shelley. 

Type  of  Services  & Supplies:  Contract  hauling  of  liquid  chemicals 
and  dry  bulk  commodities  and  freight.  Specializing  in  dangerous 
goods,  oilfieldtransportation,  construction  and  pulpand  paperindustry 
materials. 

Carrae  Enterprises  Ltd. 

Main  Office:  Calgary,  AB.  T2S  2C3,  3015-5  St.  S.W. 

Ph.  (403)  540-8078  Fax:  243-1 074 
Officers  & Key  Personnel  at  this  location: 

Pres.,  A.  Rae  Campbell. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta  (1980). 

Type  of  Service:  Project  management,  process  and  loss  control 
engineering,  process  plant  design  and  construction.  Gas  detection 
sales  and  service.  Training.  Gas  detectors.  Analysers,  Safety 
equipment. 

No.  of  Employees  in  Canada:  20. 

Carreau  Oilfield  Specialties 

Division  of  Carreau  Oil  Enterprises  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0C5.  9748  - 60  Ave. 

Ph.  (403)  436-7730  Fax:  436-7736 
Officers  & Key  Personnel  at  this  location: 

Pres.,  R.J.  (Dick)  Carreau: 

Sec-Treas.,  Susan  M.  Carreau. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  (1975).  Private. 

Type  of  Services  & Supplies:  Oilfield  drilling,  well  servicing  and 
production  equipment.  Supply  store  distribution.  Exclusive  agents  for: 
OTECO  Inc..  Lubrikup,  Gearench,  Lewis  Mfg..  Baird  Mfg.,  Mattco 
Mfg.,  King  Oil  Tools,  John  Martin  Mfg,,  Best  Swivel  Joints.  Varco  Best 
Flow  Products,  Catawissa  Valve  & Fittings  Company. 

No.  of  Employees  in  Canada:  5. 

C.W.  Carry  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0T3. 5815  - 75  St, 

Ph.  (403)  465-0381  Fax:  466-8263 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  R,  Carry; 

Mgr.  Purch.,  R.  Miles; 

Incorporation:  Private, 

Type  of  Services  & Supplies:  Steel  service  centre/struclural  steel 
fabricators  and  erectors.  Carbon  steel  products,  i.e.  rounds,  squares, 
flats,  angles,  channels,  beams,  wide  flange  beams,  plate,  sheet,  pipe, 
hollow  structural  steel  tubing,  rebar,  wire  mesh. 

No.  of  Employees  in  Canada:  125. 

G M Carson  Construction  (1976)  Ltd. 

Main  Office:  Rocky  Mountain  House,  AB.  TOM  1T0.  Box  1104. 
4915-44  St. 

Ph.(403)845-3130  Fax:845-5530 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ben  Vanderaa  (845-61 1 1 ); 

Vice-Pres.,  Leo  Vanderaa  (845-2265). 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1976).  Private. 

Type  of  Services  & Supplies:  Road  building,  bull  dozing,  oilfield 
lease  construction,  power  saw  work  and  labourer  on  clearing  lines. 
Cats,  graders,  scrapers,  power  saws. 

No.  of  Employees  in  Canada:  25. 

Carter  Mapping 

Division  of  Riley’s  DataShare  International  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7W1. 1223  - 31  Ave.  N.E. 
Ph.(403)264-1230  Fax:291-3894 

Officers  & Key  Personnel  at  this  location: 

Gen.Mgr.,  Peter  MacLean. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1979).  Private. 


Type  of  Services  & Supplies:  Well  map  updating:  custom  geological 
and  geophysical  drafting.  Oil  and  gas  well  maps:  paper,  sepia,  mylar, 
land  sale  maps.  Penetration  maps  - computer  generated. 

No.  of  Employees  in  Canada:  3, 

The  Carter  Marketing  Group,  Inc. 

Main  Office:  Calgary,  AB.  T2H  2C3.  803  - 64  Ave.  S.E. 

Mailing  address:  Calgary,  AB,  T2H  2Y1.  78096  Heritage  Postal 
Outlet. 

Ph.(403)252-1880  Fax:252-2387 

Officers  & Key  Personnel  at  this  location: 

Pres.,  D.W,  (Don)  Carter: 

Rep.  Cust.Serv.,  Gail  Hein. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Manufacturers  Agents:  Plumbing, 
heating  and  industrial  products.  B.M.I.  - copper,  brass,  bik.  and  galv. 
fittings  and  general  plumbing  supplies  including  valves.  Centoco 
Plastics  - residential,  commercial  and  institutional  toilet  seats.  Elkay 
Manufacturing  Company  - sinks,  faucets,  water  coolers,  hot  and  cold 
taps,  drinking  fountains.  Jameco  Brass  - full  line  of  plumbing  brass. 
J.S.A,  - D.F.W.  couplings,  spirovent  degassing  equipment.  J.C. 
Whitlam  Manufacturing  Co.  - pressure/high  temperature  thread 
sealants,  etc. 

No.  of  Employees  in  Canada:  4. 

Catalyst  Recovery  Canada  Ltd. 

Main  Office:  Medicine  Hat,  AB.  T1A  7H3.  2159  Brier  Park  Place 
N.W, 

Mailing  address:  Medicine  Hat,  AB.  T1A  7H3.  Box  1116. 

Ph.  (403)  527-4400  Fax:  526-2465 

Officers  & Key  Personnel  at  this  location: 

Optns.Mgr.,  Greg  Hampson: 

Accnt.,  Sheila  Wong. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1980).  Private. 

Affiliations: 

CRI  International,  Inc. 

Type  of  Services  & Supplies:  Regeneration,  manufacture  catalyst. 

No.  of  Employees  in  Canada:  37. 

Roy  Catt  Water  Hauling  Ltd. 

Main  Office:  Entwistle,  AB.  TOE  OSO,  Box  89. 

Ph.  (403)  727-2297 
Shop:  (403)  727-2422 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Roy  Catt, 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1980).  Private. 

Type  of  Services  & Supplies:  Geophysical  water  hauling,  oilfield 
water  hauling,  fresh  camp  water. 

No.  of  Employees  in  Canada:  4. 

Caytec  Equipment  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2L2. 13,  3939  - 54  Ave.  S.E. 

Ph.  (403)  236-9735  Fax:  236-9026 
Officers  & Key  Personnel  at  this  location: 

Pres.,  P.  Vanderlinden: 

SIs.Mgr.,  B.  Schumacher; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1982).  Private. 

Type  of  Services  & Supplies:  Truck  equipment  - mechanical  & 
hydraulic  drive  systems,  oilfield  rigging,  propane  conversions.  Custom 
welding.  Truck  and  service  body  manufacturing.  Aluminum  and 
stainless  steel  fabrication,  PTO's,  winches,  drives,  product  pumps, 
hydraulic  components,  propane  equipment,  hydraulic  cranes,  air 
blovvrers,  air  controls,  speciality  trailers,  oilfield  decks,  seismic  rig-ups, 
gas  tanks,  bumpers,  hitches,  utility  and  service  bodies. 

No.  of  Employees  in  Canada:  28. 

C.B.  Engineering  Limited 

Main  Office:  Calgary,  AB.  T2H  3M4.  20,  5920  - 1 1 St.  S.E. 

Ph.  (403)  259-6220  Fax:  259-2377 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Craig  Bowyer, 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1974).  Private. 

Type  of  Services  & Supplies:  Manufacturer’s  representative  for 
instrumentation,  process  and  technical  products.  Service  and  repair 
of  all  equipment.  Magnetrol  level  and  flow  controls,  Flow  T echnology 
turbine  meters,  insertion  meters,  Neo-Dyn  pressure  and  temperature 
switches,  Moore  electronic  interface  equipment,  IBM  industrial 
computers,  Intellution  process  management/control  software.  Fluid 
Kinetics  pulsation  dampeners,  O'Brien  instrument  enclosures,  Flexpak 
reusable  insulation,  Dieterich  Standard  annubar  meters,  Yokogawa 
and  Johnson  Yokogawa  process  control  products,  Accutron  heat 


tracing/control  systems,  Darchem  fireproof  enclosures,  Jiskoot  liquir 
sampler/systems,  Kaye  remote/distributed  I/O  devices,  high  spee: 
data  acquisition,  temperature  references,  voice  alarming,  K-Tel 
magnetic  level  indicator,  Pepperl  & Fuchs  l.S,  barriers,  Graseby-S7 
continuous  emissions  monitoring  systems. 

No.  of  Employees  in  Canada:  61 . 

CD  PubCo  Inc. 

Main  Office:  Calgary,  AB.  T2P  3R5.  2200,  777  - 8 Ave.  S.W. 

Ph.  (403)  294-0080  Fax:  294-0082 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Joe  Breslawski; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  (1987).  Private. 

Type  of  Services  & Supplies:  Provide  regularly  updated  Geologic? 
Engineering  and  Geophysical  data  to  the  oil  and  gas  industry  on  CL 
ROM.  GeoBase  is  a fully  newtworkable  information  retrieval  syster 
for  PC’s.  Through  an  easy-to-use  windows  map  interface,  well  an 
production  information  may  be  viewed  on  the  screen,  output  to 
printer  or  to  a variety  of  data-base,  decline  analysis,  graphing  an 
mapping  application  packages. 

No.  of  Employees  in  Canada:  20. 

Ceda-Reactor  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2A7.  200,  6712  Fisher  St.  S.E. 

Ph.  (403)  253-3233  Fax:  252-7584 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ernie  Koop; 

Exec.Vice-Pres.,  Derek  Martin; 

Incorporation:  (1973).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Industrial  services  company  - tar 
cleaning,  chemical  cleaning,  steam  and  power  wash.  Manufacturer 
well  stimulation  chemicals.  Hazardous  waste  management.  Licensr 
transfer  station  and  emergency  response.  Oilfield  stimulation  product 

No.  of  Employees  in  Canada:  225. 

CenAlta  Oilwell  Servicing  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2Y3. 1900, 407  - 2 St,  S.W. 

Ph.  (403)  264-6490  Fax:  264-6995 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ranee  E.  Fisher: 

Vice-Pres.,  Fin.,  LA.  Mackwood. 

Banking  Connections:  Canadian  Imperial  Bank  of  Commerce, 
RoyNat  Inc. 

Incorporation:  (1966).  Private. 

Type  of  Services  & Supplies:  Complete  well  servicing.  Service 
rigs  and  equipment  to  7600m,  fully  mobile  service  rigs,  re-entry 
rigs  and  equipment,  slant  well  servicing  rigs. 

No.  of  Employees  in  Canada:  800. 

Centcom  Construction  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2H8.  310,  7220  Fisher  St.  S.E. 
Ph.  (403)  252-5571  Fax:  255-6970 
Officers  & Key  Personnel  at  this  location: 

Pres.,  J.R.  McAvoy: 

Proj.Eng.,  C.R.  Craig. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  (1964).  Private. 

Type  of  Services  & Supplies:  Build  bulk  oil  plants  and  serv 
stations  in  the  four  western  provinces  and  Northwest  T erritories  fort 
major  oil  companies. 

No.  of  Employees  in  Canada:  60. 

Central  Alberta  Production  Testing  Ltd. 

Main  Office:  Calgary,  AB.  T2E  3Z9. 4836  - 6 St.  N.E. 

Ph.  (403)  277-5777  Fax:  230-9433 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen.Mgr.,  Jack  Davies: 

Mgr.  Optns.,  Louis  Doiron: 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1978),  Private. 

Type  of  Services  & Supplies:  Sweet  or  sour  gas  and  oil  well  test 
equipment,  supervision  and  crews.  Portable  production  units,  h 
and  low  pressure  separators,  line  healers,  gas  boots,  tank  stairwa 
safety  valves,  flare  stacks,  pressure  tanks  and  sand  separators. 
No.  of  Employees  in  Canada:  45. 

Central  Diesel  and  Transmissions  Ltd. 

Main  Office:  Calgary,  AB.  T2G  2A7,  933B  - 48  Ave  S.E. 
Ph.(403)287-1144  Fax:287-1144 

Officers  & Key  Personnel  at  this  location: 

Mgr.,  Dennis  Stephens. 
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lain  Banking  Connection:  Canadian  Imperial  Bank  of 
fommerce. 

^corporation:  Alberta  (1988).  Private. 

:o.  Registered  In:  Alberta  (1988). 

ype  of  Services  & Supplies:  Sales  and  service  heavy  mechanical 
quipment.  Including  diesel  engines,  transmissions,  gen.sets,  pumps, 
ower  units,  and  replacement  parts. 

0.  of  Employees  in  Canada:  5. 

Central  Oilfield  Service  Ltd. 

lain  Office:  Wetaskiwin,  AB.  T9A  2E8.  Box  6004. 
h.  (403)  352-6041 

fficers  & Key  Personnel  at  this  location: 

res..  Jack  Sundberg; 

ec-Treas.,  Travis  Sundberg. 

ain  Banking  Connection:  Royal  Bank  of  Canada. 

icorporation:  Alberta  (1973).  Private. 

ype  of  Equipment:  Oilfield  construction  and  maintenance,  pipeline 

instruction,  lease  and  road  building,  conduit  and  fiberoptic  cable 

stallation,  water  and  sewer  installation. 

0.  of  Employees  in  Canada:  50. 

;entratech  Technical  Services  Ltd. 

ain  Office:  Red  Deer,  AB.  T4P  1M4.  6,  7644  - 49  Ave. 

1(403)343-1119  Fax:346-7774 

fficers  & Key  Personnel  at  this  location: 

res..  Cliff  Campbell; 

ec-Treas.,  Scott  Campbell; 

ain  Banking  Connection:  Parkland  Savings  & Credit  Union, 
corporation:  Alberta  (1992). 
p.  Registered  In:  Alberta. 

jrpe  of  Services  & Supplies:  Fire  extinguisher  services/supplies; 
idrotesting;  breathing  air  apparatus;  air  compressor  services, 
jctinguishers;  powder  for  fire  fighting;  breathing  apparatus. 

p.  of  Employees  in  Canada:  4. 

entrilift 

Division  of  Baker  Hughes  INTEQ,  Inc. 

3in  Office:  Leduc,  AB.  7016  - 45  St. 
ailing  address:  Leduc,  AB.  T9E  6M2.  Box  3415. 

1. (403)986-5559  Fax:986-1219 

ficers  & Key  Personnel  at  this  location: 
m.Mgr.,  Ron  Wing; 

Jtns.Mgr.,  Len  Checknita; 

ain  Banking  Connection:  Royal  Bank  of  Canada. 

:orporation:  Canada  (1980).  Private, 
pe  of  Services  & Supplies:  Sales,  service  and  testing  of  electrical 
pmersible  pumps  for  the  petroleum  production,  mining  and  water 
ill  industries.  Submersible  motors,  pumps,  seal  section,  gas 
parators,  motor  controller,  variable  frequency  controllers  and 
msformers,  horizontal  pumping  system  for  waterflood  or  disposal, 
jid  service  installation  and  maintenance  - complete  repair  centre 
eration. 

l.  of  Employees  in  Canada:  64. 

entury  Press 

)in  Office:  Calgary,  AB.  T2G  3C4. 4104-9  St.  S.E. 

(403)  287-2020  Fax:287-1700 

ficers  & Key  Personnel  at  this  location: 

5s.,  Raymond  J.  Fleck; 

m.  Mgr.,  Claus  A.  Jeske. 

pe  of  Services  & Supplies:  Commercial  printing  including 
nual  reports,  interim  reports,  newsletters,  brochures,  stationery, 
ihnical  bulletins  and  presentation  folders.  Full  color  capabilities. 

?ntury  Sales  & Service  Limited 

Sin  Office:  Edmonton,  AB.  T5J  2M6.  Box  1218, 4810  - 92  Ave. 

. (403)  468-3366 

icers  & Key  Personnel  at  this  location: 

!S.,  Gen. Mgr.,  R.FI.  Pearson; 
e-Pres.  Sis.,  Larry  Walker; 
in  Banking  Connection;  Bank  of  Montreal, 
orporation:  Alberta  (1967).  Private. 

3e  of  Services  & Supplies:  Distributor  of  tools,  fasteners,  safety 
il  shop  supplies.  Hand  tools,  power  tools,  air  tools,  hoists  and 
ches,  abrasives,  cutting  tools,  paper  products,  chemicals,  fasteners 
'i  studs,  shop  and  construction  supplies,  gloves  and  industrial 
;hing. 

|.  of  Employees  in  Canada:  184. 

Jntury  Valve  and  Machine  Limited 

in  Office:  Calgary,  AB.  T2E  6Z5. 1915-30  Ave.  N.E. 

(403)  250-9742  Fax:  250-8624 

icers  & Key  Personnel  at  this  location: 

jc.Off.,  Peter  Hutton. 


Type  of  Services  & Supplies:  Oil  and  gas  industry 
instrumentation;  thermowells. 

Certified  Weldall  Metals  Propeller  & Mfg. 

Main  Office:  Edmonton,  AB.  T6E  1N6.  9931  - 78  Ave. 

Ph.  (403)  439-6906 

Officers  & Key  Personnel  at  this  location: 

Exec.Otf.,  M.  Larry  Sandulak. 

Type  of  Services  & Supplies:  Machine  safety  pins;  drift  pins; 
custom  fabrication;  well  drilling  machinery. 

Cessco  Fabrication  & Engineering  Limited 

Main  Office:  Edmonton,  AB.  T6E  3R8.  7310  - 99  St. 

Ph.  (403)  433-9531  Fax:  432-7899 
Officers  & Key  Personnel  at  this  location: 

Pres.,  D.J.  McFarlane; 

SIs.Mgr.,  Don  Rae. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Ontario  (1984).  Private. 

Type  of  Services  & Supplies:  Design  and  fabrication  of  large  Pressure 
Vessels,  Field  Erected  Tanks  and  other  metal  plate  structures.  Shop 
provides  ASME  heads,  plate  forming,  custom  machine  shop  and  post 
weld  heat  treatment  services.  Field  Dept,  provides  construction, 
maintenance  and  shutdown  services. 

No.  of  Employees  in  Canada:  150. 

C & G Oilfield  Services  Ltd. 

Main  Office:  Camrose,  AB.  T4V  2N1.  R.R.2. 

Ph.  (403)  672-9950  Fax:  672-6261 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Con  Winder; 

Sec-Treas.,  Glen  Winder  (878-3262). 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  7. 

Challenger  Surveys  & Services  Ltd. 

Main  Office:  Edmonton,  AB.  T5J  2W4.  300, 1 031 0 Jasper  Ave. 
Ph.(403)424-5511  Fax:424-3837 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Vic  Wolchansky; 

Vice-Pres.  Fin.&  Admin.,  Ed  Walton; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1984).  Private. 

Co.  Registered  In:  Alberta  (1984). 

Affiliations: 

Clark  and  Associates  Sun/eys. 

T ype  of  Services  & Supplies:  Legal  and  engineering  surveys,  offshore 
surveys,  electronic  positioning,  drafting  services,  project  management, 
software  development. 

No.  of  Employees  in  Canada:  60. 

Chamco  Industries  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2L6. 10, 6125  ■ 11  St.  S.E. 

Ph.  (403)  258-1200  Fax;  258-4422 
Officers  & Key  Personnel  at  this  location: 

Mgr.,  Don  Carscadden; 

SIs.Rep.,  Chuck  Curtis; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  British  Columbia  (1962).  Private. 

Co.  Registered  In:  British  Columbia  (1962). 

Type  of  Service:  Engineering  and  construction  of  pump  and  compressor 
packages  for  industrial,  mining,  oil  and  gas  customers.  In  house  CADD, 
fabrication,  pipe  welding,  machining,  24  hr.  service.  All  types  of 
industrial  and  process  pumps.  Air  compressors,  filters,  dryers,  PTO 
and  drill  compressors.  Full  packages,  buildings,  skids,  electrical, 
installations. 

No.  of  Employees  in  Canada:  51 . 

Champion  Drilling 

a division  of  Artisan  Drilling  Ltd. 

(Formerly;Champion  Drilling  Ltd.) 

Main  Office:  Brooks,  AB.  T1R  1B9.  Box  1090. 

Ph.  (403)  362-4400  Fax:  362-61 65 
Calgary  Direct  Line:  (403)  294-0138 

Officers  & Key  Personnel  at  this  location: 

Gen, Mgr.,  Joe  Hemsing; 

Mgr.  Rig,  David  Hemsing. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation;  Alberta  (1983).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  145. 


Champion  Technologies  Limited 

Main  Office:  Calgary,  AB.  T2P  0S2.  830,  550  - 6 Ave.  S.W. 

Ph.  (403)  234-7881  Fax:  264-301 8 
Officers  & Key  Personnel  at  this  location; 

Pres.,  John  F.  Krokosh; 

Co-Ord.  Mktg.,  Blane  Charles; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1968).  Private. 

Co.  Registered  In:  British  Columbia,  Alberta,  Saskatchewan, 
Manitoba,  Newfoundland. 

Affiliations: 

Champion  Technologies  Inc. 

Type  of  Services  & Supplies:  Manufacturer  and  supplier  of  specialty 
chemical  products  for  use  in  the  oil  and  gas  production  industry. 
Corrosion  inhibitors.  Scale  inhibitors.  Paraffin  Treating  Compounds, 
Demulsifiers,  Surfactants,  Biocides.  Testing  laboratories  established 
in  Calgary,  Edmonton  and  Lloydminster. 

No.  of  Employees  in  Canada:  97, 

Chandler  Industrial  Sales  Ltd. 

Main  Office:  Calgary,  AB.  T2H  0T3. 4U,  6923  Farrell  Rd.  S.E. 
Ph.(403)255-1805  Fax:255-1914 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Alex  Slack. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Manufacturers  agent.  Air  coolers  (Gea 
Rainey),  Shell  andTube  exchangers  (Hughes-Anderson),  Fired  Heaters 
(Tulsa  Heaters),  Vessels,  Pipe  Fittings,  Headers,  Steam  Drums,  Oil/ 
Gas  Processing  Equip.  (Taylor  Forge  Eng.  Systems),  Plate  andframe, 
spiral  exchangers  (Alfa  Laval  Thermal). 

Chase  Manufacturing  Inc. 

Main  Office:  Calgary,  AB.  8815  - 52  St.  S.E. 

Mailing  address;  Calgary,  AB.  T2P  2G6.  Box  12,  Site  5,  R.R.5. 

Ph.  (403)  279-2809  Fax:  236-1 328 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Robert  G.  Herron; 

Vice-Pres.  Optns,,  John  F.  Reed; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1985).  Private. 

Type  of  Services  & Supplies:  Casing,  tubing  and  pipe  threading  to  1 3 
3/8"  O.D.  coupling  buck-on/off,  hydrostatic  pressure  testing  A.P.I.  or 
premium  threads  licensed  end  finisher.  A.P.I.  and  premium  casing  and 
tubing  couplings  - licensed  manufacturer. 

No.  of  Employees  in  Canada:  55. 

Checkmate  Oilfield  Services  (1987)  Ltd. 

Main  Office:  Stettler,  AB.  TOC  2L0.  Box  1477. 4205  - 46  Ave. 

Ph.  (403)  742-2240 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Jim  Savage; 

Sec-Treas.,  Joan  Savage. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1986),  Private. 

Type  of  Services  & Supplies:  Transport  oil,  water,  condensate. 
Steamer  for  cleaning  tanks,  buildings,  etc.  Thawing  lines. 

No.  of  Employees  in  Canada:  8. 

Chemex  Labs  Alberta  Inc. 

Main  Office:  Calgary,  AB.  T2E  6P2.  2021  - 41  Ave,  N.E, 

Ph.  (403)  291-3077 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  V.  Stanley; 

Mgr.  Customer  Serv.,  Mary  Mayes; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 

Comme.Te. 

Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Analytical  laboratory  providing 
production  and  process  analysis  for  the  petroleum  industry  and 
environmental  analysis  of  air,  water  and  soils  to  meet  regulatory 
requirements. 

Chemical  & Geological  Laboratories  Inc. 

Main  Office:  Edmonton,  AB.  T5L  4N9. 14203  - 129  Ave. 

Ph,  (403)  454-1504  Fax:451-4022 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ronald  Maloney; 

Sec.,  Darvin  Rechner; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1948).  Private. 

Co.  Registered  In:  Alberta  (1948). 

Type  of  Services  & Supplies:  Analytical  laboratory  services  to  the 
petroleum  and  related  industries.  Analysis  of  gas,  oil,  water,  core,  coal. 
Reservoir  fluid  studies  (PVT),  special  core  studies.  Tar  sands. 
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environmental  (air,  water,  soil),  field  testing  on-site  (plants  and  wells). 
Sump  fluids,  deposits  (scales,  sludges),  hazardous  waste,  portable 
G.C.’s. 

No.  of  Employees  in  Canada:  86, 

Chem-Wash  Industries  (1978)  Ltd. 

Main  Office:  Calgary,  AB.  T2G  3R7.  3812-16  St.  S.E. 

Ph.  (403)  269-8839  Fax:  237-0280 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Neil  Beatty; 

Incorporation:  Private. 

No.  of  Employees  in  Canada:  15. 

Cherco-Barber  Ltd. 

Main  Office:  Calgary,  AB.  T2H  1X6.  9625  Shepard  Rd.  S.E. 
Mailing  address:  Calgary,  AB.  T2H  1X6.  Box  5308,  Stn.  A. 

Ph.  (403)  236-5252  Fax:  236-4261 

Toll  Free:  (800)  661-5252 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Mike  Stewart; 

Dir.  Sis.  & Mktg.,  Winston  McFlardy; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1973).  Private. 

Affiliations: 

Parent  Company:  Lantana  Corporation 

Other:  Cherco  Compressors,  Inc.,  Gas  Compressors,  Inc.,  Gemini 

Engine  Company. 

Type  of  Service:  Cherco-Barber  Ltd.  is  a leading  supplier  of  natural 
gas  compressor  packages  for  the  North  American  and  International 
markets  - sales,  rental,  lease.  Natural  gas  compressor  packages, 
NGV  packages  for  vehicle  refuelling. 

No.  of  Employees  in  Canada:  180. 

Childers  Products  Co.  Ltd. 

Main  Office:  Edmonton,  AB.  T5M  3V6, 16815-117  Ave. 

Ph.  (403)  452-4860  Fax:  455-0259 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.R.  Jolicoeur. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Manufacturer  - weatherproofing 
systems  for  industrial  insulation.  Metal  jacketing,  coatings  adhesives 
and  sealants.  Asbestos  abatement  supplies.  Phenolicfoam  insulation. 

No.  of  Employees  in  Canada:  30. 

Chimo  Equipment  Ltd. 

Main  Office:  Calgary,  AB.  T2P  1A6. 100,  909  - 7 Ave.  S.W, 

Ph.  (403)  264-2245  Fax;  264-8848 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  W.  Logan; 

Sis. Mgr.,  Flarley  Bartlett. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  (1973).  Private. 

Type  of  Services  & Supplies:  Manufacture,  rent,  sell,  electronic 
drilling  instrumentation.  Rental  of  drill  collars,  degassers  and  hydraulic 
drilling  chokes,  WATCHDOG  model  303IS(P.V.T.  Plus),  WATCHDOG 
model  505IS  (pump  stroke  counter),  WATCHDOG  model  1010  (surface 
mud  system),  WATCHDOG  drilling  choke,  11"  drill  collars,  desilters 
and  desander  cones,  thread  protectors,  stabilizer  sleeves,  rig  mats. 
No.  of  Employees  in  Canada:  21 . 

Chimo  Polyurethanes  Ltd. 

Main  Office:  Calgary,  AB.  T2P  1A6. 100,  909  - 7 Ave.  S.W. 

Ph.  (403)  264-2245  Fax:  264-8848 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  W.  Logan. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1973).  Private. 

Type  of  Services  & Supplies:  Manufacturer  of  polyurethane  wear 
parts  for  oilfield,  mining  and  industrial  markets.  Custom  molding. 
Thread  protectors,  stabilizer  sleeves,  desilter  and  desander  cones, 
safety  grip  systems  (rig  mats).  Slurry  pump  linings  and  impellers,  mud 
mixer  linings,  cyclone  wear  parts,  flanged  and  victaulic  pipe  elbows, 
pipe  handling  rollers,  pulley  lagging  and  conveyor  rollers. 

No.  of  Employees  in  Canada:  10. 

Chinook  Industrial  Ltd. 

Main  Office:  Calgary,  AB.  T2H  0P9.  516-60  Ave.  S.E. 

Ph.  (403)  253-8291  Fax:  255-5565 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Shirley  R.  Bracko; 

Vice-Pres.,  Sis. Mgr.,  Supvr,  Grout,  Kenneth  E.  Bracko; 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1965).  Private. 

Type  of  Services  & Supplies:  Manufacturing-reconditioning- 
supplying  of:  compressor  valves,  engine  valves  (Stellite-Krome)and 
seats.  Inner  valves  (Stellite  & Tungsten)and  seats,  chokes,  plunger 


(chrome  & rokids)  - rebuilding  of:  engine  heads  (crack  repairs)  (cast- 
welding), fuel  injection  cage  assemblies  (non-lube)-designing  an 
installation  of  grouting  (cement-epoxy(chockfast)).  Lubrication 
(Lincoln-McCord-Modular  lube)-  protective  concrete  coating  systems. 
Aloma  shims  - Aplex  pumps  - BG  Caval  filters.  Champion-Climas 
lubricant  - double  seal  piston  rings  - Kenco-Kiene  - Nelson  filters  - 
Nortech  vacuum  cleaners  - Ren-Vander  Horsts, 

No.  of  Employees  in  Canada:  45. 

Chinook  Radiographic  Services  Ltd. 

Main  Office:  Lacombe,  AB.  TOC  1 SO.  Box  2201 , 4526  - 44  Ave. 
Ph.  (403)  782-4809  Fax:  782-2345 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Rodger  Thomas; 

Vice-Pres.,  Sec-Treas.,  Gordon  Mather. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1981).  Private. 

Type  of  Services  & Supplies:  Nine  (9)  radiography  units  for  gamma 
radiography  of  pipelines,  plant  welding,  tanks,  vessels;  also  (3) 
Gammamat  Pipeline  Crawlers  plus  (2)  mainline  darkroomsfor  internal 
pipeline  radiography  up  to  22"  diameter.  Other  N.D.T.  services 
include  M.P.I.,  L.P.I.,  ultrasonic  wall  thickness  measurement. 

No.  of  Employees  in  Canada:  25. 

Chittom  Equipment  Limited 

Main  Office:  Calgary,  AB.  T2E  6S8. 3773  - 19  St,  N.E. 

Ph.  (403)  250-9444  Fax:  250-5872 
Officers  & Key  Personnei  at  this  location: 

Pres.,  Keith  Robson; 

Sis. Mgr.,  Donn  Holmes. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1967).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Industrial  cooling  fans,  louvers, 
dampers,  shutters,  pneumatic  actuators,  screens,  cutom  aluminum 
fabrication. 

No.  of  Employees  in  Canada:  10. 

Chriscor  Industries  (1994)  Inc. 

Main  Office:  Calgary,  AB.  T2C  2B5. 2,  3716  - 56  Ave.  S.E. 

Ph.  (403)  720-3950  Fax:  720-3908 
Officers  & Key  Personnel  at  this  location: 

Pres.,  R.L.  (Bob)  Christianson; 

SIs.Rep.,  Chris  Heikoop. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1994).  Private. 

Co.  Registered  In:  Alberta  (1994). 

Affiliations: 

Parent  Company:  Christianson  Pipe  Ltd. 

Other:  GM  Tool. 

Type  of  Services  & Suppiies:  Machining  work,  threading, 
manufacturing  and  distribution  of  external  casing  isolation  tools, 
tubing  anchors,  tubing  swivels,  dewaxing  control  valves  and  other 
down-hole  products. 

No.  of  Employees  in  Canada:  8. 

Cameron  Christianson,  A.L.S. 

Main  Office:  Brooks,  AB.  T1 R 0K5. 99  Dr.  Anderson  Park  St. 
Mailing  address:  Brooks,  AB.  T1R  1B4.  Box  301. 
Ph.(403)362-6619  Fax:362-0287 

Officers  & Key  Personnel  at  this  location: 

Prop.,  Cameron  Christianson. 

Main  Banking  Connection:  Brooks  Savings  & Credit  Union. 
Incorporation:  Private. 

Type  of  Services  & Supplies:  Legal  surveying,  CAD  drafting,  oilfield 
surveys. 

Christianson  Pipe  Ltd. 

Main  Office:  Calgary,  AB.  T2W  4Y1 . 440, 1 0655  Southport  Rd, 
S.W. 

Ph.(403)271-9763  Fax:271-6966 

Officers  & Key  Personnel  at  this  location: 

Pres.,  R.L.  (Bob)  Christianson; 

Sis. Mgr.,  Dave  Horniachek; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1969).  Private. 

Co.  Registered  In:  Alberta  (1969). 

Affiliations: 

Wholly  Owned:  Lawson  Oilfield  Services  Ltd. 

Partly  Owned:  Chriscor  Industries  (1994)  Inc. 

Type  of  Services  & Supplies:  Sale  of  steel  pipe,  hollow  structural 
squares  and  rectangles,  fabricated  products.  Steel  pipe,  H.S.S. 
products,  steel  pipe  cattleguards,  well  head  safety  fences,  swinging 
steel  gates,  steel  pipe  piling,  water  well  casing. 

No.  of  Employees  in  Canada:  10, 


Cidco  Industrial  Supplies  Ltd. 

Main  Office:  Red  Deer,  AB.  T4P  1M6. 8,  7619  Gaetz  Ave. 
Ph.(403)343-3132  Fax:340-8780 

Officers  & Key  Personnel  at  this  location: 

Pres.,  R.  Demcoe,  P.Eng.,CA; 

SIs.Mgr.,  W.  Slade. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1965).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Industrial  parts  wholesale;  Industrie 
machine  shop;  automotive  and  agricultural  parts  wholesale.  Belt: 
drives;  filters;  hydraulic  hose  and  fittings;  pumps;  fasteners;  air  am 
electric  power  tools;  industrial  hose  and  fittings;  bearings;  seals;  a 
compressors;  industrial  hand  tools;  driveline;  lathe  and  milling  wort 
industrial  supplies;  chain;  hand  cleaners; 

No.  of  Employees  in  Canada:  14. 

Circle  T Service  & Rental  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  4L1 . 6828  - 52  Ave. 

Ph.  (403)  342-6004  Fax:  342-6393 
Officers  & Key  Personnel  at  this  location: 

Pres,,  G.B.  Eastcott; 

Vice-Pres.,  Wayne  Eastcott; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta,  Private. 

Type  of  Services  & Supplies:  Rental  and  sales  of  drilling,  workovc 
and  completion  equipment.  This  includes  blowout  preventer: 
accumulators,  drill  collars,  drill  pipe,  swivels,  kellys,  drive  bushing: 
tubing,  pup  joints,  drill  bits,  spools,  flanges,  wellheads,  valves,  fishin 
tools,  light  towers,  rubber  products  and  ring  gaskets. 

No.  of  Employees  in  Canada:  10. 

Cis-Can  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2P7.  3880  - 74  Ave. 

Ph.(403)466-3178  Fax:468-5904 

Toll  Free;  (800)  661-8529 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  Harold  A.  Roozen; 

Gen. Mgr.,  Dave  Howie. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  (1976).  Private. 

Type  of  Services  & Supplies:  Pressure  gauge,  thermometer  an 
catalytic  heater  repairs.  Explosion  proof  gas  heaters,  pressure  gauge 
thermometers,  needle  valves,  gas  filters  and  electrical  heatin 
equipment.  Manufacturers  of:  Cata-Dyne  fiameless  infra-red  g: 
heaters.  Explosion  proof  - CGA  approved  for  hazardous  areas. 

No.  of  Employees  in  Canada:  18. 

Citidal  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3N3. 1000, 140-4  Ave.  S.W. 

Ph.  (403)  264-6551  Fax:  263-6994. 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  Edward  P.  Webb,  P.Eng. 

Type  of  Consuiting:  Petroleum  reservoir  engineering,  geologic 
studies,  property  and  company  evaluations,  property  managemer 

No.  of  Employees  in  Canada:  8. 

C & L Oilfield  Services 

(A  Division  of  513860  Alberta  Ltd.) 

Main  Office:  Brooks,  AB.  T1 R 1 B8.  Box  996.  312-8  St.  East. 

Ph.  (403)  362-8349 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Carl  Fortin; 

Sec-Treas.,  Lorry  Fortin. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1991).  Private. 

Co.  Registered  In:  Alberta  (1991). 

Type  of  Services  & Supplies:  Hot  shot  and  light  oilfield  hauling, 
portable  boilers  and  high  pressure  washers.  2 - 1 tons  complete  wi 
30'  trailers.  1 - 1 ton  complete  with  4 ton  picker  and  33'  mini  hibc 
trailer,  1 - boiler  is  a 20hp  Saskatoon  and  a 2000  psi  @ 200  Hotsy. 

- boilers  are  30hp  Volcanos  and  2000  psi  @ 200  Holsy’s. 

No.  of  Employees  in  Canada:  10. 

Clarke,  Hammett  & Associates  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2Y3. 1100, 407  - 2 St.  S.W. 
Ph.(403)290-1469  Fax:264-3310 

Officers  & Key  Personnel  at  this  location: 

Pres.,  L.  Brad  Clarke; 

Exec.Vice-Pres.,  W.T.  Hammett,  CA,CFP,RFP; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Private. 
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ype  of  Services  & Supplies:  Accounting,  administration,  personnel, 
)int  venture  auditing,  systems  support  for  OGSYS  and  training  for  the 
il  and  gas  industry.  Financial  planning  and  administration  for  individuals, 
licro-computer  system  for  oil  and  gas  accounting,  land  administration 
nd  management  information  (OGSYS)  and  a production,  revenue, 
ryalty  system  called  PRISM. 

0.  of  Employees  in  Canada:  16. 

{ F Clarke  Limited 

lain  Office:  Calgary,  AB.  T2H  1 J1 . 5220  ■ 1 A St.  S.E. 
h.  (403)  255-0186  Fax:255-9605 

Officers  & Key  Personnel  at  this  location: 
res.,  Curt  Kunst. 

ype  of  Services  & Supplies:  Pumps,  deaerators,  lift  stations, 
Dilers,  hot  oil  heaters,  portable  steam  cleaners,  filtration 
guipment,  incinerators,  steam  traps,  sewage  treatment  equipment, 
eel  fabrication,  piping. 

Heart  Fluids  Systems  Inc. 

ain  Office:  Brooks,  AB.  T1 R 1 C7.  Box  2098. 

1. (403)362-8855  Fax:362-4513 

fficers  & Key  Personnel  at  this  location: 

'es.,  Robert  Perini: 

d.Frmn.,  Randy  Cote. 

ain  Banking  Connection:  Brooks  Savings  & Credit  Union, 
corporation:  Alberta  (1988).  Private. 

9.  Registered  In:  Alberta  (1988). 

'me  of  Services  & Supplies:  Filtering  frac  fluids  and  workover  and 
jimpletion  fluids  also  boilers  for  thawing  and  clean  up.  Rental  filtration 
tits. 

jj.  of  Employees  in  Canada:  3. 

ImI  Rentals  Inc. 

pin  Office:  Edmonton,  AB.  T6E  5P6.  8660  - 61  Ave. 

,1.  (403)  468-5871  Fax:  469-3869 
fficers  & Key  Personnel  at  this  location: 
es.,  C.O.O.,  J.L.  Price; 
en.Mgr.,  J.  Robertson; 

ain  Banking  Connection:  Alberta  Treasury  Branches, 
corporation:  Alberta  (1989).  Private. 

filiations: 

;lta  Catalytic  (UK)  Limited,  Delta  Catalytic  Constructors  Ltd.,  Delta 
italytic  Corporation,  Delta  Catalytic  Engineering  and  Construction 
b.,  Delta  Catalytic  Industrial  Services  Ltd. 

■pe  of  Services  & Supplies:  Provides  industrial  tools  from  small 
psumables  to  large  equipment  for  sales,  lease,  or  rent, 
of  Employees  in  Canada:  50. 

N C Proficient  Machine  Works  Limited 

ain  Office:  Calgary,  AB.  T2H  2M8. 71 31 C - 6 St.  S.E. 

l. (403)255-4070  Fax:255-4105 

ficers  & Key  Personnel  at  this  location: 
ps.,  Bill  Siska: 

m. Mgr.,  Frank  Kaszuba. 

ipe  of  Services  & Supplies:  Downhole  completion  equipment; 

■ w control  accessories;  tool  and  accessories  for  oil  and  gas  well; 

' lellne  reeling  equipment  package. 

oastal  Northern  Operations  Ltd. 

lin  Office:  Calgary,  AB.  T2G  2A5.  919-46  Ave.  S.E. 

1 1.  (403)  243-981 1 Fax:  287-2924 
ficers  & Key  Personnel  at  this  location: 

‘5s.,  H.W.  (Nick)  Nickel; 

^-Treas.,  Duane  Donaldson. 

tin  Banking  Connection:  Royal  Bank  of  Canada. 

iorporation:  Alberta  (1991).  Private. 

j.  Registered  In:  Alberta  (1991). 

pe  of  Services  & Supplies:  Complete  service  company,  attending 
the  Rotating  Equipment  needs  of  oil  and  gas  producing  and 
ismission  customers.  Plant  turn-a-round  crews.  Laser  alignment 
i Vices.  Hydraulic  drive  and  lubrication  systems.  Grouting  and 
"f  londary  containment  contracting. 

- . of  Employees  in  Canada:  25. 

!)|  ‘ 

Dbra  Drilling  Ltd. 

iin  Office:  Calgary,  AB.  T2P  3S2. 1020,  510-5  St.  S.W. 
,(403)234-0469  Fax:237-0987 

j icers  & Key  Personnel  at  this  location: 

fs.,  Allan  Grasdal; 

I y.  Contracts,  Doug  Grasdal. 

I m Banking  Connection:  Alberta  Treasury  Branches, 
[orporation:  Alberta  (1987).  Private. 

; Registered  In:  Alberta. 

be  of  Services  & Supplies:  Oilwell  drilling  contractor. 

I . of  Employees  in  Canada:  30. 


Cobra  Machine  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5K6.  3808  - 93  St. 
Ph.(403)465-7773  Fax:430-9180 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Lyle  Borgel. 

Type  of  Services  & Supplies:  Downhole  oilfield  products. 

Codeco  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0Z1. 815,  706  - 7 Ave,  S.W. 

Ph,  (403)  237-7808  Fax:265-1760. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Don  D.  Copeland,  P.Eng.; 

Vice-Pres,,  Jim  P.  Rasmussen,  P.Eng. 

Type  of  Consulting:  Consulting  engineering,  drilling,  completion  and 
workover  supervision,  project  management,  geological  supervision, 
production  operations. 

No.  of  Employees  in  Canada:  35 

Co-Design  Information  Systems  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3G3,  970,  800  - 6 Ave.  S.W. 
Ph.(403)266-3239  Fax:264-3915 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Garry  Coulson. 

Main  Banking  Connection:  Canada  Trust  Company. 
Incorporation:  Alberta  (1986).  Private. 

Type  of  Services  & Supplies:  Computer  software  for  wellsite 
information,  collection,  transmisson  (secure),  and  management. 
Geological  information  management. 

No.  of  Employees  in  Canada:  5. 

Cole  International  Inc. 

Main  Office:  Calgary,  AB.  T2G  4Z6.  840, 138-4  Ave.  S.E. 

Mailing  address:  Calgary,  AB.  T2P  3C2,  Box  2718,  Stn.  M. 

Ph.  (403)  262-2771  Fax:  262-71 65 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  D.J.  Lucky; 

Vice-Pres.  Customs  Optns,,  G.B.  Hansen; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Wholly  Owned:  Abco  International  Inc. 

Other:  Cole  Freight  Inc.,  The  Cole  Group,  Lakeside  Equipment 
Limited. 

Type  of  Services  & Supplies:  Customs  brokers,  imports,  exports, 
refunds,  consultants  and  international  freight  forwarders.  Service 
company  only,  brokers,  consultants  and  forwarders. 

No.  of  Employees  in  Canada:  155. 

Colt  Engineering  Corporation 

Main  Office:  Calgary,  AB.  T2W  4X9. 400, 10201  Southport  Rd. 
S.W. 

Ph.(403)258-8000  Fax:252-2291. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  K.  Read; 

Dir.,  Mktg.,  Russ  Grant. 

Type  of  Consulting:  Multi-discipline  engineering  organization  which 
serves  the  energy,  petrochemical/refinery  and  industrial  sectors  and 
undertakes  all  project  phases  including  engineering  studies,  preliminary 
design,  project  cost  estimates,  detailed  design,  procurement,  project 
and  construction  management,  inspection  and  commissioning/start- 
up of  gas  plants,  compressor  stations,  oil  treating  and  secondary 
recovery,  pipelines,  refineries  and  petrochemical  plants,  heavy  oil  and 
tar  sands  plants. 

No.  of  Employees  in  Canada:  550. 

Columbia  Geosystems  Ltd. 

Main  Office:  Calgary,  AB.  T2A  2P6. 1415-28  St.  N.E. 

Ph.  (403)  273-5152  Fax;  235-6864 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Neil  McLeod; 

Mgr.  Mktg.,  Pat  Donahoe. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1973).  Private. 

Type  of  Services  & Supplies:  Manufacturing,  supply  and  installation 
of  polyethylene  sheet  for  pond,  pit  and  tank  liners.  Type  of  supplies, 
polyethylene  sheets  and  other  synthetics,  sheet  and  joining  equipment, 
engineering  support  for  materials  and  design  details. 

Columbia  Oilfield  Supply  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5G4.  Box  4568,  9752  - 60  Ave, 
Ph.(403)437-5110  Fax:436-0229 

Officers  & Key  Personnei  at  this  location: 

Pres.,  Henry  Kilbach; 

Off.Mgr.,  Bruce  Greene; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 


Incorporation:  Alberta  (1989).  Private. 

Type  of  Services  & Supplies:  Drilling  and  servicing  supplies  and 
equipment;  oil  and  gas  production  supplies  and  equipment;  oilfield 
used  equipment. 

No.  of  Employees  in  Canada:  10. 

Comco  Pipe  and  Supply  Co. 

Main  Office:  Edmonton,  AB.  T5J  2K1 . 591 0 - 1 7 St. 

Ph.  (403)  440-2000 

Officers  & Key  Personnel  at  this  location: 

Pres.,  H.J.  MacComb; 

Vice-Pres.  Alta. Reg.,  J.E,  Wray, 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  British  Columbia  (1968).  Private. 

Type  of  Services  & Supplies:  Distribution  to  oil  and  gas,  pulp  and 
paper,  mining,  construction  and  industrial  sectors.  Line  pipe  - up  to  60" 
in  stock,  all  walls,  all  grades  prime  and  commercial.  Flanges  and 
fittings  - all  types,  pressure,  grades.  Valves  - 0MB  forge  steel, 
Walworth,  Rumundi  - cast  steel  and  iron.  Nutron  - ball  valves. 

No.  of  Employees  in  Canada:  120. 

A.  Comeau  & Associates  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2P9.  4718  - 90A  Ave. 

Ph.  (403)  465-9961  Fax:  465-4990 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Alt  Comeau,  P.Eng.; 

Dir.Mktg.,  Neil  McNeil,  R.E.T. 

Type  of  Services  & Supplies:  Electrical  engineering  and  design, 
system  integration  and  automation  specialists,  electronic  research 
and  development  and  manufacturing,  control  software,  Keltronics 
K095  advanced  motor  controllers;  Keltronics  K687  submersible 
pump  controllers;  surge  shop  transient  and  switching  protection; 
Scanwell  oilfield  automation  system;  Keltronics  W295  remote 
terminal  unit. 

Cominco  Engineering  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2W  3X6,  350, 10333  Southport  Rd. 
S.W. 

Ph.  (403)  258-4200  Fax:  258-4218. 

Officers  & Key  Personnel  at  this  location: 

Sr.Proj.Mgr.,  Co-ord,Mktg.,  M.G.  Robertson,  P.Eng.; 

Reg. Mgr.,  T.E,  Smith,  P.Eng. 

TypeofConsulting:CESLprovidesengineering,  procurement,  project 
management,  construction  management  services  to  the  resource 
industires.  Process  technology  and  specialized  equipment  such  as 
bulk  flow  heat  exchangers  and  column  flotation  cells  are  offered  as 
well. 

No.  of  Employees  in  Canada:  270. 

Command  Drilling  Inc. 

Main  Office:  Calgary,  AB.  T2P  3E8.  210, 808  - 4 Ave.  S.W, 

Ph,  (403)  269-7244 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  S.  Bruce; 

Mgr.  Optns.,  Rob  Wagemakers; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1986).  Private, 

Co.  Registered  In:  Alberta,  Saskatchewan, 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  70. 

Commercial  Bearing  Service  (1966)  Ltd. 

Main  Office:  Edmonton,  AB.  TOE  1W9. 10147  - 81  Ave. 

Ph.  (403)  439-2026  Fax:  439-3637 
Toil  Free  Aita.,Sask.&  B.C.  Phone:  (800)  268-4803 
Toll  Free  Alla.,Sask.&  B.C.  Fax:  (800)  361-0714 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ron  Gibbon  (432-1611); 

Mgr.,  Brian  Marcotte  (439-2026). 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1954).  Private. 

Type  of  Services  & Supplies:  Wholesale  distributor  of  bearings, 
power  transmission  equipment,  industrial  and  hydraulic  hose  and 
fittings.  Bearings,  seals,  bushings,  couplings,  lubricant  and  sealants, 
sprockets,  belts  and  sheaves,  speed  reducers,  electric  motors,  driveline 
components,  industrial  and  hydraulic  hose  and  fittings,  tube  fittings. 
No.  of  Employees  in  Canada:  63. 

Compass  Directional  Drilling  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  1W7,  9215  - 70  St. 

Ph.  (403)  446-3461  Fax:  465-6779 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ken  Johnstone. 

Type  of  Services  & Supplies:  Directional  drilling. 
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Complete  Land  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2T5.  812,  603  - 7 Ave.  S.W. 
Ph.(403)265-1000  Fax:265-1600 

Officers  & Key  Personnel  at  this  location: 

Mgng.Dir.,  Brock  Hassell; 

Mgng.Dir.,  Kevin  Viney; 

Main  Banking  Connection:  Royal  Bank  of  Canada, 
Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987). 

Company  Directors:  Brock  Hassell,  Kevin  Viney. 

Affiliations: 

Wholly  Owned:  The  Fishin  Map. 

Type  of  Services  & Supplies:  Seismic  permitting,  exploration 
approvals,  pipeline  searches,  trapper  notification,  air  photo  mosaics 
and  mapping  services. 

No.  of  Employees  in  Canada:  26. 

Complete  Package  Technology  Ltd. 

Main  Office:  Edmonton,  AB.  T6N  1A3. 2887  Parsons  Rd. 
Ph.(403)465-4200  Fax:465-1001 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Jim  Cannell; 

Vice-Pres.,  Dave  Irvine. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987). 

Type  of  Service:  Manufacturer  of  oil  and  gas  separation  equipment. 
Cyclone  separators;  pipeline  scrubbers;  conventional  separators. 

No.  of  Employees  in  Canada:  40. 

Computalog  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3S8.  2000,  530  - 8 Ave.  S.W. 

Ph.  (403)  265-6060 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Contr,  Corp.,  L.A.  Cornez; 

Vice-Pres.  Drig.,  R.G.  Miller; 

Main  Banking  Connection:  Bank  of  Montreal. 

Stock  Exchange  Listing:  Toronto  Stock  Exchange 
Incorporation:  Alberta  (1979).  Public. 

Co.  Registered  In:  Alberta,  British  Columbia,  Manitoba, 
Saskatchewan,  Ontario,  Nova  Scotia,  Newfoundland,  Northwest 
Territories. 

Affiliations: 

Computalog  Drilling  Services,  Inc.,  Computalog  (Jersey)  Ltd,, 
Computalog  U.S.A.,  Inc.,  Computalog  Venezuela  C.A. 

Type  of  Equipment:  Open  hole  wireline  logging  services;  cased  hole 
wireline  logging,  perforating  and  completion  services;  production 
logging  services;  directional  drilling  and  MWD  services;  wireline 
product  design  and  manufacturing  services.  Computalog  has  Open 
Hole  and  Cased  Hole  field  locations  in  Texas,  Louisiana  and  Mexico 
as  well  as  the  branches  listed  above. 

No.  of  Employees  in  Canada:  576. 

Computer  Sonic  Systems  Inc. 

Main  Office:  Calgary,  AB.  T2A  6T7. 2926  - 3 Ave,  N.E. 

Ph.  (403)  235-6533  Fax:  235-6737 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Michael  Monticello; 

Mgr.  Software,  Barry  Beacom; 

Mgr.  R&D,  Bruce  Eisentraut; 

Mgr.  Sub-Surface  Tools,  Kevin  Montpetit. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1990).  Private. 

Co.  Registered  In:  Alberta  (1990). 

Type  of  Services  & Supplies:  Manufacturer  of  cased  hole  logging 
systems,  including  surface  system,  down  hole  tools,  and  software. 
Addition  software  and  hardware  functions  available. 

No.  of  Employees  in  Canada:  17. 

Computest  Oilfield  Services  Inc. 

Main  Office:  Innisfail,  AB.  T4G  1T9.  R.R.4. 

Ph,  (403)227-1520  Fax:227-1407 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Jerald  Penner. 

Concise  Design  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3W1 . 3 00,  736  - 6 Ave,  S.W. 

Ph.  (403)  237-71 60  Fax:  237-7166 
Officers  & Key  Personnel  at  this  location: 

Mgr.,  Eng.,  Rod  Phipps; 

Sr.  Proj.  Eng.,  Dan  Fehr. 

Type  of  Services  & Supplies:  Engineering  design  and  project 
management  for  oil  and  gas  production  and  processing  facilities. 


Concord  Well  Servicing 

Main  Office:  Valleyview,  AB.  TOH  3N0,  Box  1528, 

Ph.(403)  524-2113 

Officers  & Key  Personnel  at  this  location: 

Gen, Mgr.,  Gordon  N.  Vivian; 

Rep.  Mktg.  & Safety,  Pete  Walraven. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1979).  Public. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Parent  Company:  Canadian  Crude  Separators  Inc. 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  50. 

Continental  Emsco  Company  Limited 

(Formeriy:LTV  Energy  Products  Company  Limited) 

Main  Office:  Calgary,  AB.  T2T  5V2.  Box  4012,  Stn.  C. 

Ph.  (403)  298-0800  Fax:  237-6451 
Officers  & Key  Personnel  at  this  location: 

Pres.,  G.R.  Schnell; 

Vice-Pres.  Sis.,  Peter  F.  Dzus; 

Incorporation:  Private. 

Type  of  Services  & Supplies:  LTV  Energy  Products  Company 
Limited  is  a leader  and  partner  in  servicing  the  equipment  and 
technical  needs  of  the  oil  and  gas  industry  and  a manufacturer  and 
supplier  of  a complete  line  of  drilling  machinery  and  sub-surface 
pumps  and  parts  along  with  supplying  a complete  line  of  OCTG,  line 
pipe,  coatings,  FRP  pipe,  steel  valves  and  fittings  plus  related  drilling, 
production  and  gas  well  needs. 

Continental  Energy  Marketing  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2Y5. 1600, 633  - 6 Ave.  S.W. 

Ph.  (403)  297-9800 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Rex  H.  Kary; 

Vice-Pres.,  Alfred  Sorensen; 

Incorporation:  Private. 

Type  of  Services  & Suppiies:  Marketing  of  natural  gasfrom  Canadian 
sources  for  resale  into  Canadian  and  U.S.  markets. 

No.  of  Employees  in  Canada:  14. 

Continental  Hardbanding  Ltd. 

Main  Office:  Edmonton,  AB.  T6C  4J4. 201 OA  Sherwood  Dr. 
Mailing  address:  Sherwood  Park,  AB.  T8A  5L7.  201  OA  Sherwood 
Dr, 

Ph.  (403)  468-4565 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ray  Flexhaug; 

Vice-Pres.,  Diane  Flexhaug. 

Incorporation:  Alberta  (1977).  Private, 

Type  of  Services  & Supplies:  Hardbanding,  drill  pipe,  hevi-wates 
and  collars.  Service  card  328. 

No.  of  Employees  in  Canada:  5. 

Continental  Laboratories  (1985)  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6T5.  3601 A - 21  St.  N.E. 
Ph.(403)250-5125  Fax:291-9556 

Officers  & Key  Personnel  at  this  location: 

Pres.,  J.A.  (Sandy)  Pennington; 

Vice-Pres.,  Mgr.  Mktg.,  Alex  Finnie. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Private. 

Affiliations: 

CL  Consultants  Limited,  Drilltel  Systems  Ltd. 

Type  of  Services  & Supplies:  Geological  wellsite  services  including 
fluid  and  cutfings,  hydrocarbon  well  logging  and  geological  wellsite 
supervision.  Manufacture  and  sales  of  catalytic  filament  total  gas 
detectors  and  hydrogen  flame  chromatographs.  Full  range  of  wellsite 
gas  destectors,  chromatographs  and  drilling  engineering  and  mud 
monitoring  equipment.  Mobile  wellsite  laboratories. 

No.  of  Employees  in  Canada:  35. 

Continental  Rubber  Inc. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  174. 51 1 - 12  Ave. 

Ph.  (403)  955-2802  Fax:  955-8909 
Officers  & Key  Personnel  at  this  location: 

Mgr.Tech.SIs.,  Noel  Campbell; 

Vice-Pres.,Gen.Mgr.,  Steve  Mason. 

Type  of  Services  & Supplies:  Manufacturer  of  custom  rubber  and 
urethane  molded  products  for  service,  drilling,  production  and 
workover  equipment.  Product  design  assistance  offered.  Large 
selection  of  in-house  mixed  rubber  and  urethane  compounds.  In- 
house  elastomer  testing  and  quality  assurance  (traceablility). 
Custom  manufactured  products  such  as:  wellhead  seals,  packoffs, 
0-rings,  B.O.P.  elements  (wellhead  and  production),  union  seal, 
cement  plugs  etc. 


Control  Chemical  Corp. 

Main  Office:  Calgary,  AB.  T2E  6Z4. 6, 2016  - 25  Ave.  N.E. 

Ph.  (403)  291  -9850  Fax:  250-3009 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Philip  A.  Vorvis,  P.Eng.; 

Mgr.  Chemicals,  Gene  Caron; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1989).  Private. 

T ype  of  Services  & Supplies:  Consulting  to  diamond  drilling,  triboloc 
specialists,  watertreatment.  Specialty  polymers,  bentonites,  special 
lubricants,  environmentally  safe  drilling  fluids  and  lubricants. 

No.  of  Employees  in  Canada:  7. 

Control  Drilling  Service  (1987)  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5W6. 5921  - 87A  St. 

Ph.  (403)  465-6006  Fax:  469-8872 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Vern  Burpee; 

SIs.Mgr.,  William  Gerlock. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1987),  Private. 

Co.  Registered  In:  Alberta  (1987). 

Affiliations: 

Parent  Company:  Verjan  Holdings  Ltd. 

Type  of  Services  & Supplies:  Shop  and  field  repair  of  oilfie 
instruments,  automatic  drillers.  Pipe  spinners.  Tongs,  slips,  elevator 
screen  unions,  mud  gauges,  weight  indicators,  slip  dies  and  inser 
drill  pipe  spinners.  Bell  automatic  driller;  Spinnerhawk  drill  pi| 
spinner;  Foley  manual  tongs;  I nternational  T ool  kelly  spinner;  Custo 
die  and  insert. 

No.  of  Employees  in  Canada:  9. 

Cooper  Energy  Services 

divison  of  COOPER  INDUSTRIES  (CANADA)  INC. 

Main  Office:  Calgary,  AB.  T2P  3C5.  870, 401  - 9 Ave.  S.W. 

Ph.  (403)  237-8320  Fax:  263-3480 
Officers  & Key  Personnel  at  this  location: 

Reg.Dir.  Northwest  North  America,  Ronald  E.  Evans; 

SIs.Mgr.,  Robert  D.  Carter. 

Incorporation:  Private. 

Co.  Registered  In:  Ontario. 

Affiliations: 

Parent  Company:  Cooper  Industries  (Canada)  Inc. 

Type  of  Services  & Supplies:  Manufacture,  Sales,  Service,  Rep 
Parts,  Overhaul,  and  Machine  Shop  for  Engines,  Compressors  a 
Gas  Turbines.  COOPER-BESSEMER  integral  gas  engii 
compressors,  separable  compressors,  centrifugal  compressors  a 
gas  turbines.  SUPERIOR  engines  and  compressors.  AJAX  integ 
compressors.  PENN  motor  driven  compressors. 

No.  of  Employees  in  Canada:  55. 

Cooper  Industries  Canada  Inc.,  Cooper  Oi 
Tool  Division 

Main  Office:  Edmonton,  AB.  T6E  5S9. 5003  - 93  St. 

Ph.  (403)  434-3476  Fax:  437-7397 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  J.H.  Dicarlo; 

Dist.Mgr.,  P.J.  Ray; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Private. 

Affiliations: 

Parent  Company:  Cooper  Industries  Inc. 

Type  of  Services  & Supplies:  Manufacture,  sales  and  service 
Cameron,  WKM,  Willis,  McEvoy,DemcoandThornhili-Craverprodui 
for  the  oil,  gas  and  industrial  markets  worldwide.  The  produr 
manufactured  under  these  brand  names  are  Gate,  Ball,  and  Butter 
values,  wellhead  equipment,  chokes,  Christmas  trees,  BOP  equipme 
controls  and  drilling  equipment  for  standard  and  critical  onsho 
offshore  and  subsea  applications. 

No.  of  Employees  in  Canada:  80. 

Cooper,  Rolls  Corp. 

Main  Office:  Calgary,  AB.  T2P  3C5,  870, 401  - 9 Ave.  S.W, 

Ph.  (403)  237-8325  Fax:  263-3480 
Officers  & Key  Personnel  at  this  location: 

SIs.Mgr.,  Robert  D.  Carter. 

Incorporation:  Private, 

Co.  Registered  In:  Alberta, 

Type  of  Services  & Supplies:  Supply  of  gas  turbine  compressi 
equipment.  Turbine/compressor  units. 

Copyseis  Ltd. 

Main  Office:  Calgary,  AB.  T2H  1Z7.  5677  Burleigh  Cr.  S.E. 

Ph.  (403)  253-3425  Fax:  255-3721 
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Company  Profiles 


fficers  & Key  Personnel  at  this  location: 

es.,  R.D.  (Bob)  Benzen; 

ce-Pres„  Brenda  Pedersen; 

ain  Banking  Connection:  Royal  Bank  of  Canada. 

corporation:  Alberta  (1989).  Private. 

'pe  of  Services  & Supplies:  Seismic  data  demultiplexing, 
formatting  and  copying. 

).  of  Employees  in  Canada:  7. 

lOrab  Services  Ltd. 

ain  Office:  Calgary,  AB.  T2G  4B9. 4609  Manitoba  Rd.  S.E. 
1.(403)243-8170  Fax:243-4024 

ficers  & Key  Personnel  at  this  location: 
es.,  W.C.  Cook. 

Jin  Banking  Connection:  Bank  of  Nova  Scotia. 

:orporation:  Alberta  (1965).  Private, 
pe  of  Services  & Supplies:  Manufacture  and  sale  of  services  - 
itals,  leases  and  lease  purchases.  Manufacture  of  portable  buildings, 
llsite  accommodations,  camps  and  relocatable  structures. 

I.  of  Employees  in  Canada:  12. 

ord  Projects  Ltd. 

lin  Office:  Calgary,  AB.  T2W  4X9. 400, 10201  Southport  Rd. 

N. 

,.  (403)  258-8000  Fax:  252-2291 
ficers  & Key  Personnel  at  this  location: 

l^s.,  J.K.  Read; 

jin. Mgr.,  Bryan  Hamilton. 

lin  Banking  Connection:  Royal  Bank  of  Canada, 
torporation:  Alberta  (1978).  Private. 

[illations: 

ole  Systems  International  Ltd.,  The  Colt  Companies,  Colt 
gineering  Corporation. 

pe  of  Service:  EPC  and  general  contractor  for  the  design  and/or 
,istruction  of  facilities  for  the  oil,  gas,  heavy  oil,  refinery  and  petro 
5mical  industries. 

of  Employees  in  Canada:  150. 

bre  Laboratories 

division  of  Western  Atlas  Canada  Ltd. 

'in  Office:  Calgary,  AB.  T2E  7R2. 1540  - 25  Ave.  N.E. 
(403)250-4000  Fax:250-5120 

icers  & Key  Personnel  at  this  location: 
p.Mgr.,  Brian  Parsons; 
r.  Bus.Dev.,  Patti  Shannon, 
in  Banking  Connection:  Canadian  imperial  Bank  of 
mmerce. 

orporation:  Canada  (1951).  Private. 

illations: 

:ent  Company:  Western  Atlas  International  Inc. 

3e  of  Services  & Supplies:  Conventional  and  special  core  analysis; 
rophysical  measurements  including  capillary  pressure,  electrical 
perties  and  acoustic  velocity,  log  analysis,  formation  damage 
jdies,  secondary  and  tertiary  oil  recovery  studies  (EOR)  coal  bed 
thane  gas  absorption,  x-ray  diffraction  and  SEM  studies  of  clays; 

; analysis;  reservoir  fluid  studies;  water,  oil  and  general  chemical 
ilysis,  ambient  air  monitoring,  photography,  digital  Imaging, 
lironmental  services, 
of  Employees  in  Canada:  120. 

)rvet  Construction  (1977)  Ltd. 

in  Office:  Coronation,  AB.  TOC  ICO.  Box  190. 

1(403)578-3535  Fax:578-3353 

icers  & Key  Personnel  at  this  location: 

^.,  E.A.  Zaparniuk; 

^-Pres.  Optns.,  Lome  Zaparniuk. 
m Banking  Connection:  Alberta  Treasury  Branches, 
orporation:  Alberta  (1961).  Private, 
illations: 

'arniuk  Holdings  Ltd. 

le  of  Service:  Pipeline  construction.  Drilling  site  preparation, 
inup  and  reclamation. 

of  Employees  in  Canada:  50. 

mgarTool  Inc. 

jn  Office:  Edmonton,  AB.  9705  - 56  Ave. 

ling  address:  Edmonton,  AB.  T6C  4G2.  Box  5770,  Stn.  L. 

'(403)  437-5277  Fax:  437-7666 
cers  & Key  Personnel  at  this  location: 

5.,  Raymond  LaBonte; 

;-Pres.  Fin.,  Tim  Carlson, 
brporation:  Private, 
of  Employees  in  Canada:  20. 


Country  Flags 

Main  Office:  Mossleigh,  AB.  TOL  1 PO.  Box  77. 

Ph.  (403)  534-3740  Fax:  534-2359 
Calgary  Phone:  (403)  269-4117 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Kay  Kidd; 

Sec-Treas.,  Lynn  Thornhill. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1988).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Manufacturer  and  supplier  of  flags  and 
banners  and  novelty  pins.  Flags,  banners  and  pins  (both  custom  and 
stock).  Carry  a complete  line  of  provincial,  national  and  international 
flags. 

No.  of  Employees  in  Canada:  6. 

Coyote  Oilfield  Rentals  (Alta)  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  65, 1, 702  - 18  Ave. 

Ph.  (403)  955-2456  Fax:  955-3464 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  D.S.  (Doug)  Hancock; 

Sec-Treas.,  Donna  Harp-Hancock. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1978).  Private. 

Type  of  Services  & Supplies:  Rental,  sales  and  service  of  oilfield 
equipment  and  drilling  tools.  Centrifuges,  premix  tanks,  pumps,  shale 
shaker  screens,  enviro-vacs,  shock  subs,  jars,  key  seat  wipers, 
downhole  tools. 

No.  of  Employees  in  Canada:  14. 

CPW  Valve  & Instrument  Co.  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  1J7. 11620-  170  St. 

Ph.(403)  451-6888 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  W.J.  Hollands. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1961).  Private. 

Type  of  Services  & Supplies:  Manufactures  liquid  filled  pressure 
gauges. 

No.  of  Employees  in  Canada:  12. 

Crane  Supply 

(Division  of  Crane  Canada  Inc.) 

Main  Office:  Calgary,  AB.  T2H  0P2.  Box  5450,  Stn.  A. 

324  - 58  Ave.  S.E. 

Ph.  (403)  252-781 1 Fax:  255-2665 
Officers  & Key  Personnel  at  this  location: 

Mgr.Alta.,  Don  Finch; 

Mgr.Ind.SIs.,  Cliff  Richardson. 

Type  of  Services  & Supplies:  Supplier  of  pipe,  weld  fitting  and 
flanges;  all  types  of  fitting  F.S.,  Mall,  copper;  valves  - brass,  iron 
steel,  gates,  globes,  checks  and  ball  valves.  Plumbing  and  heating 
supplies. 

Crawler  Sales  Limited 

Main  Office:  Spruce  Grove,  AB.  T7X  3B4,  Box  4264. 

Ph.  (403)  962-8586  Fax:  962-9465 
Officers  & Key  Personnel  at  this  location: 

SIsmn.,  Jay  Henitiuk; 

Sismn.,  Mike  Henitiuk. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1984).  Private. 

Type  of  Services  & Supplies:  Sales,  rental,  and  repair  of  heavy 
construction  equipment  attachments  and  parts. 

No.  of  Employees  in  Canada:  10. 

CRC-EVANS  Canada  Ltd. 

Main  Office:  Edmonton,  AB.  T6P  1 P8. 2005  - 80  Ave. 

Ph.  (403)  440-2005  Fax:  440-4952 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Laurence  Wenger; 

Vice-Pres.,  Gen. Mgr.,  Kevin  Wenger; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1977).  Private. 

Affiliations: 

CRC  Evans  Pipeline  International,  Inc. 

Type  of  Services  & Supplies:  Pipe  bending,  line-up,  cleaning, 
wrapping,  ditching  equipment,  and  other  equipment  and  supplies  for 
use  by  pipeline  contractors  and  owners.  Beveling  machines,  holiday 
detectors  lower  in  belts,  slings,  pipeline  pigs,  ditching  machine  teeth 
and  parts,  brushes,  grinding  discs,  gloves,  files,  welding  blankets, 
spacing  tools,  umbrellas,  tongs,  clamps,  etc. 

No.  of  Employees  In  Canada:  16. 


CRC  Wellhead  Supply  Limited 

Main  Office:  Edmonton,  AB.  T6B  2T7.  3771  - 74  Ave. 

Ph.  (403)  465-5414  Fax:  466-1899 
Officers  & Key  Personnel  at  this  location: 

Owner/Operator,  Donald  H.  Cox. 

Type  of  Services  & Supplies:  API  flanges;  tubing  head  adaptors; 
flow  tees  and  crosses;  wellhead  top  adaptors;  studded  crosses  and 

Crewing  International  Inc. 

Main  Office:  Edmonton,  AB.  T6P  1 K1 . 3201  - 84  Ave. 

Ph.  (403)  449-1 051  Fax:  449-1 058 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Dan  Widney; 

Vice-Pres.,  Mark  Widney; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993). 

Affiliations: 

Parent  Company:  Brockham  Oilwell  Servicing  (1986)  Ltd. 

T ype  of  Services  & Supplies:  Employment  agency,  personnel  service 
for  overseas. 

No.  of  Employees  in  Canada:  3. 

Crossbow  Machine  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  3M8. 4124  - 78  Ave. 

Ph.(403)  469-8129 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Joe  Lallh. 

Type  of  Services  & Supplies:  Oil  and  gas  equipment  parts. 

Crossroads  C & I Distributors  Inc. 

Main  Office:  Edmonton,  AB.  T5S  1 N7. 1 1 724  - 1 80  St. 

Ph.(403)  452-7410 

Officers  & Key  Personnel  at  this  location: 

Partner,  Bill  Haun. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Insulation  fabricators  and  distributors. 

No.  of  Employees  in  Canada:  30. 

Crossroads  Oilfield  Contracting  Ltd. 

Main  Office:  Lacombe,  AB.  TOC  ISO.  Box  1146, 4261  - 45A  Ave. 
Ph.  (403)  782-4886  Fax:  782-2450 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  Busat; 

Sec-Treas.,  Vivian  Busat. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1979).  Private. 

Type  of  Services  & Supplies:  Oilfield  maintenance  and  construction. 
Setting  up  compressors,  pump  jacks,  separators  and  treaters,  etc. 
Shop  and  field  welding,  400  barrel  skid  mounted  storage  tanks  and 
separator  rentals,  oilfield  hauling,  pile  driver,  12  ton  picker  complete 
with  Hiboy. 

Crown  Well  Servicing  Ltd. 

Main  Office:  Edmonton,  AB.  T6N  1 A9. 10035  - 29A  Ave. 

Ph.  (403)  462-4730  Fax:  461  -9676 

Calgary  Edmonton  Direct  Line:  (403)  236-9234 

Fax:  (403)  266-0986 

Sales  Office:  (403)  232-6310 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Wm.  Guzak; 

Gen. Mgr.,  Bob  Guzak; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1971).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Equipment:  One  snubbing  unit  72",  32,850  dNa  Capacity. 
No.  of  Employees  in  Canada:  75. 

C.S.M.C.  Oilfield  Sales  & Rentals 

Main  Office:  Nisku,  AB.  TOC  2G0. 605  - 21  Ave. 

Ph.  (403)  955-7534  Fax:  955-2782 
Officers  & Key  Personnel  at  this  location: 

Shop  Mgr.,  Derek  Truss; 

Shop  Frmn.,  Vern  Keikke. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1979).  Private. 

Co.  Registered  In:  Alberta  (1982). 

Affiliations: 

C.S.M.C.  Investments  Ltd. 

Type  of  Services  & Supplies:  New  and  reconditioned  oil  and  gas 
process  equipment,  separators,  de-hydrators,  treaters,  line  heaters, 
manifold  assemblies,  flare  knock  out  tanks,  water  disposal  skids. 

No.  of  Employees  in  Canada:  27. 
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Cub  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2R  0E4.  2 FI.,  708-  11  Ave.  S.W, 

Pfi.  (403)  296-9000  Fax:296-9010 

Officers  & Key  Personnei  at  this  iocation: 

Pres.,  Steven  Westby. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1993)  Private. 

Co.  Registered  In:  Alberta  (1993) 

No.  of  Employees  in  Canada:  50. 

Cubex  Limited 

Main  Office:  Calgary,  AB.  T2V  2X4.  9298  Horton  Road  S.W. 

Ph.  (403)  258-1 544  Fax:  253-01 64 
Officers  & Key  Personnel  at  this  location: 

Sec-Treas.,  Gen.Mgr.,  W.E.J.  (Bill)  Wilson. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Canada  (1972).  Private. 

Type  of  Services  & Supplies:  Air  percussion  hammers  and  button 
bits  rentals  and  sales.  Dual  property  carbide  bits. 

No.  of  Employees  in  Canada:  43. 

Cummins  Alberta 

Main  Office:  Edmonton,  AB.  T5L  2T2. 14755  - 121  A Ave. 

Ph.  (403)  455-21 51  Fax:  454-951 2 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen.Mgr.,  E.W.  Stahl; 

Serv.Mgr.,  Larry  Kluthe; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  (1980).  Private. 

Type  of  Services  & Supplies:  Sales  and  service  of  diesel  engines, 
power  units  and  generator  sets.  Rental  generators.  Cummins  diesel 
engines  and  parts. 

No.  of  Employees  in  Canada:  106. 

Curtis  Reclamation  Service  Ltd. 

Main  Office:  Rocky  Mtn.  House,  AB.  TOM  1T0.  Box  490. 

Ph.  (403)  845-4774 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Wayne  Konetsky; 

Sec-Treas.,  Mary  Konelsky. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1981).  Private. 

Type  of  Services  & Supplies:  Drilling  waste  management,  sump 
sampling,  analysis,  land  spreading  liquids  or  solids,  invert  land 
farming,  site  reclamation,  lease  abandonments,  revegetation  and 
erosion  control,  reclamation  certificates,  water  treatment,  irrigation 
equipment,  pump  units. 

No.  of  Employees  in  Canada:  12. 

Custom  Environmental  Services  Ltd. 

Main  Office:  Edmonton,  AB.  T6P  1L6. 7722  - 9 St. 

Ph.  (800)  661  -5792  Fax:  (403)  440-2428 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Brian  Winters; 

SIs.Mgr.  Gerry  Gerke. 

Type  of  Services  & Supplies:  Environmental  and  regulated  waste 
materials  management  performance  consulting.  Our  systems  for 
environmental  risk  assessment,  USTs,  remedial  site  services, 

PCB  management  personal  and  environmental  protection  products 
are  tested  and  recognized. 

Cut-Rite  Tubular  Services  Ltd. 

Main  office:  Nisku,  AB.  TOC  2G0. 1304-7  St. 

Ph.(403)  955-3314  955-8979. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Art  Scott; 

Mgr.,  Don  Hodge. 

Type  of  Services  & Supplies:  Oilfield  tubular  inspection  and 
maintenance,  in  plants  and  on  location  inspection,  thread  repairs, 
couplings  changed  and  pipe  I.D.  and  O.D.  cleaned.  Pup  joints, 
wear  joints,  couplings,  thread  protectors. 

C & V Portable  Accommodations  Ltd. 

Main  Office:  Calgary,  AB.  6633  - 86  Ave.  S.E. 

Mailing  address:  Calgary,  AB.  T2A  6A6.  Box  748,  Stn.  J. 

Ph.  (403)  279-7451  Fax:  279-8740 
Officers  & Key  Personnel  at  this  location: 

Pres.,  W.A.  (Tim)  Vermaat; 

Sec-Treas.,  M.J.  (Rene)  Cramer. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1977).  Private. 

Type  of  Services  & Supplies:  Trailer  rentals,  double  enders,  single 
units,  toolpusher  units,  rig  operations  centers  - single  and  two  storey, 
trailer  repairs  and  overhauls.  Manufacturing,  drillcamps,  wellsite 
trailers,  offices,  office/MCC  units,  steel  fire  rated  offshore  mud  logging 


trailers  (Canadian  Coastguard  Approved).  Relocatable  schools,  fire 
halls  and  motels.  Wood  frame  metal  clad  prewired  sectional  buildings 
for  gas  plants.  Shipping  container  type  wellsites  and  camps.  Wellsite 
accommodation  rentals. 

No.  of  Employees  in  Canada:  30. 

Cyntech  Resource  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2R  1H5.  810, 1520-4  St.  S.W. 
Ph.(403)228-1767  Fax:245-6632 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Neale  Johannesson; 

Vice-Pres.,  Zita  A.  Fulawka, 

Main  Banking  Connection:  Canadian  Western  Bank. 
Incorporation:  (1981).  Private. 

Company  Directors:  Zita  A.  Fulawka,  Neale  Johannesson. 

Type  of  Services  & Supplies:  Consulting  services,  enhanced  recovery 
services,  operations  and  maintenance  services,  tank  upgrading 
services. 

No.  of  Employees  in  Canada:  15. 

Cypress  Security  Products  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6X8. 5A,  4101-19  St.  N.E. 

Ph.(403)250-1967  Fax:250-1969 

Toll  Free:  (800)  561-1967 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Bruce  Bohnet  (279-0972). 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1990).  Private. 

T ype  of  Services  & Supplies:  Padlocks,  lockouts,  safes,  key  cabinets, 
security  seals,  watch  clocks,  electromagnetic  locks,  electric  strikes, 
security  and  builders  hardware. 

No.  of  Employees  in  Canada:  3. 

D.A.  Electric  Ltd. 

Main  Office:  Lethbridge,  AB.  T1H  3Z3.  220  - 31  St.  North. 

Ph.  (403)  328-4849  Fax:  327-3526 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Del  Allen; 

Vice-Pres.,  Don  Allen. 

Incorporation:  Private. 

No.  of  Employees  in  Canada:  60. 

Dacro  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  4W8.  9325  - 51  Ave. 

Ph.  (403)  434-8900 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Lome  Oswald; 

Vice-Pres.  Mktg.,  Barry  Kossowan,  P.Eng. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1974).  Private. 

T ype  of  Service:  Custom  fabrication  of  pressure  vessels  and  process 
towers/columns.  Welding. 

No.  of  Employees  in  Canada:  120. 

Daily  Oil  Bulletin 

Main  Office:  Calgary,  AB.  T2R  1N7.  300, 999  - 8 St.  S.W. 

Ph.  (403)  244-61 1 1 Fax:  245-8666 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.  West,  Ward  Brandow; 

Publisher,  Editor,  Rick  Charland; 

Incorporation:  Private. 

Affiliations: 

Parent  Company:  Southern  Inc. 

Partly  Owned:  C.O.  Nickle  Publications,  Southern  Information  and 
Technology  Group. 

Type  of  Services  & Supplies:  Specialized  daily  report  covering  all 
phases  of  the  oil  and  gas  industry.  Each  report  contains  industry 
highlights  gathered  right  up  to  12:00  noon  deadline.  Drilling  report 
features  latest  available  depth  and  pertinent  data  on  all  active  wells  in 
western  Canada  as  well  as  frontier  areas.  Special  Monday-Tuesday 
summary  lists  all  wells  stakedforthe  past  week,  drilling  and  completions 
by  townships  and  range  for  convenient  map  preparation.  Large 
number  of  statistic  surveys,  as  well  as  other  industry  surveys  of 
activity  developed  over  many  years  give  proper  perspective  to  present 
day  activity.  (Ten  day  free  trial  subscription  available  on  request). 
Electronic  and  fax  editions  also  offered. 

No.  of  Employees  in  Canada:  14. 

DANA  Technical  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2V  1 V2. 224  Oakridge  Place  S.W. 
Ph.(403)238-1349  Fax:238-1521 

Officers  & Key  Personnel  at  this  location: 

Pres. .Paul  E.  d'Haene. 

Type  of  Services  & Supplies:  Process  design,  gas  processing, 
sulphur  recovery  expertise. 


Danco  Equipment  Inc. 

Main  Office:  Calgary,  AB.  T2H  0N3. 334  - 53  Ave.  S.E. 

Ph.  (403)  253-6421 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Hugo  W.  Naten; 

Br.Mgr.,  Dan  Fielden; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Sales,  repairs  and  installation  of  trucl< 
mounted  hydraulic  cranes,  winches,  PTOs,  fifth  wheels,  drive  line  an 
mobile  hydraulics.  Two  25  ton  straight  booms  and  40  ton  foldin 
hydraulic  truck  cranes,  mechanical  and  hydraulic  winch,  PTOs  an 
transfer  boxes,  hydraulic  pumps  and  product  pumps.  Manufacturer 
of  load  decks,  custom  rigging,  bumpers. 

No.  of  Employees  in  Canada:  95. 

Daniel  Industries  Canada 

Main  Office:  Calgary,  AB.  T2C  2G5. 4215  - 72  Ave.  S.E. 

Mailing  address:  Calgary,  AB.  T2H  2H2.  Box  727,  Stn.T. 
Ph.(403)279-1879  Fax:236-1337 

Toll  Free  Alberta:  (800)  242-3197 

Officers  & Key  Personnel  at  this  location: 

Gen.Mgr.,  Fred  Knoll. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (91). 

Type  of  Services  & Supplies:  Flow  metering  equipment. 

No.  of  Employees  in  Canada:  45. 

Dann’s  Welding 

Main  Office:  Hinton,  AB.  T7V  1H2. 126  Scott  St. 

Ph.  (403)  865-4032 

Officers  & Key  Personnel  at  this  location: 

Owner,  Ron  Pelechytik. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Private. 

Type  of  Services  & Supplies:  Welding  - machining  general. 

No.  of  Employees  in  Canada:  10. 

Danvic  Associates  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2L7.  9,  6320  - 1 1 St.  S.E. 

Ph.  (403)  253-2655  Fax:  259-6432 
Officers  & Key  Personnel  at  this  location: 

SIs.Mgr.,  Bob  deary. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Filtration  and  coalescing  separatk 
systems  for  liquids  and  gases,  using  high  efficiency,  absolute  ratr 
microfiber  media.  Water/amine/glycol  filters;  gas  filters  and  coalescer 
liquid/liquid  separating  coalescers;  airfilters;  hydraulic  filters;  comple 
vessel  and  skid  design  fabrication.  Upgrade  series  of  absolute  rate 
microfiber  elements  to  retrofit  any  vessel.  Membrane  separatir 
systems  for  removal  of  CO^  from  natural  gas. 

Data  General  (Canada)  Inc. 

Main  Office:  Calgary,  AB.  T2P  0Z5. 500,  727  - 7 Ave.  S.W. 

Ph.  (403)  269-2656  Fax:  269-2736 
Officers  & Key  Personnel  at  this  location: 

SIs.Mgr.,  Jeff  Goldstein; 

Acct.Exec.,  Allan  Larmour. 

Type  of  Services  & Supplies:  Manufacturer  of  RISC  based  opi 
systems  computers,  personal  computers  and  disk  array  systerr 
Provide  wide  area  and  local  area  networking  consulting,  implementati 
and  turnkey  support.  Inexpensive,  fault  tolerant  disk  array  syster 
providedfor  Data  General,  Sun,  HP  and  IBM  open  system  compute 
Complete  oil  and  gas  software  solutions  supported  on  Data  Genera 
open  systems  Aviion  product  line  - including  workstations  and  serve 

Datalog  Technology  Inc 

Main  Office:  Calgary,  AB.  T2G  3B9.  3030  - 9 St.  S.E. 

Ph.  (403)  243-2220  Fax:  243-2872 
Modem:  243-2920 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ian  Underdown; 

Vice-Pres.  Optns.,  SIs.Mgr.,  Paul  Hutchin; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1986).  Private. 

Affiliations: 

Datalog  Alpha  Lta  (South  America),  Datalog  Technology  (Far  Ea 
Pte  Ltd,  Datalog  Technology  Ltd  (UK). 

Type  of  Services  & Supplies:  Complete  mud  logging  service  frr 
rental  gas  detectors  to  online  data  units  for  drilling  monitoring  a 
optimization  - worldwide.  High  speed  gas  analysis  (Cl  -C5  30  second 
Multi  user  drilling  monitoring  systems.  Advanced  geological  a 
drilling  engineering  monitoring  software. 

No.  of  Employees  in  Canada:  35. 
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laval  Industries  Incorporated 

ain  Office:  Nisku,  AB.  TOC  2G0.  Box  368,  702  - 18  Ave. 

1.  (403)  955-7457  Fax;  955-7022 
fficers  & Key  Personnel  at  this  location: 
gr.,  Gary  Patrick; 
s.Mgr.,  Don  Lehman. 

ipe  of  Services  & Supplies:  Provide  production  optimization, 
as  compressors  - manufacturing,  sales,  senrice,  parts,  leasing, 
ickaging.  Types-Walking  Beam  gas  compressors,  Corken 
piprocating  gas  compressors. 

lavco  Machine  Ltd. 

ain  Office:  Grande  Prairie,  AB.  T8V  5N3.  Box  17,  Site  1,  R.R.3. 
n.  (403)  532-1850  Fax:532-3626 

rficers  & Key  Personnel  at  this  location: 
tec.Off.,  David  S.  Fenton. 

'pe  of  Services  & Supplies:  Custom  sawmill  equipment,  logging 
luipment,  feed  rolls,  steel  fabrication,  machining,  overhead 
anes. 

ocky  Davis  Jacking  Services 

ain  Office:  Valieyview,  AB.  TOH  3N0.  Box  180. 

I.  (403)  524-3459 

dicers  & Key  Personnel  at  this  location: 
gr.,  Rocky  Davis; 

apatcher.  Rep.  Acctg.,  Heather  Davis. 

Mn  Banking  Connection:  Alberta  Treasury  Branches. 
Corporation:  Private, 

|pe  of  Services  & Supplies:  Rig  jacking  - rig  levelling,  jacking  - 
'elling  and  alignment  of  rig  subs  and  buildings.  Alberta,  British 
ilumbia  and  Saskatchewan.  Oilfield  planking,  hydraulic  jack  rentals. 
L of  Employees  in  Canada:  5. 

aymar  Well  Logging  Ltd. 

Jin  Office:  Bragg  Creek,  AB.  TOL  OKO.  Box  24. 

,(403)  250-9189 

ficers  & Key  Personnel  at  this  location: 

bs.,  D.A.  (Dave)  Williams. 

lin  Banking  Connection:  Royal  Bank  of  Canada, 

Corporation:  Alberta.  Private. 

pe  of  Services  & Supplies:  Hydrocarbon  well  logging  and  geology, 
i I.  of  Employees  in  Canada:  4, 

P Stratabit  (Canada)  Ltd. 

lin  Office:  Calgary,  AB.  T2P  3G2.  2100,  840  - 7 Ave.  S.W. 

:.  (403)  263-8025  Fax:  237-9244 
ficers  & Key  Personnel  at  this  location: 

^s.,  Gen. Mgr.,  Reubin  E.  Nehring  (264-6702); 
ir.  Mktg.,  G.R.  Bennett; 

jin  Banking  Connection:  Royal  Bank  of  Canada. 

' orporation:  Alberta.  Private. 

[illations: 

' fesser  industries  Inc. 

jpe  of  Services  & Supplies:  The  leader  in  coring  and  Drilling 
phnology  serving  the  Oil  and  Gas  Industry  with  locations  throughout 
Jstern  Canada.  DB  Stratabit  (Canada)  Ltd.,  offers  a full  line  of  Coring 
y Drilling  Equipment:  Performance  Drilling;  Sponge  Coring  Service 
pilerUnitstodeterminefluid  saturation,  rock  properties  and  lithology 
Hhe  formation;  Fibretube  Inner  Barrels  for  enhanced  recovery; 
minum  Inner  Barrels  for  enhanced  recovery;  Plastic  Liners  to 
jtainerize  core;  Conventional  Core  Barrels  in  all  sizes  and  lengths; 
re  Barrels  and  Core  Bits  for  Horizontal  Coring;  Electronic  Oriented 
ring  equipment,  Vertical  or  Horizontal;  Posi-Close  Core  Barrels  for 
jrd-to-recover”  formations  - Positive  Full  Closure;  Low-Invasion 
re  Bits  to  diminish  formation  damage  for  soft,  fractured  or  vuggy 
(nations;  Natural  Diamond/PDC  Core  Bits  from  3 3/4"  to  17  1/2"; 
jetrack  Drill  Bits.  Horizontal  Drill  Bits:  PDC,  Natural  Diamond, 
i lax.  Drill  Bits:  PDC,  Natural  Diamond,  tripax  (Anti-Whirl  - performance 
ling).  Drilling  Stabilzers.  Underreamers  and  Hole  Openers  with 
C cutters  (gravel  pack,  hole  opening).  Drilling  Jars,  Shock  Subs, 
nel  Collars,  Mud  Motors  for  straight  hole  drilling,  Natural  Diamond 
sing  Mills  - all  styles,  Washover  Shoes, 

! & D Machine  Works  Ltd. 

I in  Office:  Lethbridge,  AB.  T1J  3Z8.  Box  872, 3010-6  Ave.  N. 
i (403)  328-8242  Fax:  320-8723 
leers  & Key  Personnel  at  this  location: 

!C.Off,,  Dennis  F,  Barbour. 

)e  of  Services  & Supplies:  Drilling  rigs;  hydraulic  cylinders; 
/ (torn  built  equipment;  tools;  dies. 

)an’s  Oilfield  Services  Ltd. 

In  Office:  Stettler,  AB.  TOC  2L0.  Box  728  4910  ■ 43  St, 

- 1(403)742-3330 
; Free:  (800)662-7131 


Officers  & Key  Personnel  at  this  location: 

Pres.,  Dean  Jones; 

Sec.,  Trent  Moore. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1985).  Private. 

Type  of  Services  & Supplies:  1 hot  oiler  3.5  million  BTU  burner;  6 
crude  hauling  1 00  bbis.;  4-5  Axleandor  truck-pup;  2 fresh  water  hauling 
1 00  bbIs.  or  1 6m^;  2 acid  haulers  and  chemical  (fiberglass)  1 00  bbl.  or 
16m^;  1 pressure  truck;  2 methanol  and  glycol  truck  8m^;  2 vacuum 
trucks;  tank  and  separator  rentals  2 bed  trucks. 

No.  of  Employees  in  Canada:  31 . 

Decarsoo  Rentals  (1984)  Ltd. 

Main  Office;  Leduc,  AB.  T9E  6M3.  Box  3568, 

5902  - 44  A St. 

Ph.  (403)  986-3476  Fax:  986-6466 
Officers  & Key  Personnel  at  this  location: 

Pres.,  L.L.  (Pat)  Lehman; 

Optns.Mgr.,  Barry  Moore. 

Type  of  Services  & Supplies:  Rental  of  oilfield  equipment.  Drill 
pipe,  grades  E,X,G  and  S;  drill  collars;  Hevi-Wate  drill  pipe; 
handling  tools;  subs;  premix  tanks;  surface  tanks;  degassers; 
desanders;  desilters;  rig  matting;  shock  subs;  stabilizers,  well  sites. 

Decoking  Descaling  Technology  Inc. 

Main  Office:  Lacombe,  AB.  TOC  1 SO.  Box  70,  3,  4673  - 46  St. 

Ph.  (403)  346-7444  Fax:  342-7447 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Orlande  Sivacoe; 

Mgr.  Sls.&  Mkt.  Development,  Mei  Gordon; 

Incorporation:  Alberta  (1991).  Private. 

Type  of  Services  & Supplies:  Decoking  Descaling  Technology  Inc. 
a proven  concept  in  progressive  pigging  of  any  piping  system,  from 
delayed  cokers  and  fired  heaters  in  refineries  and  petro-chemical 
plants  to  pipe  lines  and  brine  lines.  Our  flexible,  resilient  pigg  with 
removable  and  interchangeable  studs  cleans  and  deposits  ranging 
from  iron  sulphides  to  calcium.  Our  work  is  guaranteed  and 
environmentally  friendly.  Pig  sizes  available  from  3/4"  to  48". 

No.  of  Employees  in  Canada:  20. 

Delta  Catalytic  Engineering  and 
Construction  Ltd. 

Main  Office:  Calgary,  AB,  400, 8500  Madeod  Tr.  South. 

Mailing  address:  Calgary,  AB.  T2H  2N1 . Box  5244,  Stn.A. 
Ph.(403)258-6411  Fax:255-1421 

Officers  & Key  Personnel  at  this  location: 

Pres.,  W.W.  Cody; 

Vice-Pres.  Bus.Dev.,  Murray  E.  Propp; 

Main  Banking  Connection:  Alberta  Treasury  B.ranches. 
incorporation:  Alberta  (1986).  Private. 

Affiliations: 

Babcock  Wilcox  Construction  Co.,  Inc.,  Babcock  Wilcox  Industries 
Ltd.,  Catalytic  Expert  Systems,  CMi  Rentals  inc.,  Delta  Catalytic 
(UK)  Limited,  Delta  Catalytic  Constructors  Ltd.,  Delta  Catalytic 
Engineering  Ltd.,  Delta  Catalytic  Environmental  Services  Ltd.,  Delta 
Catalytic  Industrial  Services  Ltd.,  Delta  Catalytic  International  Corp., 
Delta  Catalytic  Limited,  Delta  Catalytic  Plant  Services  Ltd,,  Delta 
Catalytic  Saudi  Arabia,  Delta  Hudson  International  Inc.,  Deita 
Hudson  International,  Ltd.,  Deita  Ser'/-Tech,  McDermott 
International,  Inc.,  Tecnar  Automation  Ltee.,  Tiger  Sulphur 
Operations  Ltd.,  Trispec  Technical  Services  Ltd. 

Type  of  Service:  Delta  Catalytic  Engineering  and  Construction  Ltd.  is 
a fully  integrated  design,  engineering,  procurement  and  construction 
company  engaged  in  the  development  and  application  of  advanced 
technologies  in  plants  for  the  hydrocarbon  processing,  hazardous 
waste  management,  cogeneration,  energy  from  waste,  sulphurforming 
and  other  industries. 

No.  of  Employees  in  Canada:  600. 

Delta  Catalytic  Industrial  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2N2.  Box  5276,  Stn.  A. 

Ph.  (403)  258-6899  Fax:  258-6875 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.O.O.,  W.W.  Cody; 

Gen. Mgr.  Optns.,  N.L.H.  Frederiksen; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1952).  Private. 

Affiliations: 

Parent  Company:  Deita  Catalytic  Corporation 
Wholly  Owned:  Delta  Catalytic  Plant  Services  Ltd. 

Other:  Catalytic  Maintenance  Ltd.,  CMI  Rentals  Inc.,  Deita  Catalytic 
(UK)  Limited,  Delta  Catalytic  Constructors  Ltd.,  Delta  Catalytic 
Engineering  and  Construction  Ltd.,  Delta  Catalytic  Engineering  Ltd., 
Delta  Catalytic  Environmental  Services  Ltd.,  Delta  Catalytic  Limited, 
Delta  Catalytic  Saudi  Arabia. 


Type  of  Services  & Supplies:  Industrial  maintenance,  turnaround, 
shutdown,  revamp,  commissioning,  start-up,  decommissioning, 
maintenance  management  and  maintenance  technology  services. 

No.  of  Employees  in  Canada:  3,200. 

Delta-PTest  Corp. 

Main  Office:  Calgary,  AB.  T2V  5C8,  3 Pumpmeadow  Cres.  S.W. 
Ph.  (403)  234-7554  Fax:  253-2046 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Tom  Bratrud  (234-7554), 

Main  Banking  Connection:  Alberta  Treasury  Branches, 
Incorporation:  Alberta  (1984).  Private, 

Type  of  Services  & Supplies:  Closed  Chamber  Drill  Stem  Testing. 
Wireless  transmitted  data  of  DST  pressures. 

No.  of  Employees  in  Canada:  4. 

Denim  Pipeline  Construction  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3P8,  604,  734  - 7 Ave,  S.W, 
Ph.(403)221-8390  Fax:264-1365 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Contracts,  Bob  Robertshaw, 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1982).  Private. 

Co.  Registered  in:  Aiberta  (1982). 

Type  of  Service:  Pipeline  and  flowiine  system  construction,  general 
oii  and  gas  field  construction  and  maintenance,  process  and  well  site 
facility  construction. 

No.  of  Employees  in  Canada:  50. 

Den-Ray  Rat  Hole  Drilling  Ltd. 

Main  Office:  Leduc,  AB.  T9E  6M2.  Box  3450,  5906  - 45  St. 
Ph.(403)986-0322  Fax:986-1300 
Officers  &.  Key  Personnel  at  this  location: 

Vice-Pres.,  Rick  Meyer. 

Den’s  Exploration  Services  (1983)  Ltd. 

Main  Office:  Calgary,  AB.  T2R  0E1 . 207,  603-  11  Ave.  S.W. 

Ph.  (403)  234-021 2 Fax:  265-4398 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Dennis  C.  Cressman; 

Geoph.  Tech. Cons.,  Cecelia  Gowen; 

Main  Banking  Connection:  Montreal  Trust  Company. 
Incorporation:  Alberta  (1981).  Private. 

Type  of  Services  & Supplies:  Exploration  drafting,  (geological  and 
geophysical),  seismic  timing.  Seismic  survey:  approval  applications, 
pipeline  searches  and  notification  forms,  trapping  area  notifications, 
road  searches  and  road  use  agreements,  Indian  Council  notifications, 
feasibility  research,  water  resource  permits,  seismic  permitting,  and 
final  plan  submissions.  Word  processing. 

No.  of  Employees  in  Canada:  5. 

Dependable  Oilfield  Rentals  Ltd. 

Main  Office:  Grande  Prairie,  AB.  T8V  3A4,  Box  160, 1 1453  - 97 
Ave. 

Ph.  (403)  532-1 733  Fax:  539-4242 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Boyd  English. 

Main  Banking  Connection:  Aiberta  Treasury  Branches, 

Co.  Registered  In:  Aiberta  (1986). 

Affiliations: 

Wholly  Owned:  B.E.  Oilfield  Service  Ltd. 

Partly  Owned:  W.E.  Rentals  Ltd. 

Type  of  Services  & Supplies:  Rental  and  service  dewatering 
contractors.  Premix  tanks,  centrifugal  and  submersible  pumps,  3 1/2" 
Hydril  tubing,  centrifuges,  rig  mats,  stabilization  tools. 

No.  of  Employees  in  Canada:  4. 

Deranway  Enterprises  Ltd. 

Main  Office:  Brooks,  AB.  T1 R 1 Cl . Box  1 265. 

Ph.(403)362-5120  Fax:362-6164 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dennis  Finkbeiner. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1978).  Private, 

Type  of  Equipment:  Wellsite,  jobsite  and  office  trailer  rentals.  Generator 
and  satellite  rentals.  Heavy  oilfield  hauling. 

No.  of  Employees  in  Canada:  7, 

Derrick  Drilling  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3J4. 1180,  700  - 4 Ave.  S.W. 

Ph.  (403)  262-2288  Fax:  266-381 0 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  John  Niedermaier; 

Vice-Pres.,  Asst.Mgr.,  Lyle  Schultz; 

Main  Banking  Connection:  National  Bank  of  Canada. 
Incorporation:  Alberta  (1989).  Private. 
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Co.  Registered  In:  Alberta,  British  Columbia. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  155. 

The  Design  Group  Staffing  Services  Inc. 

Main  Office:  Edmonton,  AB.  T5J  3R8. 1650, 10060  Jasper  Ave. 
Ph.(403)428-1505  Fax:428-7095 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Mike  Duff; 

Vice-Pres.,  Mark  Kahlina. 

Main  Banking  Connection:  Bank  of  Montreal, 

Incorporation:  Alberta  (1976).  Private. 

Type  of  Services  & Supplies:  Supply  of  engineering  and  technical 
manpower.  Supply  of  industrial  workers,  “As  Built”.  Manpower  and 
technical  personnel. 

No.  of  Employees  in  Canada:  40. 


Destiny  Drilling  International 

Main  Office:  Calgary,  AB.  T2P  0T8. 525,  700  - 6 Ave.  S.W. 

Ph.  (403)  237-6437  Fax:  233-871 4 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Mktg.,  Floward  Jackson. 

Type  of  Services  & Supplies:  Contact  seismic  shothole  drilling 
services  from  mini-holes  to  deep  holes.  Specializing  in  remote  or 
rugged  terrain  work  from  deserts  to  jungle.  Contract  hand  cut  line 
clearing  services.  Flelicopter  portable  drills,  man  portable  drills, 
special  tracked  vehicle  drills. 

Deuce  Disposal 

Main  Office:  Slave  Lake,  AB.  TOG  2A0.  Box  362, 

Ph.  (403)  849-3334  Fax:  849-3266 
Officers  & Key  Personnel  at  this  location: 

Pres.,  John  P.  Schueller. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1982).  Private. 

Affiliations: 

290323  Alberta  Ltd. 

Type  of  Services  & Supplies:  Solid  waste  disposal  service  utilizing 
roll-off  systems  (container  size  30  to  50  cubic  yards)  and  front  end 
systems  (container  size  2 to  8 cubic  yards).  Also  portable  toilet  rental 
and  service. 

No.  of  Employees  in  Canada:  7. 

Diagnostic  Engineering  Inc. 

Main  Office:  Calgary,  AB.  T2W  4X9. 560, 1 0201  Southport  Rd. 
S.W, 

Ph.  (403)  253-4856  Fax:  253-4873 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Thomas  A,  Vyskocil,  M.Sc.,P.Eng.; 

Mgr.  Eng.,  Kenneth  V.  Meuse,  P.Eng, 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1989).  Private. 

Type  of  Services  & Supplies:  Production  and  DIAGNOSTIC  testing 
of  oil  pumping  wells  and  gas  wells.  AUTOMATIC  well  sounder  build 
up  surveys.  Dynamometer  test  and  diagnostics,  fluid  level  surveys. 
Testing  of  low  permeability  oil  and  gas  wells.  Transient  test  analysis 
- conventional,  diagnostic  and  unconventional.  Electronic  intelligent 
data  acquisition  unit  (SPIDR)  - sales  and  rentals.  Production 
optimization  software  - RODSTAR  and  RODDIAG.  Environmental 
diagnostics,  decommissioning  and  reclamation  of  small  oil  and  gas 
sites  services  include:  contamination  and  remediation  studies; 
sampling,  delineation  of  contamination;  planning  and  supervision  of 
site  dismantling;  site  clean  up  and  reclamation. 

No.  of  Employees  in  Canada:  12. 

Diamond  Resource  Services  Ltd. 

Main  Office:  Grande  Prairie,  AB.  T8V  5L4. 8401  - 111A  St. 
Ph.(403)532-1808  Fax:539-3434 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Jim  Lorencz; 

SIs.Mgr.,  Gary  LaMarsh, 

Main  Banking  Connection:  Bank  of  Montreal, 
incorporation:  Private, 

Co.  Registered  In:  Yukon  Territories  (1970),  Northwest  Territories 
(1970),  Alberta  (1970),  British  Columbia  (1970). 

Type  of  Services  & Supplies:  Complete  modular  camp  rentals, 
wellsite  rentals,  catering  services,  turnkey  operations.  Rentals; 
transportation;  servicing. 

No.  of  Employees  in  Canada:  100. 

Diamond  Service  Rigs  (Brooks)  Ltd. 

Main  Office:  Brooks,  AB.  T1R  0E1. 56  Prairie  Meadows  Rd. 

Ph.  (403)  362-3580  Fax;  362-3580 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Paul  Zimmerman. 


Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1980).  Private. 

Type  of  Services  & Supplies:  Oil  and  gas  well  completions, 
workovers,  swabbing  and  rod  work  to  8,000  ft.  1 - 1980  model  600 
uniflex.  8U  71 N Detroit  diesel.  Gardner  Denver  Pe5Y  pump.  3 Ton 
GMC  Van  with  Jenny  Steamer.  Peckomatic  Rod  Tongs. 

No.  of  Employees  in  Canada:  4. 

Digger  Bits  & Oilfield  Supplies 

Main  Office:  Calgary,  AB.  T2C  2H8. 2, 4460  - 75  Ave.  S.E. 

Ph.  (403)  236-9653  Fax:  236-9655 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Digby  Graham; 

Sec-Treas,,  Flelen  Graham. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Co.  Registered  In:  Alberta  (1990). 

Type  of  Services  & Supplies:  Complete  oilfield  bit  service  retipping, 
new  and  used,  bit  sales.  Rotary  Rock  bits. 

No.  of  Employees  in  Canada:  7. 

Digi-Rule  Inc. 

Main  Office:  Calgary,  AB.  T3C  0K4.  2001  - 10  Ave.  S.W. 

Ph.  (403)  292-0320  Fax:  229-4853 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Bohdan  Petyhyrycz; 

Vice-Pres.,  Peter  Ciavarella. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1986), 

Type  of  Services  & Supplies:  Geological  and  geophysical  data 
digitization.  Digitizing  hardware  and  software.  Consulting  and  contact 
work. 

No.  of  Employees  in  Canada:  17. 

Digitech  Information  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3G2. 700, 840  - 7 Ave.  S.W. 
Ph.(403)266-8622  Fax:233-2917 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr,,  Stephen  Kenny; 

Vice-Pres.,  Flans  Germann. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1986).  Private. 

Type  of  Services  & Supplies:  Providing  information  and  technology 
to  the  energy  industry  for  the  exploration  and  development  of  oil  and 
gas.  Digitech’s  PPDM  relational  database  provides  geological,  drilling 
and  other  general  well  data  as  well  as  production  histories,  core 
analysis,  DST  analysis,  AOF  Gas  pressures,  gas  analysis,  oil  and  gas 
reserves,  grid  and  culture  data,  Alberta  Crown  Land  data  and  Digitech’s 
own  set  of  formation  tops.  The  Digital  Log  System  contains  log  digits 
for  over  50,000  wells.  Information  media  include;  hard  copy  reports, 
plots  and  maps,  magnetic  tapes,  cartridges  and  floppies.  Data  may 
also  be  accessed  directly  by,  and/or  directly  downloaded  to  user 
workstations  on  the  client's  network  executing  Digitech’s  third  party  X- 
based  retrieval  and  display  software.  Physical  access  to  the  data  is 
facilitated  by  the  use  of  dialups  orthehigherspeeddirect  connections. 
Digitech  will  provide  the  complete  end  to  end  networking  service  if 
required. 

No.  of  Employees  in  Canada:  50. 

dimension  INDUSTRIAL  CATERERS  LTD. 

Main  Office:  Calgary,  AB.  T2R  0FI6. 404, 628-  12  Ave.  S.W. 

Ph.  (403)  269-5488  Fax:  234-8282 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Z.J.  Popkey. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1981).  Private. 

Type  of  Services  & Supplies:  Specializing  in  oilfield  and  related 
catering  services. 

No.  of  Employees  in  Canada:  1 . 

Dinard  Resources  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3G2.  820,  840  - 7 Ave.  S.W. 
Ph.(403)531-0259  Fax:531-0255 

Officers  & Key  Personnel  at  this  location: 

Pres.,  R.W.  Handheld  (531-0259); 

Sec.,  Greg  Turnbull  (232-0611); 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1985).  Private. 

Co.  Registered  In:  Alberta  (1985). 

Affiliations: 

Partly  Owned:  Integrated  Exploration  Services  Limited 
Other:  423557  Alberta  Inc.,  Request  Seismic  Surveys  Ltd. 

Primary  Interest  Is:  Exploration  and  Land  within  Canada. 


Type  of  Services  & Supplies:  Specialist  in  western  Canada  region; 
exploration  mapping.  Develop  concepts  for  seismic  participatio 
programs,  computerized  mapping  services.  Directly  or  indirectI 
participates  in  geophysical  crew  owner/operator  within  Canada 

No.  of  Employees  in  Canada:  2. 


Directional  Guidance  Systems  Inc. 

Main  Office:  Calgary,  AB.  T2A  6K1. 25, 920  - 28  St.  N.E 
Ph.(403)296-0015  Fax:296-0019 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Admin.,  Steve  Johnson; 

Mgr.  Optns.,  Daryl  Rattai; 

Main  Banking  Connection:  National  Bank  of  Canada. 
Incorporation:  Alberta  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993). 

Type  of  Equipment:  Measurement  while  drilling  (MWD)  services. 

No.  of  Employees  in  Canada:  4 

Distinctive  Personnel  Services  Inc. 

Main  Office:  Calgary,  AB.  T2P  3N8. 1015, 910  - 7 Ave.  S.W. 
Ph.(403)269-1545  Fax:262-1308 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Cons.,  Verna  Zarowny. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1991).  Private. 

Co.  Registered  In:  Alberta  (1991). 

Type  of  Services  & Supplies:  Distinctive  specializes  in  recruitmei 
and  permanent  placement  of  top  ranked  oil  and  gas  personnel 
junior  to  management  positions  in  the  areas  of  engineering,  geolog 
geophysics,  accounting  and  information  systems.  Recruitment  ar 
placement  of  technical  professionals. 

No.  of  Employees  in  Canada:  2. 


Diversified  Production  Systems  Ltd. 

Main  Office:  Winterburn,  AB.  TOE  2N0.  Box  45,  Site  2,  R.R.1 
Ph.  (403)  470-5700 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Roland  Majeau; 

Gen. Mgr.,  Norma  Klyne. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1990).  Private. 

Type  of  Services  & Supplies:  Oilfield  consulting,  construction 
drilling  sucker  rod  centralizing  couplers,  manufacturer  and  sale  ficf 
Sucker  rod  couplings  that  centralize  the  sucker  rod.  Used  mainly 
directional  and  slant  drilled  holes.  Also  found  effective  in  deviat^fai; 
holes. 

No.  of  Employees  in  Canada:  15. 


Divmesh  Separators  Ltd. 
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Main  Office:  Calgary,  AB.  T2G  3G8. 2912-11  St.  S.E. 

Ph.  (403)  243-4773  Fax:  243-4491 
Officers  & Key  Personnei  at  this  location: 

Pres.,  J.A.  Runnett; 

Sec.,  G.B.  Sears. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  (1973).  Private. 

Affiliations: 

Petro  Equipment  Sales  Ltd. 

Type  of  Services  & Supplies:  Canadian  manufacturer  of  m 
eliminators  for  gas  plants,  oil  refineries  and  pefrochem  plants.  Wi 
mesh  mist  eliminators  available  in  304SS,  31 6SS,  Monel,  Teflon  ai 
Polypropylene  in  one  piece  or  sectional  construction  with  or  witho  Lgip 
support  grids  available  in  same  material. 

No.  of  Employees  in  Canada:  5. 
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D.M.C.  Data  Communications  Ltd. 

Main  Office:  Edmonton,  AB.  T5M  3X4. 15383  - 117  Ave 
Ph.  (403)  451  -4052  Fax:  453-3848 
Officers  & Key  Personnel  at  this  location: 

Proj.Mgr.,  Jack  Almeida; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1989).  Private. 

Co.  Registered  In:  Alberta  (1989). 

Type  of  Services  & Supplies:  Design  implementation,  maintenan 
and  repair  of  local  area  network  (L.A.N.)  cabling  systems,  includi 
copper  and  optical  fiber  transmission  media  for  both  inside  a 
outside  plant  applications.  Voice  communications  cabling  syste 
installations.  Consultation  and  project  management.  Custom  cal 
assemblies  for  all  data  and  voice  applications,  including  local  arWjjj 
network  (L.A.N.)  wide  area  network  (W.A.N.)  audio/ video  and  voi 
communications  systems.  Computer  periferal  sharing  accessori 
and  equipment. 

No.  of  Employees  in  Canada:  36. 
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5®  bobson  Resource  Management  Ltd. 

* j/lain  Office:  Calgary,  AB.  T2P  3E6. 1304,  505  - 3 St.  S.W. 
j?h,  (403)  262-3305  Fax:  262-5932 

Officers  & Key  Personnel  at  this  location: 

.’res.,  R.W.  (Ron)  Dobson, 

ype  of  Services  & Supplies:  Oil  and  gas  property  evaluation  and 
lanagement  specializing  in  mergers,  acquisitions  and  financings 
.s  well  as  property  management  for  absentee  owners. 

an  M.  Doig  & Associates  Ltd. 

Iain  Office:  Calgary,  AB.  T2Y  2V8.  1512  Evergreen  Hill  S.W. 
th.  (403)  254-8057  Fax:  254-8057 
Ifficers  & Key  Personnel  at  this  location: 

'res..  Dir.,  Ian  M.  Doig; 

, lir.,  Marion  E.  Doig. 

’'®  lain  Banking  Connection:  Canadian  Imperial  Bank  of 
iommerce. 

corporation:  Private. 

II  :o.  Registered  In:  Alberta  (1979). 

ype  of  Services  & Supplies:  Consulting  on  key  energy  projects 
ivolving  high  level  government,  industry  relations,  investment  research 
nd  strategy.  Extensive  experience  in  international  and 
itergovernmental  negotiations. 

Q.  of  Employees  in  Canada:  2, 

)oig’s  Digest 

* ' lain  Office:  Calgary,  AB.  T2Y  2V8. 1512  Evergreen  Hill  S.W. 

h.  (403)  254-8057  Fax:  254-8057 
I®'*  Ifficers  & Key  Personnel  at  this  location: 
ir.,  Editor,  Ian  M.  Doig; 

'ir.,  Marion  E.  Doig. 

lain  Banking  Connection:  Canadian  Imperial  Bank  of 
lommerce. 

corporation:  Private, 
o.  Registered  In:  Alberta  (1979). 

Vpe  of  Services  & Supplies:  Newsletter  - an  independent  analysis 
; the  Canadian  oil  and  gas  industry, 

' 0.  of  Employees  in  Canada:  2, 

!)olphin  Drilling 

I ain  Office:  Calgary,  AB.  T2P  3E6, 1 000 ,505  -3  St.  S.W. 

|i,  (403)261-8985 
rfsii  ax:  (403)  234-7679 

ran)  fficers  & Key  Personnel  at  this  location: 
tail  en.Mgr.,  Alex  Lemmens; 

:gr.  Contracts,  Kevin  Setter, 
i ,ain  Banking  Connection:  Royal  Bank  of  Canada. 

',0.  Registered  In:  Alberta. 

I filiations: 

‘arent  Company:  Precision  Drilling  Corporation. 

^pe  of  Services  & Supplies:  Oilwell  drilling  contractor, 
b.  of  Employees  in  Canada:  155. 

lominion  Oilfields  Supply 

vision  of  Westburne  Industrial  Enterprises  Ltd. 
pin  Office:  Calgary,  AB.  T2G  5H6.  907  - 34  Ave.  S.E. 
rt.  (403)  287-2220  Fax:  287-3900 
fficers  & Key  Personnel  at  this  location: 

Kolr  !ce-Pres..  Gen. Mgr.,  A.C.  Schreiner; 

^.Mgr.,  A.  Wik; 

■*««  ain  Banking  Connection:  Royal  Bank  of  Canada. 
of(t  corporation:  Alberta,  Private. 

1 3.  Registered  In:  British  Columbia,  Saskatchewan. 

'pe  of  Services  & Supplies:  Supply  and  service  of  equipment  and 
‘ppliestothe  petroleum  and  petrochemical  industry.  Complete  line  of 
1 jlling  production  and  industrial  equipment  including  cementing 
I luipment,  conventional  pumping  units,  drilling  and  service  rig  supplies, 
'neral  oilfield  supplies,  high-tech  paint  and  protective  coatings, 
.epipesteel,  fiberglass,  coatings,  OCTG  - ERW,  SMLS,  fibreglass, 
,mps-plunger,  gear,  centrifugal,  rentals-production  and  testing 
I uipment,  sales  and  repair  services  - bottom  hole  pumps,  engines, 
emical  pumps,  screw  pumps  and  drive  systems,  sucker  rods  and 
cessories,  valves  and  fittings,  wellheads  and  accessories. 

).  of  Employees  in  Canada:  175. 

iirleri'  i 

oran  Stewart  Oilfield  Services  (1990)  Ltd. 

iiisidei  ain  Office:  Rocky  Mountain  House,  AB.  TOM  1T0.  Box  2338, 
ngSfS  1 icondary  752  - Junction  1 1 . 

;toii(Z  ■ j.  (403)  845-4044  Fax:  845-2365 

locals  i fleers  & Key  Personnel  at  this  location: 

jaodwf  ps.,  Everett  J.  Stewart; 

.jcessii  ( !c-Treas.,  Roger  B.  Stewart. 

iin  Banking  Connection:  Canadian  Imperial  Bank  of 
jmmerce. 

iorporation:  Alberta  (1990).  Private. 


Company  Profiles 


Type  of  Service:  General  oilfield  construction  and  maintenance,  plant 
and  pipeline  construction,  plant  maintenance.  Environmental  and  civil 
consulting  and  restoration.  All  required  equipment  for  the  services 
described  above.  Located  2 1/2  miles  south  on  Secondary  752  - 
Junction  11, 

No.  of  Employees  in  Canada:  50. 

Dore  Oilfield  Safety  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  4K9.  6762  - 52  Ave. 

Ph.  (403)  347-91 00  Fax:  347-8590 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Roland  Dore; 

Gen. Mgr.,  Rick  Chasse; 

Main  Banking  Connection:  Parkland  Savings  & Credit  Union. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1986), 

Type  of  Services  & Supplies:  H^S  Safety  Control  & Service  with  Air 
Trailers  and  Downwind  Mobile  Air  Quality  Monitors.  Safety  Trailers, 
Safety  Supervision,  Mobile  Downwind  Air  Monitors,  H^S  Monitoring 
Systems,  Personal  H^S  Meters,  Meters  for  SO^,  LEL,  H^S.  Sale  and 
rental  of  breathing  apparatus,  industry  related  courses. 

No.  of  Employees  in  Canada:  15. 

Double  Eagle  Drilling  Ltd. 

Main  Office:  Calgary,  AB.  T2P  1X5.  706,  505  - 6 St.  S.W. 
Ph.(403)269-2102  Fax:266-0927 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Wm,  W.  Cottrell. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1986).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  50. 

Dover  Corporation  (Canada)  Limited 
Alberta  Oil  Tool  Division 

Main  Office:  Edmonton,  AB.  T6E  0C1 , 9530  - 60  Ave. 

Ph.  (403)  434-8566  Fax:  436-4329 
Officers  & Key  Personnel  at  this  location: 

SIs.Rep.Gen.Prod.,  Dan  Boifvert; 

Sis. Rep. Valves,  D.  Peter. 

Type  of  Services  & Supplies:  Manufacturer  of  Norris  brand  sucker 
rods  and  accessories,  tubular  fittings,  butterfly  valves,  level  controls 
and  dump  valves. 

Dowell  Division  of  Schlumberger  Canada 
Limited 

(Formerly:Dowell  Schlumberger  Canada  Inc.) 

Main  Office:  Calgary,  AB.  T2P  3W2.  2450,  801  - 6 Ave.  S.W. 

Ph.(403)261-2051  Fax:262-4092 

Drilling  Fluids  Phone:  (403)  266-0722 

Drilling  Fluids  Fax:  (403)  237-8331 

Officers  & Key  Personnel  at  this  location: 

Pres,,  J,  Sudderth; 

Vice-Pres,  Mktg.,  L.  Burdylo; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Private. 

Affiliations: 

Parent  Company:  Schlumberger  Canada  Limited, 

Type  of  Equipment:  Cementing,  acidizing,  fracturing,  coiled  tubing 
and  stimulation. 

No.  of  Employees  in  Canada:  300, 

Downhole  Systems  Technology 

Main  Office:  Calgary,  AB.  T2E  3Z6.  7,  4539  - 6 St.  N.E. 
Ph.(403)299-1960  Fax:299-1961 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dave  Sask  (299-1967); 

Vice-Pres.  Optns.,  W.  Joe  Zeidler  (299-1968), 

Main  Banking  Connection:  Alberta  Treasury  Branches, 
Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987). 

Type  of  Services  & Supplies:  Oilwell  drillstem  testing. 

No.  of  Employees  in  Canada:  5. 

D & R Equipment  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5Z7.  9337  - 45  Ave. 

Ph.  (403)  436-5585  Fax:  436-5587 
Officers  & Key  Personnel  at  this  location: 

Mgr.,  Dean  Walker. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1978),  Private, 

Affiliations: 

Dean’s  Diesel  Repair  Ltd, 


Type  of  Services  & Supplies:  Hercules  engine  distributor.  Engine 
sales,  parts  and  complete  overhauls  on  gas,  diesel,  natural  gas  and 
propane  engines.  Generator  set  rentals,  natural  gas  and  diesel. 

Dragon  Sandblasting  & Painting  Ltd. 

Main  Office:  Edmonton,  AB.  T6C  4J5.  2220  - 1 1 9 Ave.  N.E. 
Cloverbar  Industrial  Park. 

Mailing  address:  Edmonton,  AB.  T6E  5G7.  Box  4907,  South 
Edmonton. 

Ph.  (403)  472-6969 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Sec-Treas.,  Jack  Dimitroff. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  (1976).  Private, 

Type  of  Services  & Supplies:  Sandblasting,  painting  and  all  manner 
of  special  protective  coatings. 

No.  of  Employees  in  Canada:  35. 

Dreco  Drilling  Machinery 

A Division  of  the  Dreco  Group  of  Companies  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5N3.  3620  - 93  St, 

Ph.  (403)  462-6494  Fax:  462-6841 
Officers  & Key  Personnel  at  this  location: 

C.0.0,,  Gary  Stratulate; 

Mgr.  Prod.,  Bill  MacAilister; 

Stock  Exchange  Listing:  NASDAQ,  Toronto  Stock  Exchange 
Incorporation:  Alberta.  Public. 

Affiliations: 

Parent  Company:  Dreco  Energy  Services  Ltd. 

Type  of  Services  & Supplies:  Drilling  machinery. 

No.  of  Employees  in  Canada:  120. 

Dreco  Rig  Technology  & Construction  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  243. 

Ph.  (403)  955-3337  Fax:  955-2378 
Officers  & Key  Personnel  at  this  location: 

Exec.Qff.,  Bill  Popadych. 

Type  of  Services  & Supplies:  Masts,  substructures,  derricks,  mud 
systems,  drawworks,  drive  groups,  centrifugal  pumps,  drilling  rigs. 

Dresser-Rand  Canada,  Inc. 

Main  Office:  Calgary,  AB.  T2H  OP4.  300, 444  - 58  Ave.  S.E. 

Ph.  (403)  299-2560 

Officers  & Key  Personnel  at  this  location: 

Mgr.,  W.G.  McCachen; 

SIs.Mgr.  Prod. Support  Div.,  N.F.  Stewart. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Ontario  (1987).  Private. 

Affiliations: 

Partly  Owned:  Ingersoil-Rand  Company. 

Type  of  Services  & Supplies:  Sales,  manufacture,  packaging,  repair, 
overhaul,  parts  supply  and  leasing  of  gas  turbines,  expanders,  gas 
compressors,  and  gas  engines.  Gas  compressors  - centrifugal,  axial, 
rotary  screw  and  reciprocating  types,  gas  engines  - integral  engine/ 
compressor  types,  gas  turbines/FCC  and  nitric  acid  hot  gas  expanders. 
No.  of  Employees  in  Canada:  35. 

Drilling  Fluids  Treatment  Systems  Inc. 
(DFTSJ 

Main  Office:  Calgary,  AB.  T2C  1V5. 1, 3815  - 61  Ave,  S.E, 

Ph.  (403)  279-0123 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  E.A.  Kutryk; 

Mgr.  Admin.,  E.N.  Kutryk. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1990).  Private. 

Affiliations: 

E.A.  Kutryk  Equipment  Ltd. 

Type  of  Services  & Supplies:  Manufacture  oil  well  drilling  shale 
shaker  screens,  custom  contract  fabrication  stainless  steel  and 
aluminum  products.  Manufacturers  agents.  Shale  shaker  screens  - 
hydrocyclones.  Centrifuges,  oil/water  separation  systems,  pressure 
filters,  chemical  mixers  and  blenders. 

No.  of  Employees  in  Canada:  10. 

Drilling  Records 

Main  Office:  Calgary,  AB.  T2P  0N7.  300,  926  - 5 Ave.  S.W. 

Ph.  (403)  262-2786 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Cdn.Div.,  Ed  Facey. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta.  Private. 

Affiliations: 

Canamera  Equities  Ltd. 
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Co.  Registered  In:  Alberta,  British  Columbia. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  155. 

The  Design  Group  Staffing  Services  Inc. 

Main  Office:  Edmonton,  AB.  T5J  3R8. 1650, 10060  Jasper  Ave. 
Ph.(403)428-1505  Fax:428-7095 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Mike  Duff; 

Vice-Pres.,  Mark  Kahlina. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1976).  Private. 

Type  of  Services  & Supplies:  Supply  of  engineering  and  technical 
manpower.  Supply  of  industrial  workers.  “As  Built”.  Manpower  and 
technical  personnel. 

No.  of  Employees  in  Canada:  40. 

Destiny  Drilling  International 

Main  Office:  Calgary,  AB.  T2P  0T8.  525,  700  - 6 Ave,  S.W, 
Ph.(403)237-6437  Fax:233-8714 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Mktg.,  Howard  Jackson. 

Type  of  Services  & Supplies:  Contact  seismic  shothole  drilling 
services  from  mini-holes  to  deep  holes.  Specializing  in  remote  or 
rugged  terrain  work  from  deserts  to  jungle.  Contract  hand  cut  line 
clearing  services.  Helicopter  portable  drills,  man  portable  drills, 
special  tracked  vehicle  drills. 

Deuce  Disposal 

Main  Office:  Slave  Lake,  AB.  TOG  2A0.  Box  362. 

Ph.  (403)  849-3334  Fax:  849-3266 
Officers  & Key  Personnel  at  this  location: 

Pres.,  John  P.  Schueller. 

Main  Banking  Connection:  Royal  Bank  of  Canada, 
Incorporation:  Alberta  (1982).  Private. 

Affiliations: 

290323  Alberta  Ltd, 

Type  of  Services  & Supplies:  Solid  waste  disposal  service  utilizing 
roil-off  systems  (container  size  30  to  50  cubic  yards)  and  front  end 
systems  (container  size  2 to  8 cubic  yards).  Also  portable  toilet  rental 
and  service. 

No.  of  Employees  in  Canada:  7. 

Diagnostic  Engineering  Inc. 

Main  Office:  Calgary,  AB.  T2W  4X9. 560, 10201  Southport  Rd. 
S.W. 

Ph.  (403)  253-4856  Fax:  253-4873 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Thomas  A.  Vyskocil,  M.Sc.,P.Eng.; 

Mgr.  Eng.,  Kenneth  V.  Meuse,  P.Eng. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1989),  Private. 

Type  of  Services  & Supplies:  Production  and  DIAGNOSTIC  testing 
of  oil  pumping  wells  and  gas  wells.  AUTOMATIC  well  sounder  build 
up  surveys.  Dynamometer  test  and  diagnostics,  fluid  level  surveys. 
Testing  of  low  permeability  oil  and  gas  wells.  Transient  test  analysis 
- conventional,  diagnostic  and  unconventional.  Electronic  intelligent 
data  acquisition  unit  (SPIDR)  - sales  and  rentals.  Production 
optimization  software  - RODSTAR  and  RODDIAG.  Environmental 
diagnostics,  decommissioning  and  reclamation  of  small  oil  and  gas 
sites  services  include:  contamination  and  remediation  studies; 
sampling,  delineation  of  confamination;  planning  and  supervision  of 
site  dismantling;  site  clean  up  and  reclamation. 

No.  of  Employees  in  Canada;  12. 

Diamond  Resource  Services  Ltd. 

Main  Office;  Grande  Prairie,  AB.  T8V  5L4,  8401  - 1 1 1 A St. 

Ph,  (403)  532-1 808  Fax:  539-3434 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Jim  Lorencz; 

SIs.Mgr.,  Gary  LaMarsh. 

Main  Banking  Connection:  Bank  of  Monfreal. 

Incorporation:  Private. 

Co.  Registered  In:  Yukon  Territories  (1970),  Northwest  Territories 
(1970),  Alberta  (1970),  British  Columbia  (1970). 

Type  of  Services  & Supplies:  Complete  modular  camp  rentals, 
wellsite  rentals,  catering  services,  turnkey  operations.  Rentals; 
transportation;  servicing. 

No.  of  Employees  in  Canada:  100. 

Diamond  Service  Rigs  (Brooks)  Ltd. 

Main  Office:  Brooks,  AB.  T1R  0E1.  56  Prairie  Meadows  Rd. 

Ph.  (403)  362-3580  Fax:  362-3580 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Paul  Zimmerman. 


Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1980).  Private. 

Type  of  Services  & Supplies:  Oil  and  gas  well  completions, 
workovers,  swabbing  and  rod  work  to  8,000  ft.  1 - 1980  model  600 
uniflex.  8U  71 N Detroit  diesel,  Gardner  Denver  Pe5Y  pump.  3 Ton 
GMC  Van  with  Jenny  Steamer,  Peckomatic  Rod  Tongs. 

No.  of  Employees  in  Canada:  4. 


Digger  Bits  & Oilfield  Supplies 

Main  Office:  Calgary,  AB.  T2C  2H8. 2, 4460  - 75  Ave.  S.E. 

Ph.  (403)  236-9653  Fax:  236-9655 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Digby  Graham; 

Sec-Treas.,  Helen  Graham. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Co.  Registered  In:  Alberta  (1990). 

Type  of  Services  & Supplies:  Complete  oilfield  bit  service  retipping, 
new  and  used,  bit  sales.  Rotary  Rock  bits. 

No.  of  Employees  in  Canada:  7. 


Digi-Ruleinc. 

Main  Office:  Calgary,  AB.  T3C  0K4.  2001  - 10  Ave.  S.W. 

Ph . (403)  292-0320  Fax;  229-4853 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Bohdan  Petyhyrycz; 

Vice-Pres.,  Peter  Ciavarella, 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1986). 

Type  of  Services  & Supplies:  Geological  and  geophysical  data 
digitization.  Digitizing  hardware  and  software.  Consulting  and  contact 
work. 

No.  of  Employees  in  Canada:  17. 


Digitech  Information  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3G2.  700,  840  - 7 Ave.  S.W. 

Ph.  (403)  266-8622  Fax:  233-291 7 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Stephen  Kenny; 

Vice-Pres.,  Hans  Germann. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1986).  Private. 

Type  of  Services  & Supplies:  Providing  information  and  technology 
to  the  energy  industry  for  the  exploration  and  development  of  oil  and 
gas.  Digitech's  PPDM  relational  database  provides  geological,  drilling 
and  other  general  well  data  as  well  as  production  histories,  core 
analysis,  DST  analysis,  AOF  Gas  pressures,  gas  analysis,  oil  and  gas 
reserves,  grid  and  culture  data,  Alberta  Crown  Land  data  and  Digitech's 
own  set  of  formation  tops.  The  Digital  Log  System  contains  log  digits 
for  over  50,000  wells.  Information  media  include:  hard  copy  reports, 
plots  and  maps,  magnetic  tapes,  cartridges  and  floppies.  Data  may 
also  be  accessed  directly  by,  and/or  directly  downloaded  to  user 
workstations  on  the  client’s  network  executing  Digitech’s  third  party  X- 
based  retrieval  and  display  software.  Physical  access  to  the  data  is 
facilitated  by  the  use  of  dialupsorthehigherspeed  direct  connections. 
Digitech  will  provide  the  complete  end  to  end  networking  service  if 
required. 

No.  of  Employees  in  Canada:  50. 


dimension  INDUSTRIAL  CATERERS  LTD. 

Main  Office:  Calgary,  AB.  T2R  0H6. 404, 628  - 12  Ave.  S.W. 

Ph.  (403)  269-5488  Fax:  234-8282 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Z.J.  Popkey, 

Main  Banking  Connection:  Alberta  Treasury  Branches, 
Incorporation:  Alberta  (1981).  Private, 

Type  of  Services  & Supplies:  Specializing  in  oilfield  and  related 
catering  services. 

No.  of  Employees  in  Canada:  1. 


Dinard  Resources  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3G2.  820,  840  - 7 Ave.  S.W. 
Ph.(403)531-0259  Fax:531-0255 

Officers  & Key  Personnel  at  this  location: 

Pres.,  R.W.  Handfield  (531-0259); 

Sec.,  Greg  Turnbull  (232-0611); 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 
Incorporation:  Alberta  (1985).  Private. 

Co.  Registered  In:  Alberta  (1985). 

Affiliations: 

Partly  Owned:  Integrated  Exploration  Services  Limited 
Other:  423557  Alberta  Inc.,  Request  Seismic  Surveys  Ltd. 
Primary  Interest  Is:  Exploration  and  Land  within  Canada. 


Type  of  Services  & Supplies:  Specialist  in  western  Canada  region; 
exploration  mapping.  Develop  concepts  for  seismic  participatio 
programs,  computerized  mapping  services.  Directly  or  indirectI 
participates  in  geophysical  crew  owner/operator  within  Canada 

No.  of  Employees  in  Canada;  2. 


Directional  Guidance  Systems  Inc. 

Main  Office:  Calgary,  AB.  T2A  6K1 . 25,  920  - 28  St.  N.E. 

Ph,  (403)  296-0015  Fax;  296-0019 
Officers  & Key  Personnel  at  this  location: 

Mgr,  Admin.,  Steve  Johnson; 

Mgr.  Optns.,  Daryl  Rattai; 

Main  Banking  Connection:  National  Bank  of  Canada. 
Incorporation:  Alberta  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993). 

Type  of  Equipment:  Measurement  while  drilling  (MWD)  services, 

No.  of  Employees  in  Canada:  4 

Distinctive  Personnel  Services  Inc. 

Main  Office:  Calgary,  AB.  T2P  3N8. 1015,  910  - 7 Ave,  S.W. 
Ph.(403)269-1545  Fax:262-1308 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Cons.,  Verna  Zarowny. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1991).  Private. 

Co.  Registered  In:  Alberta  (1991). 

Type  of  Services  & Supplies:  Distinctive  specializes  in  recruitmei 
and  permanent  placement  of  top  ranked  oil  and  gas  personnel 
junior  to  management  positions  in  the  areas  of  engineering,  geolog 
geophysics,  accounting  and  information  systems.  Recruitment  ai 
placement  of  technical  professionals. 

No.  of  Employees  in  Canada:  2. 


Diversified  Production  Systems  Ltd. 

Main  Office:  Winterburn,  AB.  TOE  2N0.  Box  45,  Site  2,  R.R.1 
Ph.  (403)  470-5700 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Roland  Majeau; 

Gen. Mgr.,  Norma  Klyne. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1990).  Private. 

Type  of  Services  & Supplies;  Oilfield  consulting,  construction  ai 
drilling  sucker  rod  centralizing  couplers,  manufacturer  and  sale 
Sucker  rod  couplings  that  centralize  the  sucker  rod.  Used  mainly 
directional  and  slant  drilled  holes.  Also  found  effective  in  deviati 
holes. 

No.  of  Employees  in  Canada:  15. 

Divmesh  Separators  Ltd. 

Main  Office:  Calgary,  AB.  T2G  3G8, 2912-11  St,  S.E, 

Ph.  (403)  243-4773  Fax:  243-4491 
Officers  & Key  Personnei  at  this  location: 

Pres.,  J.A.  Runnett; 

Sec.,  G.B.  Sears. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  (1973).  Private. 

Affiliations; 

Petro  Equipment  Sales  Ltd. 

Type  of  Services  & Supplies:  Canadian  manufacturer  of  m 
eliminators  for  gas  plants,  oil  refineries  and  petrochem  plants.  Wi 
mesh  mist  eliminators  available  in  304SS,  31 6SS,  Monel,  Teflon  at 
Polypropylene  in  one  piece  or  sectional  construction  with  or  witho 
support  grids  available  in  same  material. 

No.  of  Employees  in  Canada:  5. 
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D.M.C.  Data  Communications  Ltd. 

Main  Office:  Edmonton,  AB.  T5M  3X4. 15383  - 117  Ave 
Ph.  (403)  451  -4052  Fax:  453-3848 
Officers  & Key  Personnel  at  this  location: 

Proj.Mgr.,  Jack  Almeida; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1989).  Private. 

Co.  Registered  In:  Alberta  (1989). 

Type  of  Services  & Supplies:  Design  implementation,  maintenan 
and  repair  of  local  area  network  (L.A.N.)  cabling  systems,  includi 
copper  and  optical  fiber  transmission  media  for  both  inside  a 
outside  plant  applications.  Voice  communications  cabling  syste  1^, 
installations.  Consultation  and  project  management.  Custom  cat 
assemblies  for  all  data  and  voice  applications,  including  local  ar 
network  (L.A.N.)  wide  area  network  (W.A.N.)  audio/ video  and  voi 
communications  systems.  Computer  periferal  sharing  accessor! 
and  equipment. 

No.  of  Employees  in  Canada:  36.  U:]! 
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Dobson  Resource  Management  Ltd. 

lyiain  Office:  Calgary,  AB.  T2P  3E6. 1304,  505  - 3 St,  S.W. 

(403)  262-3305  Fax:  262-5932 
)fficers  & Key  Personnel  at  this  location: 

,'res.,  R.W.  (Ron)  Dobson. 

ype  of  Services  & Supplies:  Oil  and  gas  property  evaluation  and 
nanagement  specializing  in  mergers,  acquisitions  and  financings 
s well  as  property  management  for  absentee  owners, 

an  M.  Doig  & Associates  Ltd. 

Iain  Office:  Calgary,  AB.  T2Y  2V8. 1512  Evergreen  Hill  S.W. 

:'h.  (403)  254-8057  Fax:  254-8057 
)fficers  & Key  Personnel  at  this  location: 
res.,  Dir.,  Ian  M.  Doig; 

)ir.,  Marion  E.  Doig. 

lain  Banking  Connection:  Canadian  Imperial  Bank  of 
ommerce. 

icorporation:  Private. 

:o.  Registered  In:  Alberta  (1979). 

ype  of  Services  & Supplies:  Consulting  on  key  energy  projects 
ivolving  high  level  government,  industry  relations,  investment  research 
nd  strategy.  Extensive  experience  in  international  and 
itergovernmental  negotiations. 

'0.  of  Employees  in  Canada:  2. 

)oig’s  Digest 

fain  Office:  Calgary,  AB.  T2Y  2V8. 1512  Evergreen  Hill  S.W. 
h.  (403)  254-8057  Fax:  254-8057 
jfficers  & Key  Personnel  at  this  location: 

|ir..  Editor,  Ian  M.  Doig; 
ir.,  Marion  E.  Doig. 

lain  Banking  Connection:  Canadian  Imperial  Bank  of 
ommerce. 

icorporation:  Private. 

0.  Registered  In:  Alberta  (1979). 

Vpe  of  Services  & Supplies:  Newsletter  - an  independent  analysis 
the  Canadian  oil  and  gas  industry. 

<0.  of  Employees  in  Canada:  2. 

tolphin  Drilling 


ain  I 


Office:  Calgary,  AB.  T2P  3E6. 1000 ,505-3  St.  S.W. 

(403)  261-8985 
; (403)  234-7679 
fficers  & Key  Personnel  at  this  location: 
en.Mgr.,  Alex  Lemmens; 
gr.  Contracts,  Kevin  Setter, 
lain  Banking  Connection:  Royal  Bank  of  Canada. 

' p.  Registered  In:  Alberta, 
t affiliations: 

I brent  Company:  Precision  Drilling  Corporation. 
ipe  of  Services  & Supplies:  Oilweil  drilling  contractor, 
b.  of  Employees  in  Canada:  155. 

dominion  Oilfields  Supply 

vision  of  Westburne  Industrial  Enterprises  Ltd. 
bin  Office:  Calgary,  AB.  T2G  5H6. 907  - 34  Ave.  S.E. 

(403)  287-2220  Fax:  287-3900 
fficers  & Key  Personnel  at  this  location: 

ce-Pres..  Gen. Mgr.,  A.C.  Schreiner; 

*.1  Is.Mgr.,  A.  Wik; 

eltai  lain  Banking  Connection:  Royal  Bank  of  Canada, 
oiitj  corporation:  Alberta.  Private. 

b.  Registered  In:  British  Columbia,  Saskatchewan. 

'pe  of  Services  & Supplies:  Supply  and  service  of  equipment  and 
pplies  to  the  petroleum  and  petrochemical  industry.  Complete  line  of 
jlling  production  and  industrial  equipment  including  cementing 
juipment,  conventional  pumping  units,  drilling  and  service  rig  supplies, 
ineral  oilfield  supplies,  high-tech  paint  and  protective  coatings, 
ppipesteel,  fiberglass,  coatings,  OCTG  - ERW,  SMLS,  fibreglass, 
mps-piunger,  gear,  centrifugal,  rentals-production  and  testing 
uipment,  sales  and  repair  services  - bottom  hole  pumps,  engines, 
emical  pumps,  screw  pumps  and  drive  systems,  sucker  rods  and 
cessories,  valves  and  fittings,  wellheads  and  accessories. 

).  of  Employees  in  Canada:  175. 


ran  Stewart  Oilfield  Services  (1990)  Ltd. 

sltin  Office:  Rocky  Mountain  House,  AB.  TOM  1T0.  Box  2338, 
icondary  752  - Junction  1 1 . 

(403)  845-4044  Fax:  845-2365 
ficers  & Key  Personnel  at  this  location: 

es.,  Everett  J.  Stewart; 

c-Treas.,  Roger  B.  Stewart. 

lin  Banking  Connection:  Canadian  Imperial  Bank  of 

|mmerce. 

corporation:  Alberta  (1990).  Private. 


Company  Profiles 


Type  of  Service:  General  oilfield  construction  and  maintenance,  plant 
and  pipeline  construction,  plant  maintenance.  Environmental  and  civil 
consulting  and  restoration.  All  required  equipment  for  the  services 
described  above.  Located  2 1/2  miles  south  on  Secondary  752  - 
Junction  11. 

No.  of  Employees  in  Canada:  50. 

Dore  Oilfield  Safety  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  4K9.  6762  - 52  Ave. 
Ph.(403)347-9100  Fax;  347-8590 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Roland  Dore; 

Gen. Mgr.,  Rick  Chasse; 

Main  Banking  Connection:  Parkland  Savings  & Credit  Union. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1986). 

Type  of  Services  & Supplies:  H^S  Safety  Control  & Service  with  Air 
Trailers  and  Downwind  Mobile  Air  Quality  Monitors.  Safety  Trailers, 
Safety  Supervision,  Mobile  Downwind  Air  Monitors,  H^S  Monitoring 
Systems,  Personal  H^S  Meters,  Meters  for  SO^,  LEL,  H^S.  Sale  and 
rental  of  breathing  apparatus,  industry  related  courses. 

No.  of  Employees  in  Canada:  15. 

Double  Eagle  Drilling  Ltd. 

Main  Office:  Calgary,  AB.  T2P  1X5. 706, 505  - 6 St.  S.W. 
Ph.(403)269-2102  Fax:266-0927 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Wm.  W.  Cottrell. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1986).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Oilweil  drilling  contractor. 

No.  of  Employees  in  Canada:  50. 

Dover  Corporation  (Canada)  Limited 
Alberta  Oil  Tool  Division 

Main  Office:  Edmonton,  AB.  T6E  0C1.  9530  - 60  Ave. 

Ph.  (403)  434-8566  Fax:  436-4329 
Officers  & Key  Personnel  at  this  location: 

SIs.Rep. Gen. Prod.,  Dan  Boifvert; 

SIs.Rep.Valves,  D.  Peter. 

Type  of  Services  & Supplies:  Manufacturer  of  Norris  brand  sucker 
rods  and  accessories,  tubular  fittings,  butterfly  valves,  level  controls 
and  dump  valves. 

Dowell  Division  of  Schlumberger  Canada 
Limited 

(Formerly:Dowell  Schlumberger  Canada  Inc.) 

Main  Office:  Calgary,  AB.  T2P  3W2. 2450, 801  - 6 Ave.  S.W. 

Ph.(403)261-2051  Fax:262-4092 

Drilling  Fluids  Phone:  (403)  266-0722 

Drilling  Fluids  Fax:  (403)  237-8331 

Officers  & Key  Personnel  at  this  location: 

Pres.,  J.  Sudderth; 

Vice-Pres.  Mktg.,  L.  Burdylo; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Private. 

Affiliations: 

Parent  Company:  Schlumberger  Canada  Limited. 

Type  of  Equipment:  Cementing,  acidizing,  fracturing,  coiled  tubing 
and  stimulation. 

No.  of  Employees  in  Canada:  300. 

Downhole  Systems  Technology 

Main  Office:  Calgary,  AB.  T2E  3Z6.  7, 4539  - 6 St.  N.E. 
Ph.(403)299-1960  Fax:299-1961 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dave  Sask  (299-1967); 

Vice-Pres.  Optns.,  W.  Joe  Zeidler  (299-1968). 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987). 

Type  of  Services  & Supplies:  Oilweil  drillstem  testing. 

No.  of  Employees  in  Canada:  5. 

D & R Equipment  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5Z7. 9337  - 45  Ave. 

Ph.  (403)  436-5585  Fax:  436-5587 
Officers  & Key  Personnel  at  this  location: 

Mgr.,  Dean  Walker. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1978).  Private. 

Affiliations: 

Dean’s  Diesel  Repair  Ltd. 


Type  of  Services  & Supplies:  Hercules  engine  distributor.  Engine 
sales,  parts  and  complete  overhauls  on  gas,  diesel,  natural  gas  and 
propane  engines.  Generator  set  rentals,  natural  gas  and  diesel. 

Dragon  Sandblasting  & Painting  Ltd. 

Main  Office:  Edmonton,  AB.  T6C  4J5.  2220  - 1 1 9 Ave.  N.E. 
Cloverbar  Industrial  Park. 

Mailing  address:  Edmonton,  AB.  T6E  5G7.  Box  4907,  South 
Edmonton. 

Ph.  (403)  472-6969 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Sec-Treas.,  Jack  Dimitroff. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  (1976).  Private. 

Type  of  Services  & Supplies:  Sandblasting,  painting  and  all  manner 
of  special  protective  coatings. 

No.  of  Employees  in  Canada:  35. 

Dreco  Drilling  Machinery 

A Division  of  the  Dreco  Group  of  Companies  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5N3.  3620  - 93  St. 

Ph.  (403)  462-6494  Fax:  462-6841 
Officers  & Key  Personnel  at  this  location: 

C.0.0,,  Gary  Stratulate; 

Mgr.  Prod.,  Bill  MacAilister; 

Stock  Exchange  Listing:  NASDAQ,  Toronto  Stock  Exchange 
Incorporation:  Alberta.  Public. 

Affiliations: 

Parent  Company:  Dreco  Energy  Services  Ltd. 

Type  of  Services  & Supplies:  Drilling  machinery. 

No.  of  Employees  in  Canada:  120. 

Dreco  Rig  Technology  & Construction  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  243. 

Ph.  (403)  955-3337  Fax:  955-2378 
Officers  & Key  Personnel  at  this  location: 

Exec.Qff.,  Bill  Popadych. 

Type  of  Services  & Supplies:  Masts,  substructures,  derricks,  mud 
systems,  drawworks,  drive  groups,  centrifugal  pumps,  drilling  rigs. 

Dresser-Rand  Canada,  Inc. 

Main  Office:  Calgary,  AB.  T2H  OP4.  300, 444  - 58  Ave.  S.E. 

Ph.  (403)  299-2560 

Officers  & Key  Personnel  at  this  location: 

Mgr.,  W.G.  McCachen; 

Sis. Mgr.  Prod.Support  Div.,  N.F.  Stewart. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Ontario  (1987).  Private. 

Affiliations: 

Partly  Owned:  Ingersoll-Rand  Company. 

Type  of  Services  & Supplies:  Sales,  manufacture,  packaging,  repair, 
overhaul,  parts  supply  and  leasing  of  gas  turbines,  expanders,  gas 
compressors,  and  gas  engines.  Gas  compressors  - centrifugal,  axial, 
rotary  screw  and  reciprocating  types,  gas  engines  - integral  engine/ 
compressortypes,  gas  turbines/FCC  and  nitric  acid  hot  gas  expanders. 
No.  of  Employees  in  Canada:  35. 

Drilling  Fluids  Treatment  Systems  Inc. 
(DFTSJ 

Main  Office:  Calgary,  AB.  T2C  1V5. 1, 3815  - 61  Ave.  S.E. 
Ph.(403)  279-0123 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  E.A.  Kutryk; 

Mgr.  Admin.,  E.N.  Kutryk. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1990).  Private. 

Affiliations: 

E.A.  Kutryk  Equipment  Ltd. 

Type  of  Services  & Supplies:  Manufacture  oil  well  drilling  shale 
shaker  screens,  custom  contract  fabrication  stainless  steel  and 
aluminum  products.  Manufacturers  agents.  Shale  shaker  screens  - 
hydrocyclones.  Centrifuges,  oil/water  separation  systems,  pressure 
filters,  chemical  mixers  and  blenders. 

No.  of  Employees  in  Canada:  10. 

Drilling  Records 

Main  Office:  Calgary,  AB.  T2P  0N7. 300,  926  - 5 Ave.  S.W. 

Ph.  (403)  262-2786 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Cdn.Div.,  Ed  Facey. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta.  Private. 

Affiliations: 

Canamera  Equities  Ltd. 
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Type  of  Services  & Supplies:  Computerized  drilling  data  for  Canada 
and  United  States.  Rig  activity  maps;  operator,  contractor  and  province 
reports. 

No.  of  Employees  in  Canada:  5. 

Driiltel  Systems 

Main  Office:  Calgary,  AB.  T2E  6T5.  3601 A - 21  St.  N.E. 

Ph.  (403)  250-51 25  Fax:  291  -9556 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Alex  Finnie. 

Type  of  Services  & Supplies:  Cased  hole  downhole  oiiwell 
logging  tools. 

Drillwest  Energy  Marketing  Ltd. 

Main  Office:  Calgary,  AB.  T2P  1C2.  907,  304  - 8 Ave.  S.W. 
Ph.(403)233-8170  Fax:262-1937 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Frank  W.  Flenderson; 

Co-ord.Nat.Gas,  Nikki  Kiziyk. 

Type  of  Services  & Supplies:  All  aspects  of  natural  gas 
marketing  including:  supply  management  and  purchase, 
transportation,  sales,  and  consulting. 

Drilmaster  Canada,  A Division  of  Canadian 
Fracmaster  Ltd. 

Main  Office;  Calgary,  AB.  T2P  0J1. 1700,  355  - 4 Ave.  S.W. 

Ph.  (403)  262-2221  Fax:  264-9402 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Doug  Ramsay; 

Mgr.  Mktg.&  Optns.,  Creig  Danyleyko; 

Incorporation:  Public. 

Type  of  Services  & Supplies:  Directional  drilling  equipment  and 
services,  down  hole  meters,  drill  bits,  drilling  information,  dynameters, 
horizontal  drilling  services,  oil  well  directional  drilling,  oil  well  drilling 
equipment  and  supplies. 

No.  of  Employees  in  Canada:  16. 

Drive  Well  Servicing 

Enserv  Corporation 

Main  Office:  Red  Deer,  AB.  T4P  2J9.  7774  - 47  Ave.  Close. 

Ph.  (403)  346-8921 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Gen. Mgr.,  Blair  Goertzen; 

Optns.Mgr.,  Don  Pack. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Private. 

Affiliations; 

EnServ  Corporation. 

Type  of  Equipment:  Well  servicing  operations  offered  from  tour 
locations  - Red  Deer,  Nisku,  Grande  Prairie  and  Lloydminster.  3 
single  rigs;  8 mobile  single  rigs;  13  medium  double  rigs;  2 heavy 
double  rigs. 

No.  of  Employees  in  Canada:  180. 

DRW  Environmental  Technologies  Inc. 

Main  Office:  Calgary,  AB.  T2E  7A9. 200, 4393  - 14  St.  N.E. 

Ph.(403)291-4222  Fax;  250-1 725 

DRW  Incinerators  Div.:  (403)  291-9039 

Universal  Combustion:  (403)  250-2174 

DRW  Fabrication:  (403)  223-4022 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Flans  Fleumann; 

Vice-Pres.  Inti.,  Fedor  Khadem; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1993).  Public. 

Co.  Registered  In:  Alberta  (1993). 

Affiliations; 

Wholly  Owned:  DRW  Fabrication  Inc.,  DRW  Incinerators  Inc., 
RBME  Engineering,  Universal  Combustion  Inc. 

Partly  Owned:  Echelon  Industries  Inc. 

Type  of  Services  & Supplies:  Industrial  environmental  units, 
incinerators,  scrubbers,  line  heaters,  waste-to-energy  units,  retro-fit 
to  plants  to  comply  with  clean  air  regulations.  Soil  remediation  units, 
desorbtion,  oil  recovery  from  sludges  and  slurries  and  contaminated 
soil  units  or  water  sites.  Design  engineering  for  retro-fits.  U.S.A. 
facility  to  supply  to  U.S.A.  and  E.P.I.  C'oeur  d’Alene,  Idaho  markets. 
No.  of  Employees  in  Canada:  64. 

Dryden  Agencies  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5C5.  9816  ■ 45  Ave. 

Ph.  (403)  434-4900  Fax:  438-2600 
Officers  & Key  Personnel  at  this  location: 

Pres.,  J.E.  (Jim)  Dryden. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1975).  Private. 


TypeofServices& Supplies;  Manufacturers  representatives.  Electric 
motors,  gear  reducers,  grinders,  lubrication  equipment,  speed  controls, 
oil  seals. 

No.  of  Employees  in  Canada:  17. 

D&S  International  Consultants  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3P8.  600, 734  - 7 Ave.  S.W. 
Ph.(403)263-1313  Fax:269-7265 

Officers  & Key  Personnel  at  this  location: 

Sr.  Partner,  Terry  Lederhouse; 

Sr.  Partner,  V.  Neill  Martin. 

Type  of  Services  & Supplies:  Pool  Studies,  Technology  Transfer, 
Drilling  Services,  International  Project  Management. 

D&S  Reservoir  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3A8.  600, 734  - 7 Ave.  S.W. 

Ph.  (403)  263-1 31 3 Fax;  269-7265 
Officers  & Key  Personnel  at  this  location: 

Mgr.,  Geol.,  Roy  Benteau; 

Mgr.,  Petrophysics,  Don  Gordon. 

Type  of  Services  & Supplies:  Geological  Consulting,  Petrophysical 
Consulting,  Reservoir  Description,  Log  Analysis,  Production 
Engineering,  Reservoir  Engineering,  Numerical  Simulatiion. 

D-2  Oilfield  Rentals  Ltd. 

Main  Office;  Red  Deer,  AB.  T4P  1 K3.  6721  - 67  Ave. 

Ph.  (403)  346-601 0 Fax:  346-6022 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Dan  Beaulieu. 

Incorporation:  Private. 

No.  of  Employees  in  Canada:  3. 

Ducharme  Oilfield  Rentals  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0Z2.  920,  707  - 7 Ave.  S.W. 

Ph.  (403)  266-4703  Fax:  265-5393 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Troy  Ducharme; 

Optns.Mgr.,  Derek  Suttie. 

Main  Banking  Connection:  Flongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1978).  Private. 

Type  of  Services  & Supplies:  Rentals  of  wellsite  trailers,  spiral-wate 
drill  pipe,  14“  drillcollars,  (exclusive  representatives  for  Griffith  Oil 
Tool),  drilling  jars,  shock  tools,  reamers,  stabilizer  (Trudril)  drilling 
motors. 

No.  of  Employees  in  Canada:  18. 

Duke  Well  Servicing  Ltd. 

Main  Office:  Red  Deer,  AB.  T4P  2P1 . 7809  - 48  Ave. 

Ph.  (403)  342-6055 
Additional  Phone:  (403)  350-0831 

Officers  & Key  Personnei  at  this  location: 

Owner,  Phil  Goruk. 

Main  Banking  Connection:  Canadian  imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1980).  Private. 

Type  of  Equipment:  Oil  and  gas  completions.  Well  workovers, 
swabbing  and  rod  and  tubing  repairs. 

No.  of  Employees  in  Canada;  7. 

Dura  Controls  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5Z7.  9349  - 45  Ave. 
Ph.(403)437-5961  Fax:436-1686 

Officers  & Key  Personnel  at  this  iocation: 

Exec.Off.,  Duane  Pointkoski. 

Type  of  Services  & Supplies:  Electronic  manufacturing,  micro- 
processor design  and  programming,  hydraulic  drive  units,  software 
programming. 

Duraprene  Industries  Ltd. 

Main  Office:  Caigary,  AB.  T2E  6T5.  A,  3651  - 21  St.  N.E. 
Ph.(403)250-9493  Fax:291-6616 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  M.D.  Woodworth. 

Type  of  Services  & Supplies:  Sprockets  for  tracked  vehicles, 
desilter  and  desander  cones,  bearings  and  bushings,  assorted 
urethane  parts,  polyurethane  liners,  pipe  fittings,  pulp,  paper  and 
paperboard  machinery,  gas  and  oil  pipeline  system  machinery, 
oilfield  and  petroleum  producing  machinery,  heavy  duty  industry 
components. 

Durex  Steel  & Alloy  Ind.  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2V2.  3912  - 69  Ave. 

Ph.  (403)  465-9834  Fax:  469-0586 


Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  John  Berge; 

Prod. Mgr.,  Gerry  Brown. 

Type  of  Services  & Supplies:  Custom  metal  fabrication; 
generator  buildings;  dog  houses;  steel  mast  panelling;  substructior 
panelling;  clutch  and  brake  drum  liners;  mud  tanks;  custom 
shearing;  forming  and  roiling;  steel  bins  and  hoppers;  tanks;  oilfieli 
equipment  and  accessories;  air  pollution  equipment;  stainless  stee| 
and  aluminum  fabrication,  above  ground  storage  tanks. 


D.V.  Meter  Ltd. 

Main  Office:  Drayton  Valley,  AB.  TOE  OMO.  Box  7498. 

5317-54  St. 

Ph.(403)542-2713  Fax:542-4343 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  Glen  Hansen; 

Optns.Mgr.,  Don  Van  Ember; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1973).  Private. 

Affiliations: 

Whoily  Owned:  Pembina  Controls. 

Type  of  Services  & Supplies:  Instrumentation  and  metering  sale; 
and  service;  Volumetric  oil  meter  proving,  repair  and  calibration  of  a 
oilfield  meters;  certified  relief  valve  shop;  service  to  all  types  of  reli^ 
valves,  dump  valves,  level  controls,  pressure  switches,  pressur 
gauges,  etc.  Supply  and  service  of  fluid  and  gas  meters,  pressur 
gauges,  thermometers,  regulators,  dump  valves,  relief  valves,  chart; 
disposable  pens,  chemical  pumps,  and  rupture  discs,  etc. 

No.  of  Employees  in  Canada:  30. 


D & Y Hansen's  Mechanical  Enterprises 

Main  Office:  Rocky  Mountain  House,  AB.  TOM  1T0.  Box  1486. 
Ph.(403)845-3310  Fax:845-4698 
Officers  & Key  Personnel  at  this  iocation: 

Pres.,  Doug  Hansen. 

Type  of  Services  & Supplies:  Oilfield  equipment  and  machinery 
pumping  machinery,  jack  pumps,  jack  shafts. 
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Dyad  Data  Services  (Canada)  Limited 

Main  Office:  Calgary,  AB.  T2H  2S5.  7260  - 12  St.  S.E. 

Ph.  (403)  259-3922  Fax:  253-9053 
Officers  & Key  Personnel  at  this  location: 

Pres.,  V.  Krynski; 

Dir.  Mktg.,  A.J.  (Jim)  Burge; 

Main  Banking  Connection:  National  Bank  of  Canada. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1977). 

Type  of  Services  & Supplies:  Geophysical  digital  data  demultiplexin 
reformatting  and  copying.  Analog  to  digital  conversion,  seismic  dal 
storage  and  management.  On-line  seismic,  well  and  land  data  basi 
Seismic  section  reproductions. 

No.  of  Employees  in  Canada;  43. 
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Dyansen  Technologies  Inc. 

Main  Office:  Calgary,  AB.  T2P  3L8. 1400, 425  - 1 St.  S.W. 
Ph.(403)266-7191  Fax:266-5203 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  0.  MacBeath; 

Vice-Pres.,  George  A.  Steele. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1990).  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Saskatchewan 
Company  Directors;  John  0.  MacBeath,  George  Shiniman, 

George  A.  Steele. 

Type  of  Services  & Supplies:  Research  and  development.  Sale 
dredges  - representing  IMS,  Olathe,  Kansas.  Dredging  operationJP,Ei 
western  Canada  including  Tar  Sands.  Abandonment  and  reclamatic 
services  - oil  and  gas  - western  Canada.  Management  - financia 
smaller  companies,  drilling  funds.  Ltd.  Partnerships. 

No.  of  Employees  in  Canada:  6. 
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Dycor  Industrial  Research  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  1 J8. 130, 17303  - 102  Ave. 
Ph.  (403)  486-0091  Fax;  486-3535 
Toil  Free:  (800)  663-9267 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Hank  Mottl; 

Vice-Pres.,  Mark  Marsden. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada, 
incorporation:  Alberta  (1981).  Private. 

Type  of  Service:  Custom  instrument  design,  minicomputer  systeir 
process  control,  telemetry  and  data  acquisition,  calibration 
standards  laboratory,  consultation.  Process  instrumentation  resear 
instrumentation  systems,  computer  equipment  and  data  acquisiti; 
(Severe  Service). 

No.  of  Employees  in  Canada:  10. 
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Company  Profiles 


Dynamic  Oil  Tools  Inc. 

/lain  Office;  Calgary,  AB.  T2C  3X8.  248  Riverbend  Dr,  S.E, 

>h.  (403)  236-3866  Fax:  236-7254 
Officers  & Key  Personnel  at  this  location: 

’res.,  Marcel  Obrejanu. 

Iain  Banking  Connection:  Toronto-Dominion  Bank, 
icorporation:  Alberta  (1992).  Private, 

■ype  of  Services  & Supplies:  Downhole  tools  design  and  development 
)r  specialized  driiling,  production  and  wireline  operations.  Tubing 
nchors  for  progressing  cavity  pumps;  dewaxing  control  valves;  electro- 
ydraulic  fishing  tools  for  wireline  and  coiled  tubing  operations. 

)ynamic  Solutions  Ltd. 

lain  Office:  Caigary,  AB.  T2P  2Y5.  900,  633  - 6 Ave.  S.W, 
h.  (403)  266-441 3 Fax:  233-8490. 

ifficers  & Key  Personnei  at  this  location: 
res.,  Clare  Bowie. 

ype  of  Services  & Suppiies:  A database  query  and  mapping 
pplication.  Oil  expert  (OeX)  is  a UNIX  based  oil  and  gas  mapping 
ackage,  designed  for  land,  geophysical,  geological  and  engineering 
formation  evaluation.  OeX  uses  the  PPDM  (public  petroleum  data 
^se)  date  base  model  schema  for  information  queries  and  data 
!trievals. 

tagle  Hotshot 

|ain  Office:  Red  Deer,  AB.  T4N  4C6. 4, 6320  - 50  Ave.,  Unit  431 . 
h,  (403)  342-0495 
hllular:  350-7198 
ager:  350-2437 

jfficers  & Key  Personnei  at  this  location: 

wner,  Opr.,  Maureen  Benson. 

ain  Banking  Connection:  Toronto-Dominion  Bank, 

icorporation:  Sole  Proprietor. 

'p.  Registered  In:  Alberta  (1993). 
nancial  Summary:  1993. 

evenue:  Net  lncome/(Loss):  Assets: 

I $18,000 

'/pe  of  Services  & Supplies:  Oilfield  hotshot  service. 

AGLE  Pump  & Compressor  Ltd. 

ain  Office:  Caigary,  AB.  T2H  2G2. 7025  - 5 St.  S.E. 
1.(403)253-0100  Fax:253-8884 

fficers  & Key  Personnel  at  this  iocation: 
gr.,  Cdn,  Sis.,  Ed  Albers; 

3Ch.  Sis.,  Brian  Gibson. 

ain  Banking  Connection:  Bank  of  Nova  Scotia, 
corporation:  Alberta.  Private. 

\ 3.  Registered  In:  Alberta  (1932). 

. rpe  of  Services  & Supplies:  Manufacturer  and  supplier  of  air 
i ' mpressors,  industrial  and  commercial.  Fabricator  of  energy  resources 
I pduction  equipment,  Knox  Western  gas  compressors,  pump  and 
ower  packages,  vapor  recovery  units,  reciprocating  and  screw 
i ^trument  air  packages  and  custom  fabrication.  Eagle,  Air  Champ, 

I [jincy,  Corken,  Knox  Western,  Kobelco,  Utile  and  Fullercompressors. 
j igle  centrifugual,  Gorman-Rupp,  Continental  and  Corken  pumps. 
Worbilt,  Gardner-Denver  and  DuroFlow  blowers.  Spare  parts  and 
|ld  service. 

3.  of  Employees  in  Canada:  48. 

ast  Fortune  Rock  Bits 

3in  Office:  Calgary,  AB.  T1 Y 6B5,  3833  - 29  St,  N.E. 
1.(403)291-3578  Fax:250-2608 

ificers  & Key  Personnel  at  this  location: 

1;  r.,  Daniel  Poon,  P.Eng.; 

.,1  L Edmond  Chan. 

|pe  of  Services  & Supplies:  Supply  of  rotary  three  cone  bits. 

Cl  Energy  Controls  Inc. 

lin  Office:  Caigary,  AB.  T1Y  4T8. 2711  - 39  Ave.  N.E. 
.(403)291-5008  Fax:291-6671 

ficers  & Key  Personnel  at  this  iocation; 

3S,,  Ken  Coffey. 

lin  Banking  Connection:  Canadian  Imperial  Bank  of 
■mmerce. 

porporation:  (1989).  Privafe. 

I.  Registered  In:  Alberta. 

pe  of  Services  & Suppiies:  ECl  provides  electrical  demand  analysis 
d reducution  strategies.  The  company  provides  products  and  services 
help  all  industrial  and  commercial  electricity  users  reduce  associate 
3ts.  Peak  Advance  Warning  System  (PAWS);  demand  controller 
^ j it  predicts  and  alarms  on  impending  peak  demands  settings.  PAWS 
!:  a PC  based  software  program  to  allow  users  to  control  loads  and 
.,  luce  demand  costs. 
i.  of  Employees  in  Canada:  2. 


EC&M  Electric  Ltd. 

Main  Office:  Caigary,  AB.  T2G  3A5.  4015-8  St.  S.E. 
Ph.(403)243-2202  Fax:287-9310 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Peter  E.  Cornea; 

Mgr.  Counter  Prod.,  Glen  Copeland; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1934).  Private. 

Co.  Registered  In:  Alberta  (1993). 

Type  of  Services  & Supplies:  Electric  motor  rewind  and  repair,  sales 
distribution  and  packaging  pump  units,  machine  shop,  welding  facility, 
counter  sales  to  trades  for  solenoid  valves  and  electric  motor  switch 
gear,  pressure  and  temperature  switches,  phase  conversion  systems, 
Roper  gear,  progressing  cavity  and  A.O.D.  pumps;  Crane  Deming 
centrifugual  pumps;  ITT-AC  (Allis  Chalmers);  ANSI  B73-1  Pumps 
(Mag-Drive)  Slurry,  pulp  and  paper,  mining  (rubber  lined)  pumps,  self 
priming.  Byron  Jackson  vertical  turbine  water  and  fire  pumps;  ASCO 
solenoid  valves,  pressure  and  temperature  switches;  Westinghouse 
and  Baldor  electric  motors. 

No.  of  Employees  in  Canada:  15. 

Edcon  Power  Tong  Services  Ltd. 

Main  Office:  Lac  La  Biche,  AB.  TOA  2C0.  Box  209. 

Ph.  (403)  623-4808  Fax:  623-4849 
Slave  Lake  Ph.:  (403)  849-4808 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ed  Grekul; 

Sec.,  Conrad  Karpetz; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  (1980).  Private. 

Type  of  Services  & Supplies:  Power  tongs,  float  equipment,  hot  shot 
service. 

No.  of  Employees  in  Canada:  7. 

Edmonton  Electroplating  Ltd. 

Main  Office:  Edmonton,  AB.  T6H  2J6.  5625  - 103A  St. 

Ph.  (403)  434-1 495  Fax:  436-9088 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Anton  Petovar; 

Vice-Pres.,  Fred  Petovar. 

Type  of  Services  & Supplies:  Recycling  of  metal  and  plastic 
bumpers,  industrial  and  automotive  custom  plating. 

Edmonton  Tube  Sales  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5H4. 8835  - 50  Ave, 

Ph.  (403)  468-5656  Fax:  469-3651 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Sec.,  A.  Hansen; 

SIs.Mgr.,  A.  Wasylyshyn; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  (1976).  Private. 

Type  of  Services  & Supplies:  Steel  and  alloy  tube,  fittings  and  valves. 
Wire  and  cable,  fiber  optics.  Stainless,  carbon,  copper,  aluminum, 
plastic  tubing,  wire  and  cable,  fiber  optics. 

No.  of  Employees  in  Canada:  7. 

Edmonton  Valve  & Fitting  Limited 

Main  Office:  Edmonton,  AB.  T6E  5S9. 4503  - 93  St. 

Ph , (403)  437-0640  Fax:  435-6935 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Treas,,  Thomas  White; 

SIs.Mgr.,  Jim  Begg; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1965).  Private. 

Type  of  Services  & Supplies:  Distributor  of  valves  and  tube  fittings. 
Swagelok  tube  fittings,  Whitey  & Nupro  valves  and  filters.  Cajon  pipe 
fittings.  Sno-Trik  high  pressure  valves  and  fittings. 

No.  of  Employees  in  Canada:  20. 

Ed’s  Valve  Servicing  (1980)  Ltd. 

Main  Office:  Grande  Prairie,  AB.  T8V  3J3. 11043  - 92  Ave, 

Mailing  address;  Grande  Prairie,  AB.  T8V  3A1.  Box  123. 

Ph.  (403)  539-7800  Fax:  532-9875 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  Allan  McKillop; 

Sec.,  L.  McKillop. 

Main  Banking  Connection;  Bank  of  Montreal. 

Incorporation:  Alberta  (1980).  Private. 

Co.  Registered  In:  Alberta,  British  Columbia. 

Type  of  Services  & Supplies:  Oilfield  valve  service  and  repairs. 

No.  of  Employees  in  Canada:  18. 

Edson  Power  Tongs  Service  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5E3.  R.R.3. 

Ph.  (403)  343-2225 


Officers  & Key  Personnel  at  this  location: 

Pres.,  Laurie  Miller; 

Sec-Treas,,  Alice  Miller. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  (1979).  Partnership. 

Co.  Registered  In:  Alberta  (1978), 

Type  of  Services  & Supplies:  Power  tongs. 

No.  of  Employees  in  Canada:  4. 

Edson  Steaming 

Main  Office:  Edson,  AB.  T7E  1V2.  Box  6874. 

Ph.  (403)  723-5428 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Bob  Davidson. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Industrial  sandblasting  and  painting, 
steaming. 

No.  of  Employees  in  Canada:  2. 

EECOL  Electric  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2L9. 115,  7710-5  St.  S.E. 

Ph.  (403)  253-1 952  Fax;  252-6441 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  J.G.  (Jim)  Sinneave; 

Vice-Pres.  Mktg.,  A.H.  (Alt)  Gabert; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Saskatchewan  (1933),  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Saskatchewan, 
Manitoba,  Ontario. 

Affiliations: 

lED  a Limited  Partnership. 

Type  of  Services  & Supplies:  Electrical  wholesale  distributor. 
Electrical. 

No.  of  Employees  in  Canada:  400. 

Eejay  Oilfield  Service  Ltd. 

Main  Office:  Wainwright,  AB.  TOB  4P0.  Box  1634. 

Ph.  (403)  842-4267  Fax:  842-5522 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ed  Rutledge; 

Sec-Treas.,  Carol  Rutledge. 

Type  of  Services  & Supplies:  Oilfield  construction  and 
maintenance.  Well  hook  up;  pipeline  construction;  battery  and  gas 
plant  construction;  backhoe  service  trucks;  1/2  ton  to  tandem  winch 
trucks;  picker  trucks  to  12  1/2  ton;  hiboys;  lowboy;  ditchers;  loaders; 
hotshot  service;  pilot  trucks;  hot  tap  service  lease  cleanup  and 
reclamation;  oil  spill  cleanup;  pipe  yard  handling;  casing  and  tubing; 
float  equipment;  packer  isolation  testing;  welding;  pressure  testing. 

E.J.  Mechanical  Ltd. 

Oil  & Gas  Field  Contractors 

Main  Office:  Manyberries,  AB.  TOK  1L0.  Box  114. 

Ph.  (403)  868-3745  Fax:  868-3772 
Additional  Phone:  (403)  526-8910 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Edward  J.  Jakubowsky, 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1975).  Private. 

Type  of  Services  & Supplies:  Surface  producfion  facility  installations 
and  operations.  Surface  production  equipment. 

No.  of  Employees  in  Canada:  23. 

Electronic  Countermeasures  Inc. 

Main  Office:  Calgary,  AB.  T2S  2Y7.  65  - 31  Ave.  S.W. 

Ph.  (403)  233-0644 

Officers  & Key  Personnel  at  this  location: 

Pres.,  William  Fischer; 

Corp.Sec-Treas.,  Bonnie  Fischer. 

Main  Banking  Connection:  Central  Guaranty  Trust  Company. 
Incorporation:  Alberta  (1991).  Private, 

Co.  Registered  In:  Alberta  (1988). 

Type  of  Services  & Suppiies:  Electronic  Countermeasures,  A.K.A. 
‘Debugging’.  Wire-tap,  and  voice  and  fax  transmitter  detection.  Voice 
and  tax  encryption  devices  for  secure  communications.  Associates 
with  police  background  provide  security  consulting  and  investigation 
servicestoyourheadofficeorfield  locations.  Demonstrated  competency 
in  executive  protection,  loss  prevention,  employee  awareness  seminars, 
and  fraud/theft  investigations.  Implement  tight-hole  security  including 
briefings,  physical  security  and  communications  encryption  devices. 
No.  of  Employees  in  Canada:  5. 

Elgin  Exploration  Company  Limited 

Main  Office:  Calgary,  AB.  T2G  2A5.  819-46  Ave.  S.E. 

Ph.  (403)  287-01 23  Fax:  243-61 58 
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Alberta  Petroleum  Equipment  & Services  Directory 


Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  John  V.  Kinley  (252-3064); 

Vice-Pres.,  Colin  Kinley  (256-7165); 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  (1950).  Private. 

Affiliations: 

Christensen  Boyles  Corporation. 

Type  of  Services  & Supplies:  3 Longyear  DIA  Drills  S38,  8 Wet 
Auger  Drills,  3 Precussion  Drills,  4 Cementing  Units. 

No.  of  Employees  in  Canada:  45. 

Elite  Fleet  Courier  Ltd. 

Main  Office:  Calgary,  AB.  T2R  0E4. 720-  11  Ave.  S.W. 

Mailing  address:  Calgary,  AB.  T5J  3L2.  Box  6058,  Stn.D. 

Ph.  (403)  263-1247  Fax:  262-1 899 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Don  Seifriet; 

Contr.,  Nash  Virji. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1981).  Private. 

Type  of  Services  & Supplies:  Low-cost  delivery  system,  handling 
time-sensitive  documents  and  small  packages  within  the  city  of 
Calgary.  Overnight  service  across  Canada  guaranteed  delivery  before 
1 1 :30.  Service  includes  analysis  of  delivery  needs  and  installation  of 
system. 

No.  of  Employees  in  Canada:  120. 

Eljay-Gold  Bar  Diesel  & Machine  Works 
Inc. 

Main  Office:  Edmonton,  AB.  T6E  5R4. 5325  - 93  St. 

Ph . (403)  434-7468  Fax:  437-4300 

Phone:  (403)  436-6212 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Leonard  J.  Holt; 

Serv.Mgr.  Engine,  Elmer  Mark; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Authorized  dealer  for  Detroit  Diesel 
and  Cummins.  Sales  and  service,  truck  repairs,  dynamometer  service, 
Detroit  and  Cummins  parts.  A full  custom  engine  machine  shop.  No 
job  too  big  or  too  small.  O.E.M.  parts  for  Detroit  Diesel  Cummins. 
Jobberpartsforallmakesandmodelsof  engines,  Gas-Diesel-Natural 
Gas. 

No.  of  Employees  in  Canada:  37. 

Elm  Oilpatch  Rentals  Ltd. 

Main  Office:  Valleyview,  AB.  TOH  3N0.  Box  600. 

Ph.  (403)  524-3770  Fax:  524-4287 
Additional  Phone:  (403)  524-4488 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Dale  Whittaker; 

Gen. Mgr.,  Bruce  Leslie. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1979).  Private. 

Type  of  Services  & Supplies:  Rental  of  oilfield  production  equipment: 
1 00  bbl.  tanks,  21 0 bbl.  tanks,  400  bbl.  tanks  - epoxy  lined,  sloped  and 
sump  bottom  and  sour  service,  piperacks  and  catwalks,  flaring 
equipment,  production  and  clean-up  separators,  flow  back  tanks, 
remote  sump  tanks,  surface  sump  tanks,  sump  tanks  weights, 
staircases,  rig  matting,  gas  boots,  line  pipe,  shale  sloops,  high 
pressure  test  vessels  (73  m®  capacity),  caterpillar  loaders,  filtration 
units.  Custom  hauling:  service  rigs  and  oilfield  and  construction 
equipment  - tandem  tandem  pickers  (10  ton,  19  ton  and  25  ton), 
tandem  tandem  bed  trucks  and  winch  tractors,  tri-axle  trailers,  air  ride 
trailers,  tank  cradles,  jeeps,  lowboys  and  hiboys.  Rig  storage;  operating 
authority  - B.C.  and  Alberta. 

No.  of  Employees  in  Canada:  20. 

E.L.P.  Products  Ltd. 

Main  Office:  Calgary,  AB.  T2C  0H7. 2828  - 54  Ave  S.E. 

Ph . (403)  279-2407  Fax:  236-5887 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Barry  Ronellenfitch; 

SIs.Mgr.,  John  Read. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1964).  Private. 

Co.  Registered  In:  Alberta  (1964). 

Type  of  Services  & Supplies:  Solid  cast  polyurethane  castings, 
desilter  cones  and  desander  cones. 

No.  of  Employees  in  Canada:  15. 

Emissions  Plus  Inc. 

Main  Office:  Calgary,  AB.  T3B  5K2.  Box  71051,  Silver  Springs 
P.O. 

Ph.  (403)  288-2098  Fax:  286-7675 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Bo  Mikkelsen. 


Incorporation:  Private. 

Type  of  Services  & Supplies:  Manufacture  and  application  of 
stationary  engine  emission  controls.  Supply  of  stationary  engine 
exhaust  emission  controls. 

No.  of  Employees  in  Canada:  6. 

Encom  Radio  Services  Inc. 

Main  Office:  Calgary,  AB.  T2E  7J9.  7, 640  - 42  Ave.  N.E. 
Ph.(403)230-1122  Fax:276-9575 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ken  Szgatti; 

Sr.Tech.Rep.,  Randy  Ferras. 

Type  of  Services  & Supplies:  ENCOM  specializes  in  the  design, 
procurement,  installation  and  maintenance  of  integrated  radio 
communication  systems  for  the  energy  industry. 

Endless  Tubing  Services  Ltd. 

Main  Office:  Medicine  Hat,  AB.  T1A7G1.  Box  371. 

Ph.  (403)  526-9355 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Howard  Wenger; 

Mgr.  Optns.,  Bruce  Fischer. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Affiliations: 

Richmound  Endless  Tubing  Services  Ltd. 

Type  of  Services  & Supplies:  Gas  Well  servicing  with  compressed 
air  and  endless  tubing.  Bridge  plug  retrieving  and  abandonments. 

No.  of  Employees  in  Canada:  9. 

Enerchem  International  Inc. 

Main  Office:  Nisku,  AB.  TOC  2G0. 1400-8  St. 

Ph.  (403)  955-3388  Fax:  955-2064 
Officers  & Key  Personnel  at  this  location: 

Gen.  Mgr.,  J.B.  (Barrie)  Brookman; 

Tech.  Mgr.,  Tom  Ignacz. 

Type  of  Services  & Supplies:  Specialty  chemicals  for  the  energy 
industry.  Corrosion  inhibitors,  scale  inhibitors,  paraffin  solvents, 
dispersants,  demulsifiers,  biocides,  surfactants,  degreasers  and 
stimulation  products.  Service,  distribution  into  Western  Canada. 
Blending  facility/lab  service. 

Enerflex  Systems  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2V6.  7720  - 48  St.  S.E. 

Ph.  (403)  236-6800  Fax;  279-0367 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  P.John  Aldred; 

Vice-Pres.  Mktg.,  Wayne  Adams; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1980).  Public. 

Co.  Registered  In:  Canada  (1986). 

Affiliations: 

Wholly  Owned:  BTB  Compressors,  Division  of  Enerflex  Systems 
Ltd.,  Compression  Services,  Enerflex  Leasing  Ltd.,  Gas  Drive 
Systems,  A Division  of  Enerflex  Systems  Ltd.,  Pamco  (Division  of 
Enerflex  Systems  Ltd),  Pamco  Power  Products,  Pamco-Atlas  Ltd. 
Type  of  Services  & Supplies:  Sales,  lease,  rental  of  gas  compressor 
packages  25-5400  BHP.  Parts  and  service,  product  support,  revamp/ 
reapplication  of  existing  gas  compressors. 

No.  of  Employees  in  Canada:  500. 

Energlo  Diesel  Heaters  Ltd. 

Main  Office:  Edmonton,  AB.  T5V  1J3. 12225  - 154  St. 

Ph.  (403)  452-4223  Fax:  452-9706 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Alan  L.  Stillwell. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1980).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Sales  and  service  of  diesel  and  gas 
fired  heaters.  (Air  and  Water).  Jet  air  ride  for  motorhomes  and 
ambulances.  Heater  and  parts,  Webasto,  South  Wind,  (Hot  Box), 
Herman  Nelson,  Universal  Fuel  Heater. 

No.  of  Employees  in  Canada:  3. 

Energy  Industries  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6K4.  4303  - 1 1 St.  N.E. 
Ph.(403)250-9415  Fax:250-1339 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  W.B.G.  (Bruce)  Herron; 

SIs.Mgr.,  Ron  Delisle; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1972).  Private. 

Co.  Registered  In:  Alberta. 


Affiliations: 

EnServ  Corporation. 

Type  of  Services  & Supplies:  Natural  gas  compressor  manufacture 
Calgary  facility  provides  engineering  design,  fabrication,  sales  and  2 
hour  parts  and  service  for  reciprocating  and  rotary  screw  ga 
compressors  from  50  to  5000  hp.  Energy  Industries,  Gemini,and  He 
reciprocating  compressors;  Waukesha  and  Caterpillar  natural  ga 
engines:  Atlas  Copco  and  Sullair  rotary  screw  compressors. 

No.  of  Employees  in  Canada:  100. 

Energy  Processing/Canada 

Main  Office:  Calgary,  AB.  T2P  3J4. 1600, 700  - 4 Ave.  S.W. 

Ph.  (403)  263-6881  Fax:  263-6886 
Officers  & Key  Personnel  at  this  location; 

Publisher,  Scott  Jeffrey; 

SIs.Mgr.,  Jim  Graham; 

Main  Banking  Connection:  Canada  Trust  Company. 
Incorporation:  Manitoba  (1908).  Private. 

Affiliations: 

Alberta  Gas  Plant  Directory,  Northern  Star  Communications  Ltd., 
Northern.  Starr  Developments  Ltd.,  Propane  Canada,  The 
Roughneck  Joke  Book,  Roughneck  Publications  Ltd. 

Type  of  Services  & Supplies:  Downstream  oil  and  gas  publicatic 
published  six  times  per  year;  written  and  edited  for  the  hydrocarbor 
processing  and  related  industries.  Advertising  services,  direct  mailir 
lists.  Complete  printing  and  graphics  capabilities  for  the  oil  and  gs 
industry.  Brochures,  annual  reports,  sales  literature,  newsletter 
reprints.  Magazines  - Propane  Canada,  The  Roughneck,  Alberta  Ge 
Plant  Directory,  The  Roughneck  Joke  book. 

No.  of  Employees  in  Canada:  6. 

Ener-Rig  Supply  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Bay  2, 2104-7  St. 

Ph.  (403)  955-2067  Fax:  955-2545 
Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Cole; 

Vice-Pres.,  Larry  Fecho. 

Type  of  Services  & Supplies:  Electrical  Parts:  wholesale,  suppi 
procurement.  Principal  Products:  Industrial  switchgear,  explosir 
proof  material,  lighting  equipment,  safety  equipment,  variable  spef 
drives,  fractional  to  30,000  HP.  Motors  and  motor  control. 

Enertec  Geophysical  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2B  2X4. 3024  - 49  Ave.  S.E. 

Ph.  (403)  569-9222  Fax:  569-0829 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Murray  A.  Olson; 

Vice-Pres.,  C.  David  Willis. 

Type  of  Services  & Supplies:  Contract  geophysical  servic 
(seismic);  3-D  seismic  programmes  from  modelling,  acquisition  ai 
processing;  V.S.P.;  vibroseis  - wheels,  buggies,  trackmounts;  dynam 
- wheels,  buggies,  trackmounts;  heliportable  - MDS  telemetry  systei 
3-D  systems;  MDS  15B  - 480  channels,  MDS  18  - 1024  channt 
(telemetry). 

Ener-West  Projects  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2L8.  A20,  6120-2  St.  S.E. 
Ph.(403)255-6644  Fax:253-5196. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  O.J.  Muller; 

Mgr.Eng.,  Kevin  Knutson. 

Type  of  Consulting:  Engineering,  design  and  constructi 
managment  of  pipeline  gathering  systems,  oil  batteries,  gas  plar 
and  compressor  stations.  Provide  process,  mechanical,  civil  a 
electrical  engineering  services,  plant  perormance  testing  and  trout 
shooting.  Engineering  specialties  include  deisgn  of  H^S  treat! 
system  and  patented  sulphur  recovery  process. 

No.  of  Employees  in  Canada:  19. 

ENSCO  Technology  Canada  Inc. 

(Formerly:ENSCO  Technology  Division) 

Main  Office:  Edmonton,  AB.  T6P  1N5. 1417  - 70  Ave. 

Ph.  (403)  463-4677 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Allan  Voshall; 

Mgr.  Fin.,  John  LItwin. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Canada.  Public. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Parent  Company:  Energy  Services  Company  Inc. 

Type  of  Services  & Supplies:  Directional  and  Horizontal  Drilling  a 
MWD  Guidance. 

No.  of  Employees  in  Canada:  8. 
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Company  Profiles 


inServ  Corporation 

lain  Office:  Caigary,  AB.  T2P  3E6. 1505,  505  - 3 St,  S.W. 
h.  (403)  237-7660  Fax:  266-0885 
tfficers  & Key  Personnel  at  this  location: 

,res.,  C.E.O.,  R.T.  Swinton; 

.F.O.,  Vice-Pres.,  Donald  McLean; 

iain  Banking  Connection:  Royal  Bank  of  Canada. 

icorporation:  (1987),  Public. 

0.  Registered  In:  Alberta,  British  Columbia,  Saskatchewan, 
;ffiliations: 

eda  International  Ltd.,  Ceda-Reactor  Ltd,,  Certified  Rentals,  Drive 
/ell  Servicing,  Energy  Industries  Ltd.,  Polar  Environmental 
ervices  Ltd.,  Smoky  Oilfield  Rentals,  VC  Controlled  Pressure 
ervices  Ltd. 

ype  of  Services  & Supplies:  Well  servicing  and  snubbing,  oilfield 
•eduction  equipment  rentals,  compression  equipment  packaging, 
ansportation  services,  environmental  services,  industrial  maintenance, 
italyst  changeout,  industrial  equipment  rentals. 

0.  of  Employees  in  Canada:  1 ,000. 

insign  Drilling  Inc. 

ain  Office:  Calgary,  AB.  T2P  0L6.  900.  400  - 5 Ave.  S.W, 

0.(403)262-1361  Fax:266-3596 

fficers  & Key  Personnel  at  this  location: 

res.,  Georges.  Ward (265-6361); 

s.Mgr.,  Tom  Fellows; 

lain  Banking  Connection:  Alberta  Treasury  Branches, 
icorporation:  Alberta  (1990).  Public. 

0.  Registered  In:  Alberta,  British  Columbia,  Saskatchewan, 
ffiliations: 

psign  Resource  Sevice  Group  Inc.,  Leyden  Oilwell  Servicing  Ltd., 
pckwell  Servicing  Inc.,  Tri-City  Drilling  (1968)  Ltd, 

/pe  of  Services  & Supplies:  Oilwell  drilling  contractor, 
p.  of  Employees  in  Canada:  500. 

NSYTE  Energy  Software  Int’l  Ltd. 

ain  Office:  Calgary,  AB.  T2P  3C4. 810, 300  - 5 Ave.  S.W. 

M403)  237-6601  Fax:265-1868 

tficers  & Key  Personnel  at  this  location: 
les.,  Michael  D.  Smith; 

)-Ord.  Proj.,  Gary  Fiselier. 

ain  Banking  Connection:  Toronto-Dominion  Bank. 

corporation:  Private. 

b.  Registered  In:  Alberta  (1987). 

'pe  of  Services  & Supplies:  Provide  consulting  and  custom  software 
sign  services.  Client/server  solutions  including:  OCTAGON  - volumes 
Sasurement,  allocation  and  reporting;  GASTAR  - natural  gas 
anagement  for  contracts,  bids,  nominations,  measurement, 
insportation  and  reporting;  GENISYS  - graphical  presentation  of  any 
t)ut/output  data  for  various  applications.  Map-based  data  selection 
jpplements  the  traditional  list-based  selection  of  wells.  Both  a graphical 
id  report-based  view  of  the  history  of  wellbore  equipment.  Waterflood 
Ittern  analysis  allows  the  creation  of  the  patterns  using  a base  map 
either  surface  or  sub-surface  locations.  Decline  curve  analysis 
ktures  both  Arps  and  Fetkovich  techniques  with  provisions  for 
ijltiple  case  analysis  and  automatic  switching  between  the  two. 
pTS  - Materials  management,  purchasing  and  inventory  control. 

).  of  Employees  in  Canada:  6. 

nterra  BOP  Services 

idivision  of  Enterra  Canada  Limited) 

Jin  Office:  Calgai7,  AB.  T1 Y 4T7.  7, 3424  - 26  St.  N.E. 

1. (403)250-3325  Fax:291-4210 

jficers  & Key  Personnel  at  this  location: 

es.,  Edward  Grimes; 
b.Rep,,  Kelly  Grimes; 

lin  Banking  Connection:  Toronto-Dominion  Bank. 

Registered  In:  Alberta,  Saskatchewan,  British  Columbia, 
tmpany  Directors:  Tim  Carey,  Edward  Grimes. 

filiations: 

terra  Canada  Limited. 

pe  of  Services  & Supplies:  Manufacture,  service  and  sell  BOP 
stems  and  associated  equipment;  manufacture  BOP  rubber  products; 
It  BOP  systems  and  associated  equipment. 

).  of  Employees  in  Canada:  14. 

iterra  Canada  Limited 

tin  Office:  Calgary,  AB.  T2P  3B6. 333  - 5 Ave.  S.W. 

;.  (403)  269-7788  Fax:  266-4858 

ficers  & Key  Personnel  at  this  location: 

js.,  Edward  C,  Grimes; 

ie-Pres.  Fin.&  Admin.,  Mervin  Falkenberg; 

lin  Banking  Connection:  Toronto-Dominion  Bank. 

I iorporation:  Alberta  (1968). 

'.  Registered  In:  Alberta,  Saskatchewan,  British  Columbia. 


Affiliations: 

Enterra  Corporation. 

Type  of  Services  & Supplies:  A complete  inventory  of  drilling  and 
workover  equipment  available  for  rent.  Shop  facilities  to  pressure  test 
and  certify  BOP’s,  valves  and  Kelly  cocks.  Manifolds  designed, 
manufactured,  assembled  and  tested. 

No.  of  Employees  in  Canada:  52. 

ENTERRA  Patco  Oilfield  Products  Limited 

(Formerly:Positive  Action  Tool  Western  Limited) 

Main  Office:  Calgary,  AB.  T2P  3B6.  300,  333  - 5 Ave.  S.W. 

Ph.  (403)  237-6441  Fax:  237-6445 
Officers  & Key  Personnel  at  this  location: 

Pres.,  John  T.  Bertagnolli; 

Mgr.  Sales/Marketing,  Doug  Flildebrandt; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 

Affiliations: 

Parent  Company:  Enterra  Canada  Limited, 

Type  of  Services  & Supplies:  ENTERRA  Patco  reciprocating  and 
mold  on  nylon,  ryton,  posilarand  posidel  sucker  rod  scraper/centralizers, 
steam  flood  wellhead  blowout  preventers  and  stuffing  boxes.  Oilfield 
improvements  wheeled  rod  guide  couplings,  lotus  rod  guides,  rod 
rotators,  sand  sharks,  stabilizing  pony  rods,  Pat-Well  wellhead 
completion  equipment. 

No.  of  Employees  in  Canada:  24. 

Enviro  Desorption  Inc. 

Main  Office:  Calgary,  AB.  T2E  7H7. 104,  6815-8  St,  N.E, 

Ph.  (403)  295-6320  Fax:  295-0732 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Joe  Flansford; 

Vice-Pres.,  D.  Ross  Charlesworth; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1990).  Private. 

Co.  Registered  In:  British  Columbia  (1991),  Alberta  (1990),  Ontario 
(1991). 

Type  of  Services  & Supplies:  Purify  and  recycle  hydrocarbon 
contaminated  soil.  Purify  soil  using  a mobile,  high  capacity  thermal 
desorption  plant. 

No.  of  Employees  in  Canada:  5. 

Enviro-Guard  Reclamation  Inc. 

Main  Office:  Calgary,  AB.  T2W  5R8, 153  Candle  Place  S.E. 
Ph.(403)238-5475  Fax:251-6711 

Cellular:  (403)  540-9312 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Wayne  G.  Carter; 

Vice-Pres.,  Greg  T.  Busby; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1992).  Private. 

Co.  Registered  In:  Alberta  (1992). 

Type  of  Services  & Supplies:  Complete  restoration  of  land  and  clean- 
up (reclamation)  of  well  sites  and  site  assessments. 

No.  of  Employees  in  Canada:  3. 

Environmental  Technologies  Inc. 

Main  Office:  Calgary,  AB.  T2P  3Y7. 4510, 150-6  Ave.  S.W. 
Ph.(403)261-8886  Fax:261-7982 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  R.J.  Collens. 

Type  of  Services  & Supplies:  Scrubbing  machine;  scrubber,  gas; 
oilfield  equipment;  sewage  treatment  systems. 

Environmental  Waste  Management  Ltd. 

Main  Office:  Calgary,  AB.  T2C  3G9. 5366  - 55  St.  S.E. 
Ph.(403)720-1007  Fax:720-1050 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Jim  Kearns; 

Proj. Mgr.,  Collin  Fleath. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1988).  Private. 

Affiliations: 

Economy  Carriers  Limited. 

Type  of  Services  & Supplies:  Professional  hazardous  waste 
management  services  including  site  services,  documentation, 
transportation. 

No.  of  Employees  in  Canada:  4. 

Enviropac  Tracer  Services 

A Division  of  Enviropac  Mfg.  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3T7. 420, 736  - 6 Ave.  S.W. 

Ph.  (403)  269-7696  Fax:  269-7853 
Officers  & Key  Personnel  at  this  location: 

Chmn.,  C.E.O.,  T.Fi.  Pointer; 

Rep.  Tech.Sls,&  Mktg.,  M.J.  Schofield. 
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Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1989).  Private. 

Affiliations: 

Parent  Company:  Ventana  Financial  Corporation. 

Type  of  Services  & Supplies:  Radioacative  tracer  injection  services, 
inter-well  tracer  studies,  process  tracing,  radiation  meter  calibration 
and  sales,  leak  testing  of  radioacative  sealed  sources.  Expediting  of 
radioactive  materials.  Consulting  of  regulatory  affairs  and  radiation 
safety.  Site  survey's,  assessments  and  remediation.  Non-leaching 
and  open  source  radioactaive  tracer  proppants,  radioactive  markers, 
packaging  for  radioactive  materials,  radioactive  protection  supplies 
and  equipment.  Liquid  tracers  materials. 

No.  of  Employees  in  Canada:  12. 

Enviro-Tec  Inc. 

Main  Office:  Linden,  AB.  TOM  1J0,  Box  30, 817  Central  Ave. 

Ph.  (403)  546-3995  Fax:  546-3807 

Officers  & Key  Personnel  at  this  location: 

Contr,,  Linda  Gibbs; 

SIs.Mgr,,  Christopher  Harper. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Canada  (1982).  Private, 

Co.  Registered  In:  Alberta. 

Company  Directors:  Ben  Adams,  Laurent  Lefebvre,  Dennis  Wall. 

Affiliations: 

Laden  Industrial  Equipment  Inc. 

Type  of  Service:  Sales,  marketing  and  production  of  chemical  storage 
lockers  for  secondary  containment  of  dangerous  goods,  and  above 
ground  fuel  storage  tanks. 

No.  of  Employees  in  Canada:  8. 

Envirotech  Nisku  Inc. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  606. 

Ph,  (403)  955-8897 

Officers  & Key  Personnel  at  this  location: 

Pres.,  L.G.  (Len)  Brown. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1988).  Private. 

Type  of  Services  & Supplies:  Training  of  environmental  response 
techniques  as  it  relates  to  the  petroleum  industry.  Fabrication  and  sales 
of  emergency  response  equipment.  3M  oil  and  chemical  sorbents, 
skimming  equipment,  containment  boom,  emergency  response  kits 
and  storage  units  for  response  equipment. 

No.  of  Employees  in  Canada:  3. 

Equipment  Sales  & Service 

Main  Office:  Edmonton,  AB.  T6P  1 N3. 21 1 1 - 80  Ave, 

Ph.  (403)  440-401 0 Fax:  440-4787 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Mike  Smith. 

Type  of  Services  & Supplies:  Construction  equipment;  cranes; 
excavators;  demolition  and  recycling  attachments;  earthmoving 
attachments;  chromium  carbide  wearplate;  wire  rope;  Linkbelt; 
Labounty;  Esco;  Bethlehem;  CMC. 

E.S.  Industrial  Supply 

Main  Office;  Calgary,  AB.  T2E  6Z4.  6, 2016  - 25  Ave.  N.E. 
Ph.(403)291-9854  Fax:250-3009 

Officers  & Key  Personnel  at  this  location: 

Rep.Tech.SIs,,  Philip  Vorvis,  P.Eng. 

Type  of  Services  & Supplies:  Sales  of  "Environmentally-Safe" 
series  2000ES  lubricants.  Air  Lube  2000ES,  Sol-Lube  2000ES,  AP 
Lube  2000ES,  chain  saw  compressor  oil  ES,  rust  protectant  ES, 
thread  compounds  ES.  These  products  are  used  in  the  oil  and  gas, 
marine,  forestry,  mining  and  railroad  industry. 

ESP  Testing  Ltd. 

Main  Office:  Nisku,  AB.  1102  - 8A  St. 

Mailing  address:  Nisku,  AB.  TOC  2G0.  Box  525. 

Ph.(403)955-2165  Fax:955-9487 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Robert  Pollock; 

Shop  Frmn.,  Michael  Sleczka. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1989),  Private. 

Co.  Registered  In:  Alberta  (1989). 

Type  of  Services  & Supplies:  Submersible  cable  spooling,  banding 
and  repair  and  downhole  ESP  equipment  testing  and  service. 

No.  of  Employees  in  Canada:  6. 

ESS-ELL  Tool  Co.  Ltd. 

Main  Office:  Calgary,  AB.  T2L  4N1 . D,  3605  Bonnybrook  Road 
S.E. 

Ph.  (403)  265-5404  Fax:  233-0261 
Toll  Free:  (800)  265-T00L(8665) 
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Alberta  Petroleum  Equipment  & Services  Directory 


Officers  & Key  Personnel  at  this  location: 

Pres.,  Rick  Luchak. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Type  of  Services  & Suppiies:  Rental  of  flow  control  equipment, 
installation  of  chemical/methanol  injection  systems,  consulting 
services,  computerized  production  systems  analysis.  T ype  of  supplies, 
flow  control  equipment,  custom  design  and  manufacture  of  specialty 
downhole  tools,  plunger  lift,  chemical/methanol  injection  systems. 
No.  of  Employees  in  Canada:  4. 

Estabrook  Construction  Ltd. 

Main  Office:  Grimshaw,  AB.  TON  1W0.  Box  258. 

Ph.  (403)  332-41 1 1 Fax:  332-4567 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Vernon  Estabrook; 

Optns.Mgr.,  Miles  Estabrook. 

Type  of  Services  & Supplies:  Wellsite  and  access  road 
construction,  seismic  line  cutting/cleaning,  plant  site  preparation. 
Heavy  equipment  - motor  scrapers,  crawler  tractors,  graders, 
packers,  excavators  etc. 

European  Technologies  International  Inc. 

Main  Office:  Calgary,  AB.  T2P  3J4.  610,  700  - 4 Ave.  S.W. 

Ph.  (403)  262-6004  Fax:  269-4707 
Officers  & Key  Personnei  at  this  location: 

Exec.Off.,  Gary  Taylor. 

Type  of  Services  & Supplies:  High  technology  machining  and 
sharpening,  also  has  developed  a new  perpetual  balancing 
system. 

Evergreen  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2R  1K4.  535, 1010  First  St.  S.W. 
Ph.(403)262-5590  Fax:290-1228 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Richard  Langen. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1989).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Service:  Project  management,  engineering  design  and 
construction  managementtoroiland  gas  processing  facilities,  pipelines, 
water  injection  plants.  Also  offer  feasibility  studies,  cost  estimating, 
start-up  services  and  plant  optimization. 

No.  of  Employees  in  Canada:  10. 

Excell  Specialty  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0C9.  9516  - 62  Ave. 

Ph.  (403)  435-2081  Fax:  435-2081 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Robert  W.  Cox,  Sr.; 

Contact,  Robert  W.  Cox,  Jr. 

Type  of  Services  & Suppiies:  Studs  for  oilfield  industry,  mud 
pump  equipment,  hammer  lug  nuts,  choke  beans  (nipples),  brake 
blocks,  brass  for  mud  pumps,  brake  rims,  automatic  drillers. 

Exchanger  Industries 

Main  Office:  Calgary,  AB.  5505  - 52  St.  S.E. 

Mailing  address:  Calgary,  AB.  T2A  6A8.  Box  1107,  Stn.  J. 
Ph.(403)236-0166  Fax:279-8242 

Officers  & Key  Personnel  at  this  location: 

Pres.,  B.  Wetmore; 

Sis. Mgr.,  Ian  Wright. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta.  Private. 

Affiliations: 

Premetalco  Inc. 

Type  of  Services  & Supplies:  Design,  fabrication  and  repair  of  heaf 
transfer  equipment  (shell  and  tube;  air  cooled).  Licensed  manufacturer 
of  National  Oilwell  F1 14,  FI  60,  F228  and  F320  pumping  units. 

No.  of  Employees  in  Canada:  150. 

Execsuite  Luxury  Travel  Apartments 

Main  Office:  Calgary,  AB.  T2P  3B4.  702  - 3 Ave.  S.W. 

Ph.  (403)  294-5800  Fax:  294-5959 

Toll  Free:  (800)  667-4980 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  L.  Stern; 

Vice-Pres.,  Michael  K.  Stern. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1981).  Private. 

Affiliations: 

Wholly  Owned:  R.L.  Stern  Management  Ltd. 


Type  of  Services  & Supplies:  Luxuriously  furnished,  completely 
equipped  apartments  with  maid  service  Monday  to  Friday  for 
temporarily  assigned  or  relocating  personnel.  Monthly  and  weekly 
rates  available. 

No.  of  Employees  in  Canada:  27. 

Executive  Advertising 

Main  Office:  Calgary,  AB.  T2E  7E1.  3, 1815  - 27  Ave.  N.E. 
Ph.(403)250-2117  Fax:291-5188 

Officers  & Key  Personnel  at  this  location: 

Pres.,  F.C.  Stuart. 

Type  of  Services  & Supplies:  Advertising  specialties  and  quality 
business  gifts.  Pens,  T-shirts,  coffee  mugs,  key  tags,  calendars,  all- 
weather  decals,  signage,  safety  programs  and  full  coverage  of  items 
for  corporate  recognition.  Samples  of  work  available  upon  request,  1 4 
years  experience. 

No.  of  Employees  in  Canada:  4. 

Executrade  Personnel 

Main  Office:  Calgary,  AB.  T2P  3L8. 1400, 425  - 1 St.  S.W. 

Ph.  (403)  237-8395 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Nancy  Dasent. 

Incorporation:  Alberta  (1974).  Private. 

Affiliations: 

The  Design  Group  Staffing  Services  Inc. 

Type  of  Services  & Supplies:  The  placement  and  recruitment  of 
temporary  and  permanent  positions,  of  personnel  in  the  accounting, 
secretarial/clerical  fields. 

No.  of  Employees  in  Canada:  10. 

The  Expatriate  Group  Inc. 

Main  Office:  Calgary,  AB.  T2P  3T1 . 605,  940  - 6 Ave.  S.W. 

Ph.  (403)  262-571 5 Fax:  294-1222 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Thomas  Boleantu,  P.GeoL,  BA. 

Type  of  Consulting:  Canada's  leading  one-step  service  for  Canadians 
working  overseas,  non-resident  or  on  a rotation.  Offers  an  essential 
team  service  to  assist  Canadian  expatriates  worldwide  in  all  areas  of 
expatriate  financial  planning  as  Canadian  taxation  - non-residency 
and  offshore  rotation;  tax  haven  banking  and  investments;  international 
insurance  coverage;  estate  planning  and  wills;  culture  shock  and 
cross-cultural  communication;  house  leasing,  re-entry  advice, 
international  asset  management.  Servicing  major  firms,  individual 
employees  and  sub-contractors  in  Canada  and  oversas  through 
practical  overseas  working  experience.  Seminars,  fluently  bilingual 
English/French. 

No.  of  Employees  in  Canada:  4. 

Expeditors  International  Forwarding  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7H7. 190,  6815  -8  St.  N.E. 
Ph.(403)295-1501  Fax:275-2330 

Officers  & Key  Personnel  at  this  location: 

Mktg.Mgr.,  Ray  Hughes; 

Mktg.Asst.,  Gillian  Holmes. 

Type  of  Services  & Supplies:  Overseas  transportation,  general 
ocean  freight/airfreight.  Project  forwarding,  full/part  charter  bookings. 
Air  charters  - Antonov  124,  llushyn  76  etc..  Complete  door-to-door 
transportation. 

Experienced  Equipment  Company 

Main  Office:  Calgary,  AB.  T2X  3C7.  Box  48074,  Midlake  P.O. 

Ph.  (403)  254-2400  Fax:  254-2587 
Officers  & Key  Personnel  at  this  location: 

Pres.,  RossT.  O’Shea; 

Corp.Sec.,  Sheilia  K.  O’Shea. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1979).  Private. 

Co.  Registered  In:  Alberta  (1979). 

Affiliations: 

Parent  Company:  Leross  Oilfield  Service  Ltd. 

Type  of  Services  & Supplies:  Oilfield  equipment  - sales  and  service. 
Drilling  equipment  - sales  and  rentals.  Camp  rentals. 

Explosives  Limited 

Main  Office:  Caigary,  AB.  T2H  1 X6.  5511-6  St.  S.E. 

Ph.  (403)  255-7776  Fax:  255-2226 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Tom  W.  Tobin; 

SIs.Mgr.  Constr.  & Mining,  Bob  Pankhurst. 

Incorporation:  Alberta  (1937).  Private. 


Type  of  Services  & Supplies:  Distributor  of  ICI  explosives  and  I 
accessories  for  seismic  exploration,  mining  and  construction,  oil  w 
perforating  charges  and  tools.  Explosives,  detonators,  detonati 
cords,  perforating  guns  and  carriers  with  all  related  accessories. 

Express  Micro  Store 

Main  Office:  Calgary,  AB.  T2P  0R2. 207  - 6 Ave.  S.W. 

Ph.  (403)  265-8666  Fax:  265-7202 

Officers  & Key  Personnel  at  this  location: 

Mgr.,  David  Pon. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1991).  Private. 

Co.  Registered  In:  Alberta  (1991). 

Type  of  Services  & Supplies:  Computer  sales,  service  and  supplk 
Computer  (mainly  Express  Micro),  software  and  accessories. 

No.  of  Employees  in  Canada:  24. 

F M C of  Canada  Ltd.,  Wellhead  Division 

Main  Office:  Calgary,  AB.  T2R  1M7.  700, 550-  11  Ave.  S.W. 
Ph.  (403)  266-7254  Fax:  264-1465 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Steve  Neeld; 

SIs.Rep.,  Mike  Conner; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Private. 

Affiliations: 

Parent  Company:  FMC  Corporation. 

Type  of  Services  & Supplies:  Sales  and  service  of  FMC  and  Oi 
wellhead  equipment  and  API  gate  valves.  FMC  wellheads  (surfa 
and  subsea),  API  gate  valves  and  production  chokes. 

No.  of  Employees  in  Canada:  14. 

Factory  Machines  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0P5.  9968  - 67  Ave. 

Ph.  (403)  438-9042  Fax:  438-2892 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Doug  L'Heureux; 

Contact,  Don  Miske. 

Type  of  Services  & Supplies:  Metal  fabrication,  screen  frame 
equipment,  printing  machines,  machine  shop. 

F.A.C.T.S.  Oil  Tools  Ltd. 

Main  Office:  Leduc,  AB.  T9E  6L6. 4703  - 53  Ave. 

Ph.  (403)  986-0535 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Baine  Doupe; 

Vice-Pres.,  Ken  Beler. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1979).  Private. 

Type  of  Services  & Supplies:  Downhole  completion,  production  £ 
workover  tool  sales  and  supervision.  Retrievable  packers,  perman 
packers,  tubing  anchors,  cement  retainers,  rental  tools,  servir 
tools,  gas  lift  systems,  plunger  lift  systems  and  primary  cement 
equipment. 

No.  of  Employees  in  Canada:  23. 

Farmstead  Builders  (Olds)  Ltd. 

Main  Office:  Olds,  AB.  T4H  1J3. 51 14  - 57  Ave. 

Ph.  (403)  556-6065 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Jack  Irving  (556-6257). 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1976).  Private. 

Type  of  Services  & Supplies:  Chain  link  fencing  supplied,  instal 
and  repaired.  Metal  buildings  supplied,  erected  and  repaired. 

No.  of  Employees  in  Canada:  4. 

Farr  Canada  Ltd. 

Main  Office:  Edmonton,  AB.  T5M  2V2. 14820  - 1 12  Ave. 

Ph.  (403)  453-3277  Fax:  455-2432 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Terry  McCoy; 

Mgr.  Mktg.,  Dan  Dagenais; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Affiliations: 

McCoy  Bros.  Group. 

Type  of  Services  & Supplies:  Manufacture  and  markets  a compi 
line  of  hydraulic  power  tongs;  urethane  thread  protectors;  power  ui 
and  computerized  torque  turn  system  for  both  drilling  and  worko 
applications,  Kelly  spinners.  Repair  and  service  all  types  of  hydra 
power  tongs. 

No.  of  Employees  in  Canada:  27. 


30 


1995  Edi 


Company  Profiles 


arries  Engineering  (1977)  Ltd. 

iin  Office:  Calgary,  AB.  T2P  058. 12  Fl„  630  - 6 Ave,  S.W. 

1.  (403)  264-3635  Fax:  265-0635 
ficers  & Key  Personnel  at  this  location: 
es.,  J.K.  Farries,  P.Eng,: 

:e-Pres.,  R.B.  Macpherson,  P.Eng.; 

)in  Banking  Connection:  Canadian  Imperial  Bank  of 
immerce. 

:orporation:  Alberta.  Private. 

pe  of  Service:  Petroleum  consulting,  specializing  in  drilling  and 
)duction  supervision  and  management.  Specialize  in  preparation  of 
serve  and  evaluation  reports. 

I.  of  Employees  in  Canada:  18. 

3SCO  Rentals  Ltd. 

lin  Office:  Edmonton,  AB.  T6A  0L6.  4915  - 101  Ave. 
.(403)465-5151  Fax:469-6915 

ficers  & Key  Personnel  at  this  location: 

3s.,  Jim  Fitzgerald: 

n.Mgr.A/ice-Pres.,  Pat  Ross. 

pe  of  Services  & Supplies:  Rental  and  sales  company 

jplying  commercial/industrial  equipment  and  maintenance.  We 

sr  24-hour  emergency  service.  Canada  toll  free  1 -800-563-2726. 

jdmet  Tubulars 

in  Office:  Calgary,  AB.  T2G  0P8.  2408, 125  - 9 Ave,  S.E. 

1(403)237-0955  Fax:261-8978 

I'icers  & Key  Personnel  at  this  location: 

n.Mgr.,  Douglas  P.  Lindskog; 

itr.,  Charles  F.  McMahon, 

jin  Banking  Connection:  Bank  of  Montreal. 

orporation:  Alberta  (1988).  Private. 

liliations: 

^ent  Company:  Federal  Industries  Ltd. 
oe  of  Services  & Supplies:  Distributor  for  Camrose  Pipe  Co.  and 
e Pipe.  Exclusive  Canadian  distributor  for:  Maverick  Casing  and 
ping;  Textube  Line  Pipe;  Sealtite  PVC  Lined  Tubing. 

: of  Employees  in  Canada:  10. 

(kete  Associates  Inc. 

in  Office:  Calgary,  AB.  T2P  0M2,  2000,  540  - 5 Ave.  S.W. 
■(403)265-1550  Fax:266-5938 

icers  & Key  Personnel  at  this  location: 
is.,  L,  Matter; 

es-Pres.Eng.,  G.D.  Metcalfe. 

pe  of  Consulting:  Reservoir  engineering  and  geology,  economic 
iluations  of  oil  and  gas  properties,  computer  simulations,  well  test 
riysis,  and  production  engineering  related  software  development. 

. of  Employees  in  Canada:  30. 

3ldco  Mfg.  Inc. 

in  Office:  Edmonton,  AB.  T6B  2N4.  8542  - 42  St. 

I (403)  465-0565  Fax:  465-0569 
peers  & Key  Personnel  at  this  location: 
htr.,  Shirley  Rudnitski; 
i'.,  Neil  Lepps; 

in  Banking  Connection:  Toronto-Dominion  Bank, 

)e  of  Services  & Supplies:  Machine  Shop.  Laser  alignment  - 
table.  Grinding,  welding,  metallizing,  milling,  flame  spraying,  heat 
it  oven. 

i of  Employees  in  Canada:  30. 

tration  Services  Inc. 

;n  Office:  Calgary,  AB.  T2E  7A9. 210, 4393  - 14  St.  N.E, 
1(403)291-5660  Fax:291-2077 

'cers  & Key  Personnel  at  this  location: 
b.,  Richard  Ball; 

. Admin.,  Brenda  Smith; 

in  Banking  Connection:  Toronto-Dominion  Bank. 

Drporation:  Alberta  (1987),  Private. 

Registered  In:  Alberta  (1987). 

Nations: 

oily  Owned:  Graphic  F/X. 

0 of  Services  & Supplies:  Manufacture  of  oilfield  filtration 
ipment  for  oil  and  water  systems.  Portable  field  filtration  equipment 

1 personnel  and  auxilary  equipment.  Exclusive  Western  Canadian 
ibutor  F.S.I.  filtration  equipment.  Durco  Auto.  Backflush  and 
jsure  plate  filters. 

;of  Employees  in  Canada:  9. 

tirite  Oilfield  Services  Ltd. 

n Office:  Spirit  River,  AB.  TOH  3G0.  R.R.1 . 

I !(403)  351-3980  Fax:351-2244 

:'i  litional  Phone  (24Hr.):  (403)  551-2097 
cers  & Key  Personnel  at  this  location: 
fe.,  Tex  Fimrite. 


Main  Banking  Connection:  Toronto-Dominion  Bank, 
Incorporation:  Alberta  (1985).  Private. 

Co.  Registered  In:  Alberta  (1985), 

Affiliations: 

Wholly  Owned:  Fimrite  Holdings,  Wilderness  Adventures 
International  Inc. 

Type  of  Services  & Supplies:  Mobile  steamers,  vacuum  trucks,  lease 
maintenance  equipment,  weed  spraying,  pumps,  welder,  used  oil 
disposal  and  recycling  service,  oilspills  and  tank  cleaning. 

No.  of  Employees  in  Canada:  6, 

Finney-Taylor  Personnel  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2A5.  602,  665  - 8 St.  S.W. 

Ph.  (403)  264-2718 

Officers  & Key  Personnel  at  this  location: 

Pres.,  J.A.  Finney; 

Sec-Treas.,  Heather  Finney. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1967).  Private. 

Type  of  Services  & Supplies:  Executive  employment  agency. 
Permanent  and  temporary  placements  of  professional  and  support 
staff. 

No.  of  Employees  in  Canada:  4. 

FIremaster  Oilfield  Services 

Main  Office:  Red  Deer,  AB.  T4P  2J2. 4728  - 78A  St.  Close. 

Ph.  (403)  342-7500  Fax:  346-0400 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ken  Campbell. 

Fire-Pro  Calgary  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6P7. 15, 2280  - 39  Ave.  N.W. 

Ph.  (403)  250-2222 

Officers  & Key  Personnel  at  this  location: 

Gen, Mgr.,  Bill  Chesterman. 

Main  Banking  Connection:  First  Calgary  Financial  Savings  & 
Credit  Union  Ltd. 

Incorporation:  Alberta  (1986).  Private. 

Co.  Registered  In:  Alberta  (1986). 

Affiliations: 

Partly  Owned:  Fire-Pro  Alarms  Ltd.,  Flame-Out  Fire  Protection, 
Shamrock  Fire  Supplies. 

Type  of  Services  & Supplies:  Sales  and  service  of  fire  protection 
equipment;  fire  training.  Fire  fighting  equipment. 

No.  of  Employees  in  Canada:  6. 

FitzPatrick  Engineering  Limited 

Main  Office:  Edmonton,  AB.  T6H  0W2. 1 1 1 24  - 54A  Ave. 

Ph,  (403)438-1581  Fax:438-1581 

Officers  & Key  Personnel  at  this  location: 

Art  FitzPatrick. 

Type  of  Services  & Supplies:  FitzPatrick  Engineering  Limited 
offers  a broad  range  of  engineering  and  management  services.  The 
company  helps  get  information,  clarifies  data  and  increases 
productivity.  The  company  specializes  in  research  and 
development,  feasibility  studies  and  evaluating  projects. 

FlexTube  Inc. 

Main  Office:  Calgary,  AB.  T2P  3J4. 1 1 80, 700  - 4 Ave.  S.W. 

Ph.  (403)  263-3377  Fax:  266-381 0 

Officers  & Key  Personnel  at  this  location: 

Pres.,  George  Myette. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1989). 

Affiliations: 

Co-Flex  Well  Services  Ltd. 

Type  of  Services  & Supplies:  Coiled  tubing  service  and  supply  to 
2500m.  Coiled  tubing  units  with  air  compressor,  coiled  tubing  conveyed 
electric  line,  downhole  drilling  motors,  installation  of  coiled  for  production 
purposes. 

No.  of  Employees  in  Canada:  16, 

Flint  Canada  Inc. 

Main  Office:  Calgary,  AB.  T2R  1 M8. 1 1 00,  550-  11  Ave.  S.W. 

Ph,  (403)  263-6910  Fax:265-4737 

Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Ronald  H.  Shannon; 

Vice-Pres.  SIs.&Mktg.,  Mikki  D.  Jarvis; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1962).  Private. 

Co.  Registered  In:  Alberta  (1962),  British  Columbia,  Manitoba, 
Northwest  Territories,  Saskatchewan,  Yukon  Territories. 


Affiliations: 

Flint  Canada  Vostok  Ltd.,  Flint  Construction  Northern  Ltd.,  Flint 
Hughes  Automation  Limited,  Flint  Industrial  Services  Inc.,  FlintCan 
Cyprus  Ltd. 

Type  of  Services  & Supplies:  Electrical  and  instrumentation  division. 
Electrical  and  instrumentation  construction  and  maintenance  as  well 
as  design  and  installation  of  computerized  process  control  systems. 
Manufacturing  panel  boards.  Well  servicing  division.  Oilwell  servicing. 

No.  of  Employees  in  Canada:  1 ,000. 

Flo-Crest  Equipment  (Alberta)  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6Y9.  Bay  F,  2916  - 19  St.  N.E. 

Ph.(403)250-3376  Fax:291-3992 

Toll  Free:  (800)  661-6129 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Percy  Harvey; 

Sec.,  Carol  Harvey. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1983),  Private, 

Type  of  Services  & Supplies:  Stocking,  Distributing  and 
Representative,  Valves,  control  valves,  strainers,  flexible  connectors, 
expansion  joints,  heat  exchangers  and  heat  recovery  systems. 

No.  of  Employees  in  Canada:  14. 

Flo-Skid  Manufacturing  Inc. 

Main  Office:  Calgary,  AB.  T2P  2G6.  Box  31,  Site  1,  R,R.5. 

6725  - 86  Ave.  S.E. 

Ph.  (403)  279-6602  Fax:  236-4201 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Harry  Saldanha. 

Type  of  Services  & Supplies:  Well  test  separators  (skidded); 
meter  and  test  collection  units;  flare  stacks;  pressure  vessels; 
pumps;  valves;  line  heaters;  refrigeration  packages;  dehydration 
packages;  compressor  packages. 

Flow  Control  Oil  & Gas  Inc. 

Main  Office:  Calgary,  AB.  T2H  2R1. 105,  616-71  Ave.  S.E. 

Ph.  (403)  259-2535  Fax:  259-2738. 

Officers  & Key  Personnel  at  this  location: 

Dir.  of  Mktg.&SIs.,  Jim  Ostrowerka; 

Pres.,  Jim  Brown, 

Type  of  Services  & Supplies:  Manufacturers  and  distriburors  of 
ball  valves.  Trunnion  mounted  and  floating  type  ball  valves. 

The  Fluid  Life  Corporation 

(Formerly:MLS  Maintenance  Lubrication  Services  Inc.) 

Main  Office:  Edmonton,  AB.  T6E  5R2.  961 9 - 42  Ave. 

Ph.  (403)  462-31 31  Fax:  462-2420 
Additional  Phone:  (403)  462-2400 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Larry  Dick; 

SIs.Mgr.,  Les  Boake. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Canada  (1984).  Private. 

Co.  Registered  In:  Alberta  (1984), 

Type  of  Services  & Supplies:  Maintenance  and  lubrication  consulting, 
oil  analysis  testing  laboratory.  ROAST-  a maintenance/oil  analysis 
computer  program,  ultra  fine  filtration  products,  WEARTRAP  oil/filter 
sampling  module. 

No.  of  Employees  in  Canada:  31 . 

Fluid  Lift  Systems  Inc. 

Main  Office:  Calgary,  AB.  T2J  0A6.  285  Acadia  Dr.  S.E, 

Ph.  (403)  255-3328  Fax:  255-4934 
Officers  & Key  Personnel  at  this  location: 

Pres.,  George  M.  Scott  (551-7388); 

Technician,  R.  Lyail  Tegart  (540-5789). 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1982).  Private. 

Type  of  Services  & Supplies:  Plunger  lift  systems,  CSA  controllers, 
plunge  arrival  sensors,  plungers,  lubricators,  standing  valves.  Repairs, 
service  and  consulting. 

No.  of  Employees  in  Canada:  2, 

Fluor  Daniel  Canada,  Inc. 

Main  Office:  Calgary,  AB.  T2W  3N2. 10101  Southport  Rd.  S.W. 
Ph.(403)259-1110  Fax:259-1224 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.  Mktg.,  Barry  J,  Nield  (259-1214); 

Gen. Mgr,  Optns.,  Ron  Gallagher  (259-1105); 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Canada  (1949).  Private. 
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Alberta  Petroleum  Equipment  & Services  Directory 


Affiliations: 

Parent  Company:  Fluor  Corporation 

Wholly  Owned:  American  Equipment  & Services  (AMECO) 

Other:  Fluor  Constructors  Canada,  Ltd.,  Fluor  Daniel  Wright,  TRS 
Recruiting  Services  Canada,  Inc. 

Type  of  Service:  Engineering,  procurement,  construction,  construction 
management,  project  management  and  maintenance  services  focusing 
on  twelve  business  units:  Petroleum  and  petrochemical,  mining  and 
metals,  industrial,  facility  and  plant  services,  power,  process,  pulp  and 
paper,  production  and  pipelines,  environmental,  advanced  technology 
division,  chemicals  and  plastics,  and  DELTA. 

No.  of  Employees  in  Canada:  1,000. 

Focus  Surveys  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5J3.  205,  8915  - 51  Ave. 

Ph.  (403)  466-6555  Fax:  466-8200 
Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Flolmiund,  A.L.S.; 

Sec-Treas.,  Gordon  Wyper,  CMA. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta,  Saskatchewan, 

Affiliations: 

Partly  Owned:  Focus  Surveys  (Sask)  Ltd. 

Type  of  Services  & Supplies:  Land  surveyors,  consulting  engineers, 
G.P.S,  consultants,  specializing  as  contract  surveyors  in  western  and 
northern  Canada.  Member  of  A.L.S.A.,  S.L.S.A. 

No.  of  Employees  in  Canada:  75. 

Foothill  Steel  Foundry  Ltd. 

Main  Office:  Calgary,  AB.  T2FI 0X6.  6711  Fairmount  Dr,  S.E, 
Ph.(403)255-0125  Fax:252-8994 

Officers  & Key  Personnel  at  this  location: 

SIs.Rep.,  Kelly  Irving; 

SIs.Rep.,  Bill  Butt. 

Type  of  Services  & Supplies:  Steel  castings,  1 lb.  to  5000  lbs. 
including  stainless  steel;  wear  parts  (mining,  oil  and  gas, 
lumbering);  crusher  parts;  pump  bodies;  valve  bodies;  wire  rope 
fittings;  components  for  machinery;  Woodland  log  handling 
equipment;  service  industrial  equipment  parts. 

Foothills  Diamond  Coring  (1980)  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2T3.  904,  825  - 8 Ave.  S.W, 

Ph.  (403)  266-5543 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1960).  Private. 

Type  of  Equipment:  Coring  service  - diamond  - sidetrack  coring. 

No.  of  Employees  in  Canada:  10. 

Foothills  Industrial  Products  (1988)  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2H9. 15,  6143  - 4 St.  S.E. 

Ph,  (403)  255-3250  Fax:  252-7932 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Frank  M.  Sparks; 

SIs.Rep.  Tech.,  Gordon  G.  Fletherington. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1988). 

Type  of  Services  & Supplies:  Products  for  fhe  measurement  and 
control  of  gases  and  liquids. 

No.  of  Employees  in  Canada:  5. 

J.P.  Ford  Construction  Management  Ltd. 

Main  Office:  High  River,  AB.T1V  1B3, 605  Macleod  Tr. 
Ph.(403)652-1121  Fax:652-1122 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Jim  Ford,  P.Eng.; 

Sec-Treas.,  Lin  Ford. 

Main  Banking  Connection:  Royal  Bank  of  Canada, 
Incorporation:  Alberta  (1982).  Private. 

Affiliations: 

SnowEng. 

Type  of  Service:  Construction  in  remote  areas.  Design  and 
construction  of  pipelines  and  related  facilities,  roads,  bridges, 
piledriving,  wharfs,  docks  and  fank  farms.  T ransportation  and  logistics 
for  remote  and  isolated  areas.  Construction  planning,  project 
management,  construction  management,  contract  and  subcontract 
negotiations,  expediting.  Foreign  and  Arctic  work  experience. 

No.  of  Employees  in  Canada:  2. 

Foremost  Industries  Inc. 

(Formerly:Canadian  Foremost  Ltd.) 

Main  Office:  Calgary,  AB.  T2E  8P9. 1225  - 64  Ave.  N.E, 
Ph.(403)295-5800  Fax:295-5810 


Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  C.C.  Blundell; 

Gen. Mgr,  Parts  & Serv.,  Fred  J.  Holmes. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1966). 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Foremost  Industries  Inc.  specializes 
in  the  design,  manufacture  and  marketing  of  high  mobility  all-terrain 
vehicles;  and  several  lines  of  drilling  rigs  and  tooling  forthe  geophysical, 
waterwell,  mineral,  environmental,  and  construction  industries.  Our 
subsidiary.  Foremost  Energy  Systems  Ltd,,  provides  specialized 
services  and  equipment  for  vapour  tight  recovery  of  oil  and  gas 
effluent  and  well  testing. 

No.  of  Employees  in  Canada:  200. 

Forest  Lease  Inc. 

Main  Office:  Spruce  Grove,  AB.  T7X  3G7. 126  Acheson  Rd. 
Mailing  address:  Spruce  Grove,  AB.  T7X  3G7.  6,  53016  Hwy.  60. 
Ph.  (403)  962-8061  Fax:  962-8435 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Wally  King; 

Contr.,  Lindsey  Daynes. 

Incorporation:  Canada  (1984),  Public. 

Type  of  Services  & Supplies:  Supply  equipment,  parts  and  service 
for  clearing  brush  from  all  types  of  right  of  ways.  Also  supply  land 
reclamation  equipment,  fire  fighting  equipment  and  pumps  and  off 
road  vehicles. 

No.  of  Employees  in  Canada:  8. 

Fort  McMurray  Oil  Sands  Tradeshow 

c/o  Canadian  Exhibition  Management  Inc. 

Main  Office:  Edmonton,  AB.  T6E  5W3.  240, 4936  - 87  St. 

Ph.  (403)  469-2400  Fax:  469-1 398 
Officers  & Key  Personnel  at  this  location: 

Pres.,  T.P.  McCaffrey; 

Vice-Pres.  Mktg.,  B.D.  Day. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1978).  Private, 

Co.  Registered  In:  Alberta  (1978). 

Type  of  Services  & Supplies:  Oil  Sands  Mining  Tradeshow  held 
biennially  in  Fort  McMurray.  Upcoming  events:  September  7 & 8, 
1 995  and  September  4 & 5, 1 996. 

No.  of  Employees  in  Canada:  8. 

Four  M Oilfield  Services  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  141. 

Ph.(403)955-2165  Fax:955-9487 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  John  Leroux. 

Type  of  Services  & Supplies:  Cable  spoolers. 

Fotron  Control  Systems  Inc. 

Main  Office:  Calgary,  AB.  T2H  0T2.  Bay  F,  7058  Farrell  Rd.  S.E, 
Ph.  (403)  253-4555  Fax:  259-2556 
Officers  & Key  Personnel  at  this  location: 

Pres.,  H.  James  Peever; 

Vice-Pres.,  William  McLean. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1984).  Private. 

Type  of  Services  & Supplies:  Design  and  fabrication  of  control 
systems  for  oil  and  gas,  pulp  and  paper,  food  processing,  and  other 
industrial  applications.  New  product  design  and  development. 

No.  of  Employees  in  Canada:  5. 

4-A  Contractors  Ltd. 

Main  Office:  Olds,  AB.  T4H  1M6. 4, 1 Imperial  Close. 

Ph.  (403)  556-3282  Fax:  556-3283 
Officers  & Key  Personnel  at  this  location: 

Pres,,  Gen. Mgr.,  Paul  H.  Asmundson; 

Sec-Treas.,  Clare  B.  Asmundson. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1975).  Private. 

Co.  Registered  In:  Alberta  (1975). 

Type  of  Service:  Construction  of  small  inch  pipelines,  gas  plants,  oil 
batteries,  compressor  stations  etc. 

No.  of  Employees  in  Canada:  20. 

Framar  Limited 

Main  Office:  Edmonton,  AB.  T6N  1 A8. 1 , 1 0032  - 29A  Ave. 

Ph.  (403)  463-5952 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Frank  Lee  (467-5087). 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1979).  Private. 


Type  of  Services  & Supplies:  Oilfield  sales,  services  and  rentals 
the  drilling  industry.  Bird  centrifuges,  Brandt  solids  control  product 
Baker  Hughes,  Galigher  Vanton  pumps.  Stewart  & Stevensc 
accumulators;  Griffith  kelly  cocks  and  safety  valves,  specializr 
fabrication  work. 

No.  of  Employees  in  Canada:  4. 

W.J.  FrancI  Consulting  Ltd, 

Main  Office:  St.Albert,  AB.  T8N  0E1 . 17  Birch  Dr. 

Ph.  (403)  459-8001  Fax:  458-8599 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Walter  J.  FrancI. 

Type  of  Services  & Supplies:  Consulting  - engineering  services 

Frank  Henry  Equipment  (1987)  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  3G3.  5820  - 96  St, 

Ph.  (403)  434-8778  Fax:  436-4471 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Keith  Snyder; 

Sec-Treas.,  Joan  Snyder, 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987). 

Type  of  Services  & Supplies:  General  oilfield  supplies. 

No.  of  Employees  in  Canada:  5, 

Franklin  Supply  Company  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3C4, 1900, 300  - 5 Ave.  S.W. 
Ph.(403)531-5600  Fax:234-7698 

Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  John  E.  Gilbank; 

Vice-Pres.  Fin.&  Admin.,  Jean  Parker; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Oilfield  supply  and  materic 
management  in  Canada  and  internationally.  Specialists  in  oilfie 
production,  equipment  - tubular  goods  and  wellheads,  vapour  recovf 
units  and  progressive  cavity  pumping  equipment,  sucker  rods  a 
bottom  hole  pumps,  valves,  fittings  and  running  supplies. 

No.  of  Employees  in  Canada:  166. 

Frontier  Catering  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0,  Box  62, 405  - 18  Ave. 

Ph.  (403)  955-2600  Fax:  955-2091 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen.Mgr.,  A,W.(AI)  Holden; 

Rep.  Sls.&  Customer  Serv.,  Ben  Herback; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  (1993).  Partnership, 

Co.  Registered  In:  Alberta,  British  Columbia,  Saskatchewan. 
Type  of  Services  & Supplies:  Industrial  catering  service;  catering 
remote  camps;  cafeteria  food  services;  camp  rentals;  ambulan 
service. 

No.  of  Employees  in  Canada:  50. 

Frontier  Engineering  & Consulting  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3E8.  300, 808  - 4 Ave.  S.W. 
Ph.(403)265-3900  Fax:266-1250 

Officers  & Key  Personnel  at  this  location: 

Gen.Mgr.,  P.J.  Murray; 

Mgr.  Optns.,  N.  Christensen. 

Type  of  Consulting:  Drilling  management;  drilling  and  completi 
supervision;  general  engineering  services;  completion  design;  vi 
start-up;  battery  and  dehydrator  facility  design  and  installation;  ro 
and  lease  construction  supervision;  and  pipeline  inspection  servicf 
Project  engineer. 

No.  of  Employees  in  Canada:  9. 

Frontier  Well  Service  Co.  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5G1 . Box  540. 

Ph.(403)  347-1600 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Stewart  Hartfield; 

SIs.Rep.,  Roily  Buan. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1985).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Service  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  33. 

F.S.I.  Culvert  Inc. 

Main  Office:  Grande  Prairie,  AB.  T8V  3A4.  Box  247. 

Ph.  (403)  532-3224 

Officers  & Key  Personnel  at  this  location: 

Pres.,  W.J,  Matheson; 

Sec-Treas.,  B.J.  Matheson, 
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Company  Profiles 


ain  Banking  Connection:  Alberta  Treasury  Branches. 

corporation:  Alberta  (1955).  Private. 

fpe  of  Services  & Suppiies:  Corrugated  steel  pipe,  sub-drainage 

?e  (CSP),  well  cribbing,  geotextiles,  safety  fencing,  guardrail,  erosion 

anket. 

).  of  Employees  in  Canada:  20. 

uller  Austin  Insulation  Inc. 

ain  Office:  Calgary,  AB.  T2G  3H3.  4020  - 1 1 A St.  S.E. 

I.  (403)  243-6091  Fax:  243-7723 
ficers  & Key  Personnel  at  this  location: 

es.,  D.  Mohr; 

;e-Pres.  Sls.&  Mktg.,  Merv  Tityk; 

ain  Banking  Connection:  Barclays  Bank  of  Canada. 

aorporation:  Private. 

pe  of  Services  & Supplies:  Industrial  and  commercial  piping/ 
uipment  insulation  contracting.  Asbestos  removal  contracting.  Fire 
rating,  industrial  acoustical  control,  firestopping  penetrations  through 
! rated  walls  and  floors.  Cladding  contracting.  Pipe  coverings  and 
uipment  insulations  (all  types),  INSULATION  FITTINGS,  metal 
ketings  and  fittings,  fastening  devices,  plastic  jacketings  and  fittings, 
icrete  patching  compounds,  refractory  insulations,  cryogenic 
lUlations,  firestopping  materials,  high  temperature  textiles,  asbestos 
atement  supplies,  fire  proofing,  cladding,  removeable  insulation 
/ers,  temporary  wrap  insulations. 

. of  Employees  in  Canada:  50. 

jller  Bartells  Distribution 

lin  Office:  Caigary,  AB.  T2G  3H3.  4020  - 1 1 A St.  S.E. 

. (403)  243-6091  Fax:  243-7723 
licers  & Key  Personnel  at  this  location: 
e-Pres.SIs.Mktg.,  Merv  Tityk: 

;.Rep..  Ron  Wawryn. 

[je  of  Services  & Supplies:  Pipe  insulation  - calcium  silicate, 
jrglass,  cellular  glass,  urethane,  mineral  wool,  foam  rubber, 
yethylene;  ceramic  fiber  insulation  - refractory;  high  temperature 
tiles,  ropes,  tapes,  cloth,  tubing;  tank  insulation,  firestopping 
[jlations;  aluminum  and  stainless  steel  jacketing;  prefabricated 
ulated  fitting  covers;  stainless  steel  strapping  and  screws;  asbestos 
^tement  supplies;  Tiger  Vacs. 

illkote  Pipeline  Services,  Inc. 

in  Office:  Red  Deer,  AB.  T4P  INI.  101,7477-49  Ave. 
i (403)  343-7677 

icers  & Key  Personnel  at  this  location: 

s.,  John  C.  Fuller; 

L,  Barry  Nichols. 

in  Banking  Connection:  Toronto-Dominion  Bank, 
prporation:  Alberta  (1975).  Private. 

Illations: 

lent  Company:  Travis  Chemicals  Inc. 

»e  of  Services  & Supplies:  Pipeline  services,  cleaning,  insitu 
'ting,  dehydrating,  specialty  pigging,  electronic  pig  tracking,  testing, 
bgen  purging,  and  pig  sales.  Leak  location/detection. 

i of  Employees  in  Canada:  14. 

)la  Well  Service  Ltd. 

in  Office:  Whitecourt,  AB.  T7S  1 P5.  Box  1739.  5906  - 45  Ave. 

(403)778-4567  Fax:778-2441 

cers  & Key  Personnel  at  this  location: 

ji.Mgr.,  David  A.  Richards. 

arporation:  Private. 

‘e  of  Services  & Supplies:  Oilwell  servicing  contractor. 

jof  Employees  in  Canada:  12. 

llaxy  Oilfield  Service  Ltd. 

n Office:  Edmonton,  AB.  T6E  4Y6.  5704  - 92  St. 

1(403)  437-3741  Fax:  438-4481 
cers  & Key  Personnel  at  this  location: 

;.,  Gen. Mgr.,  P.J.  (Pat)  Zowtuck; 

. Design,  Reagan  Williams; 
n Banking  Connection:  Royal  Bank  of  Canada. 

)rporation:  Alberta  (1962).  Private. 

Registered  In:  Alberta,  Saskatchewan,  British  Columbia, 
e of  Services  & Supplies:  Design,  manufacturing,  welding, 
jcation,  sales  and  service  of  conventional,  steam,  tertiary  recovery 
custom  API  wellhead  equipment.  Oil  and  gas  drilling,  production 
biles  and  equipment  including  valves,  steel  pipe,  flanges  and 
:gs. 

tof  Employees  in  Canada:  20. 

Sale  Well  Servicing  Ltd. 

Ii  Office:  Edmonton,  AB.  T5V 1 B2. 1 6020  - 1 21 A Ave. 

[403)  452-3744 


Officers  & Key  Personnel  at  this  location: 

Pres.,  Peter  Landry; 

SIs.Mgr.,  Mark  Johnson. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1984).  Private. 

Co.  Registered  In:  Alberta,  Saskatchewan. 

Affiliations: 

Lanco  Well  Services  Ltd. 

Type  of  Equipment:  Rig  12  Mainland  140,000  lbs. 

No.  of  Employees  in  Canada:  5. 

Galvanic  Analytical  Systems  Ltd. 

Main  Office:  Calgary,  AB.  T2H  1Z8.  5664  Burleigh  Cr.  S.E. 

Ph.  (403)  253-6576  Fax:  253-2601 
Western  Canada:  (800)  567-2894 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Doug  L,  Fraser; 

Vice-Pres.,  Gen. Mgr.,  Byron  Larson; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1975).  Private. 

Type  of  Services  & Supplies:  Gas  analyzers,  gas  and  fire  detection, 
process  instruments,  air  pollution  monitoring  systems.  AMETEK  INC. 
(THERMOX  DIVISION),  process  oxygen  analyzers;  BRANDT 
INDUSTRIES  INC. .flow  sensors;  BRISTOL  BABCOCK,  programmable 
logic  controllers,  pressure  and  temperature  transmitters.  Analog/ 
digital  telemetering,  single  loop  PID  controllers;  CFIESSELL 
CORPORATION,  strip  chart  recorders;  CONLOG,  annunciators,  signal 
conditioners,  telemetry;  GO  INC.,  specialty  regulators  and  vaporizers; 
NUSONICS  INC.,  ultra  sonic  flow  and  concentration  monitors; 
GALVANIC  ANALYTICAL  SYSTEMS,  process  H^S  and  total  sulphur 
analyzers,  and  REALFLEX,  PC-based  process  control/SCADA 
software.  WILSON  CHART  DRIVES:  COSA,  gas  calorimeters:  HART 
SCIENTIFIC,  BTU  and  specificgravity;RACO,automaticdialing  alarm 
systems.  HEADLINE  - air  and  gas  filters.  KAHN  - moisture  detection. 
OSMONICS  - hytrex,  amine,  glycol  and  water  purification.  PEAK 
SCIENTIFIC  - pure  gas  generators.  PNEUMATECH  - air  and  gas 
dryers.  SIEMENS  - IR,  FID,  Paragagnetic  and  G.C.  STORK 
ACOUSTICAL  - high  pressure  ultrasonic  gas  flow  meters. 

No.  of  Employees  in  Canada:  30. 

Gambit  Products  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  3A5.  6003  - 92  St. 

Ph.  (403)  435-3151  Fax:  436-7548 

Officers  & Key  Personnei  at  this  location: 

Exec.Off.,  Douglas  Latta; 

Contact,  Jeff  Latta. 

Type  of  Services  & Supplies:  Dies,  pressure  gauge  components, 
instrument  parts,  custom  machining. 

Ganske  Machining  & Welding  (1994)  Ltd. 

Main  Office:  Drayton  Vailey,  AB.  TOE  OMO.  Box  7297. 

5534  Ind.  Rd. 

Ph.  (403)  542-5905  Fax:  542-7080 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Joe  Millar. 

Type  of  Services  & Supplies:  Pump  jacks;  pump  jack  shafts  and 
parts. 

Gardon  Oilfield  Maintenance  & 

Construction 

A Div.  of  324205  Alta.  Ltd. 

Main  Office:  Rocky  Mountain  House,  AB.  TOM  1T0.  Box  1203. 

Ph.  (403)  845-4978 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gary  Hamilton; 

Sec-Treas.,  Carol  Hamilton. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1985). 

Type  of  Services  & Supplies:  Maintenance  and  construction  of  gas, 
oil,  water  wells  and  small  plants.  Construction  supervision  of  gas,  oil, 
water  facilities  and  pipelines.  1 ton  service  trucks  complete  with 
winches,  poles,  tools,  1/2  and  3/4  ton  4x4  service/consulting  trucks  - 
equipped. 

No.  of  Employees  in  Canada:  4. 

Gas  Liquids  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7E4. 103, 1935  - 27  Ave.  N.E. 
Ph.(403)250-2950  Fax:291-9730 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Doug  MacKenzie; 

Mgr.Proc.Eng.,  James  Maddocks. 

Type  of  Services  & Supplies:  Process  design  for  gas  plants, 
compressor  stations  and  pipelines. 


Gasketmaster,  Inc. 

Main  Office:  Edmonton,  AB.  41 1 2 - 97  St. 

Mailing  address:  Edmonton,  AB.  T6E  4T5,  Box  4428. 
Ph.(403)461-1535  Fax:463-3181 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  F,  Lee  Murdock. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1989),  Private. 

Co.  Registered  In:  Alberta  (1989). 

Affiliations: 

Murdock  Production  Equipment. 

Type  of  Services  & Supplies:  Non  metallic  gasket  manufacturing  with 
in-house  Diemaking  and  Diemaking  & Diecutting  services.  Distributor 
for  “ALBION’  Thermofab  high  Temperature,  NON  ASBESTOS  and 
Graphite  gasket  materials. 

No.  of  Employees  in  Canada:  3, 

K.F.  Gaspro  Services  Ltd. 

Main  Office:  Edmonton,  AB.T5S  1K3. 18051  - 107  Ave. 

Ph.  (403)  486-3383 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Frank  J,  Reintjes; 

Sec-Treas.,  Andrew  E,  Fabbi. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1980).  Private. 

Type  of  Services  & Supplies:  Contract  operating  and  supervision  of 
oil  and  gas  field  facilities;  gathering  systems,  gas  compressors,  gas 
process  plants,  EOR  projects. 

No.  of  Employees  in  Canada:  12. 

Gastech  Instruments  Canada  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7E1 . 1721  - 27  Ave.  N.E. 

Ph.(403)  291-4700 

Officers  & Key  Personnel  at  this  location: 

Pres.,  J.  Yaschuk; 

Mgr,  Mktg.,  Janie  Berezay; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1985).  Private. 

Affiliations: 

Gastech  Inc. 

Type  of  Services  & Supplies:  Manufacture  and  service  gas  detection 
equipment.  Personal  gas  detection  monitors.  Portable  gas  detection 
monitors.  Fixed  gas  detection  monitors. 

No.  of  Employees  in  Canada:  20. 

John  Gavora  Consulting  Ltd. 

Main  Office:  Calgary,  AB.  T3H  1C2. 115  Coachwood  Cres,  S.W, 
Ph,  (403)  686-0397  Fax:  686-0408 
Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Gavora; 

Gen. Mgr.,  James  W.  Taylor. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1975).  Private. 

Affiliations: 

P.T.  Lekom  Maras. 

Type  of  Service:  Pipeline  engineering,  design  and  construction 
services. 

No.  of  Employees  in  Canada:  4, 

G & B Rubber  Products  Ltd. 

Main  Office:  Wetaskiwin,  AB.  T9A  2E9.  Bex  6215. 

Ph,  (403)  352-401 5 Fax:  352-4959 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Darcy  Bailer: 

Vice-Pres.,  Bradley  Bailer. 

Type  of  Services  & Supplies:  Manufacture  rubber  parts  used 
mainly  on  drilling  and  well  servicing  rigs. 

The  Gear  Centre 

Main  Office:  Edmonton,  AB.  T5M  3E8, 14811  - 116  Ave. 

Ph.(403)452-6933  Fax:455-8612 

Toll  Free:  (800)  661-8825 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Al  Badry; 

SIs.Mgr.,  Richard  Enders. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Repair,  overhaul  and  dynotesting  of 
transmissions,  differentials,  auxiliaries,  power  take  off,  transfer  cases, 
driveline. 

No.  of  Employees  in  Canada:  100. 

GEM  Industries  Inc. 

Main  Office:  Calgary,  AB.  T2H  2A7. 200, 6712  Fisher  St.  S.E. 

Ph,  (403)  253-3233  Fax:  252-6700 
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Officers  & Key  Personnel  at  this  location: 

Pres.,  Ernie  Koop: 

Vice-Pres.  Fin.,  Blair  Fox. 

Main  Banking  Connection:  National  Bank  of  Canada. 
Incorporation:  Public. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Asbestos  abatement  services  and 
consulting.  Rentals  and  sales  of  asbestos  handling  equipment. 

No.  of  Employees  in  Canada:  25. 

Gem  Steel  Edmonton  Ltd. 

Main  Office:  Edmonton,  AB.  T6P  1 N8.  7320  ■ 1 8 St. 

Ph.  (403)  440-4465  Fax:  440-1255 
Officers  & Key  Personnel  at  this  location: 

Exec.Off..  Brad  Gemmer: 

Contact,  Roger  Conrad. 

Type  of  Services  & Supplies:  Steel,  oilfield  production 
equipment,  steel  platework,  storage  tanks. 

Gemini  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2G4.  700,  5940  Macleod  Tr.  S.W. 
Ph.  (403)  255-2006 

Officers  & Key  Personnel  at  this  location: 

Pres..  Carl  Johnson,  P.Eng.; 

Sec-Treas.,  Elizabeth  Johnson; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1982).  Private. 

Type  of  Service:  Project  Management,  design,  (process,  mechanical, 
electrical  instrumentation,  Scada  Systems  & civil)  for  oil  and  gas 
processingfacilities,  pipelines,  water  injection  plants.  Both  conventional 
and  heavy  oil.  Also  offer  operations  management,  cost  estimating 
start-up  services,  and  plant  optimization.  Non-resident  license  in 
British  Columbia  and  Saskatchewan. 

No.  of  Employees  in  Canada:  90. 

Gemini  Learning  Systems  Inc. 

Main  Office:  Calgary,  AB.  T2P  3P4. 1750, 101  -6  Ave.  S.W. 
Ph.(403)263-8649  Fax:261-4688 

Officers  & Key  Personnel  at  this  location: 

Training  Co-ord.,  Janet  Werstroh; 

Mgng.  Dir.,  Pam  Hirtle. 

Type  of  Services  & Suppiies:  Training  Services:  SWIFT  (Software 
Intelligent  Freeform  T raining).  An  artificial  intelligent  adaptive  learning 
environment  that  allows  a course  designer  to  quickly  and  easily 
implement.  Instructor-led  PPDM,  POSC  and  other  technical  courses 
focusing  on  the  oil  and  gas  industry. 

General  Body  & Equipment  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  4N2.  8124  Davies  Road. 

Ph.  (403)  468-5331  Fax;  465-5301 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Lee  Morrison; 

Gen. Mgr.,  Cam  Barnfather. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Custom  built  truck  bodies,  wirelines, 
lube  vans,  testing  bodies,  computer  vans,  service  bodies.  Truck 
mounted  cranes,  winches,  generators,  air  compressors. 

No.  of  Employees  in  Canada:  65. 

Geneva  Well  Service  Ltd. 

Main  Office:  Edmonton,  AB.  T5G  2X4. 1 04, 1 1 302  - 1 1 9 St 
Ph.  (403)  453-5005  Fax:  452-8565 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  Fournier. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1985).  Private. 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  22. 

Geodesy  Remote  Sensing  Inc. 

Main  Office:  Calgary,  AB.  T2E  7G6.  820  McTavish  Road  N.E. 
Ph.(403)291-9655  Fax:291-4988 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Patrick  Gropp. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987),  Montana  (1990), 

Affiliations: 

Wholly  Owned:  Geodesy  Remote  Sensing,  Inc,  Montana. 


Type  of  Services  & Supplies:  Aerial  photography  for  survey  and 
mapping;  thermal  and  ultraviolet  imaging  system  for  oil  spill  mapping 
and  assessment  and  forest  fire  mapping.  Aerial  photos  (all  film  types), 
enlargements,  mosaics,  alignment  sheets.  Forest  fire  and  oil  spill 
maps  - interpretation  and  analysis. 

No.  of  Employees  in  Canada:  5. 

Geophysical  Exploration  & Development 
Corporation 

Main  Office:  Calgary,  AB.  T2P  0T8. 2000,  700  - 6 Ave.  S.W. 

Ph,  (403)  262-5780  Fax:  262-8632 
Officers  & Key  Personnel  at  this  location: 

Mgng.Partner,  Andreas  Cordsen; 

Mgng. Partner,  John  W.  Peirce. 

Type  of  Consulting:  Geophysical  interpretation  - 3D  and  2D  seismic, 
seismic  modelling,  gravity/magnetics,  regional  tectonics,  domestic, 
frontier  and  international  experience. 

No.  of  Employees  in  Canada:  6. 

Geophysical  Micro  Computer  Applications 
(International)  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3T7.  700, 736  - 6 Ave.  S.W. 

Ph.  (403)  261  -4025  Fax:  263-6493 
Officers  & Key  Personnel  at  this  location: 

C.E.O.,  Ronald  E.  Newman; 

Mgr.  Mktg.,  Karla  A.  MacNeil, 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1982).  Private. 

Co.  Registered  In:  Alberta  (1982). 

Type  of  Services  & Supplies:  Seismic  modelling  and  interpretation 
systems,  geophysical  consulting,  training  and  services. 

No.  of  Employees  in  Canada:  25. 

Geophysical  Research  Corporation  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2L6. 1 , 6325  - 1 1 St.  S.E. 

Ph . (403)  252-3222  Fax:  253-8007 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Philip  L.  Boulware. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1986),  Private. 

Type  of  Services  & Supplies:  Manufacture  and  distribution  of 
mechanical  and  electronic  high  performance  pressure  measurement 
instrumentation  used  in  reservoir  performance  testing.  Amerada 
RPG-3  pressure  recorder,  electronic  memory  and  surface  readout 
recorders,  electronic  memory  well  head  and  temperature  recorders, 
electronic  memory  flowmeter,  chart  readers  and  calibration  systems. 

Geo-Ray  Oilfield  Inspections  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5E1.  Box  21,  Site  14,  R.R.1. 
Ph.(403)343-8100  Fax:347-9686 

Officers  & Key  Personnel  at  this  location: 

Pres.,  George  Demars; 

Gen, Mgr.,  Gary  Lassu; 

Main  Banking  Connection:  Parkland  Savings  & Credit  Union. 
Incorporation:  Alberta  (1980).  Private. 

Co.  Registered  In:  Alberta  (1980). 

Type  of  Services  & Supplies:  Non-destructive  testings  of  oil  country 
tubular  goods  which  includes  drill  collars,  used  drill  pipe,  new  and 
used  tubing,  tool  joint  refacing,  pipe  straightening,  sucker  rods  and 
hardness  testing  and  gas  plant  inspection  to  C.G.S.B  Cleaning  and 
repairs  to  1.9-3  1/2  tubing. 

No.  of  Employees  in  Canada:  37. 

Geosearch  Drilling 

Main  Office:  Calgary,  AB.  T2P  3E6. 1000,  505  - 3 St.  S.W. 
Ph.(403)265-7122  Fax:234-7679 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Alex  Lemmens; 

Mgr.  Contracts,  Tom  Schoneberg. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Affiliations: 

Parent  Company:  Precision  Drilling  Corporation. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  200. 

Geoservices  North  America  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7C3.  5,  4500  - 5 St.  N.E. 
Ph.(403)230-1798  Fax:230-1812 

Officers  & Key  Personnel  at  this  location: 

Gen, Mgr.,  Pierre  Bessiere; 

Mgr.,  Jeffry  Wilson. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta, 


Affiliations: 

Geoservices. 

Type  of  Services  & Supplies:  Oilfield  services,  M.W.D./Directiona 
mud  logging,  production  testing.  M.W.D.  electromagnetic  tool  for  us 
with  wells  drilled  with  air,  foam,  mist.  Surface  and  down  hole  testin 
equipment.  Mud  motors. 

No.  of  Employees  in  Canada:  20. 

Geo-X  Systems  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3L8.  900, 425  - 1 St.  S.W. 

Ph.  (403)  298-5600 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Donald  W.  Simpson; 

Mgr.  Mktg.,  Larry  D.  Romanchuk. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1971).  Private, 

Type  of  Services  & Supplies:  Seismic  data  processing  of  2D  and  3 
seismic  data.  Manufacture  of  distributed  seismic  recording  system 

No.  of  Employees  in  Canada:  130. 

G&GRadiator(1983)  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2K4.  7716  - 67  St. 

Ph.  (403)  448-3600  Fax:  465-8035 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gerald  Vanberg; 

Optns.Mgr.,  Keith  Irvine. 

Type  of  Services  & Supplies:  Sales  and  service  of  industrial  am 
automotive  cooling  systems.  Complete  radiators;  oil  coolers; 
heaters;  air  conditioners;  condensers;  fans;  shutters;  radiator 
cores;  after  coolers;  heat  exchangers. 

GH-Bettis  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5V2. 4112  - 91 A St. 

Ph.  (403)  450-3600 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Art  Lauder; 

Vice-Pres.  Fin.,  Wilf  Ladores. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1970).  Private. 

Affiliations: 

GH  Bettis. 

Type  of  Services  & Supplies:  Pneumatic  and  hydraulic  val 
operating  systems. 

No.  of  Employees  in  Canada:  86. 

G & L Oilfield  Services  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  225. 

Ph.  (403)  955-3933  Fax:  955-7048 
Officers  & Key  Personnel  at  this  location: 

Optns.Mgr.,  Terry  Deinny. 

Type  of  Services  & Supplies:  Downhole  milling  tools,  fishing 
tools,  junk  mills,  pilot  mills,  econo  mills,  tapered  mills,  washover 
shoe,  stabilizers,  custom  hard-facing  and  machine  grinding,  pipe 
perforating  equipment  and  slotted  casings,  pre-pack  liners. 

Gledhill  Steel  Products  Inc. 

Main  Office:  Edmonton,  AB.  T6E  4N2.  8112  Davies  Rd. 

Ph.  (403)  466-3904 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Rick  Simpson. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1973).  Private. 

Type  of  Service:  Manufacturing,  machine  shop  and  welding,  val 
extensions,  valve  accessories,  valve  actuation  mounting  hardwa 

No.  of  Employees  in  Canada:  9. 

G.L.M.  Tanks  and  Equipment  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0,  Box  24, 1508-8  St. 

Ph.  (403)  955-2233  Fax:  955-2241 

Toll  Free:  (800)  661-9828 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Lee  Gottschlich,  P.Eng.; 

Sis. Mgr.,  Owen  Gilbert; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  (1977).  Partnership. 

Co.  Registered  In:  Alberta. 

Type  of  Service:  Manufacturer’s  of  shop  built  (100-2000  BBL)  a 
field  erect  (2000  BBL  - 200,000  BBL)  tankage;  skid  tanks,  hoppersc 
silos  (carbon  and  stainless  steel);  shop  or  field  repair  work  on  exist 
tankage;  all  work  to  API/ASME  spec.;  paint  and  coat  facility  in  pi; 
for  tanks  up  to  to  25'  diameter  X 40'  high.  Separators,  all  types,  sL 
and  working  pressures;  line  heaters,  flare  stacks,  gas  boots,  scrubbr 
flare  knock-out.  free  water  knock-outs,  process  piping,  packaging  £ 
tankaccessories.  ASMEpressurevessels:  ULC  environmental  store  .1 
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■ fuels  and  used  oils;  recertification/re-registar  ULC,  and  ASME 
uipment.  Complete  engineering/drafting  capability  for  tank  design, 
ssel  design  and  registration. 
y of  Employees  in  Canada:  130. 

lobal  Metal  Industries  Inc. 

lin  Office:  Calgary,  AB.  T2G  4C7.  815  Highfield  Ave. 
.(403)243-6411  Fax:243-7977 

ficers  & Key  Personnel  at  this  location: 
ec.Off..  I.  Polancec; 
ntact,  Les  Tomlin. 

pe  of  Services  & Supplies:  Wireline  units,  coiled  tubing  rigs, 
:essories,  flaresticks,  environment  containers,  tanks,  drill  bits, 
smic  rigs. 

lobal  Steel  Ltd. 

iin  Office:  Calgary,  AB.  T2P  4H2. 1400,  400  - 3 Ave.  S.W. 
,(403)237-8108  Fax:237-8392 

leers  & Key  Personnel  at  this  location: 

;s.,  H.E.  Spicer: 
e-Pres.,  M.C.  Kallis. 

in  Banking  Connection:  Bank  of  Montreal, 
corporation:  Alberta  (1990).  Private. 

36  of  Services  & Supplies:  Oil  Country  tubular  goods,  line  pipe, 
nary  cementing  equipment,  wellheads,  and  related  oilfield  equipment. 

. of  Employees  in  Canada:  3. 

lobal  Thermoelectric  Inc. 

lin  Office:  Calgary,  AB.  T2G  2B3.  333  - 50  Ave.  S.E. 

(403)  253-3552  Fax:  253-4607 
jicers  & Key  Personnel  at  this  location: 

VInt'l.  Sis.,  U.S.  Sis.  Mgr.,  Eric  Potter. 

)n  Banking  Connection:  Bank  of  Nova  Scotia, 
corporation:  Alberta  (1975).  Private. 

, Registered  In:  Alberta  (1975). 

36  of  Services  & Supplies:  Remote  power  systems  using 
rmoelectric  generators.  No  moving  parts  gives  20  year  life  and  once 
;year  maintenance.  Power  ranges  from  1 watt  to  2000  watts.  ForCP, 
ADA,  telecommunications.  Thermoelectric  generators. 

of  Employees  in  Canada:  53. 

^ Corporations  Inc. 

in  Office:  Calgary,  AB.  T2G  4V3. 6, 4312  Ogden  Rd.  S.E. 

1(403)  290-1720 

jeers  & Key  Personnel  at  this  location: 

s.,  Nick  Plesa; 

5-Pres.  Optns.,  John  M.  Plesa; 
brporation:  Alberta  (1965),  Private, 
leof  Services  & Supplies:  GN  Corporations  Inc. , is  a manufacturer 
Is  own  line  of  oilfield  equipment  which  also  offers  machining, 
[icating,  engineering,  quality  assurance,  and  in-house  heat  treating 
yices.  Well  Stimulation  Equipment.  Surface  and  Subsurface 
lipmentfor  Wireline  operations.  Subsurface  Flow  Control  Equipment, 
of  Employees  in  Canada:  30. 

)ld  Star  Consulting  Corp. 

!n  Office:  Calgary,  AB.  T2P  2Y3. 1 1 00, 407  - 2 St.  S.W. 

(403)234-8317  Fax:265-2893 

cers  & Key  Personnel  at  this  location: 

i.Mgr.,  Zenon  Kotelko; 

iVellsite  Cons..  Floward  Allen. 

■e  of  Services  & Supplies:  Wellsite  supervision:  manned 
rocarbon  logging:  drilling  data  surveillance  and  acquisition  with 
lined  hydrocarbon  evaluation. 

Hdec  International  Equipment  Inc. 

n Office:  Red  Deer,  AB.  T4P  1A5.  6760  - 65  Ave, 

(403)  343-6607  Fax:  340-0640 

iFree:  (800)  661-1665 

cers  & Key  Personnel  at  this  location: 

Rep.  Tank  Div,,  Terry  Ireland. 

)rporation:  Private. 

e of  Services  & Supplies:  General  shop  welding  and  fabrication, 
ks  - body  and  trailer. 

of  Employees  in  Canada:  23. 

ildeye  Sales  & Services  Ltd. 

'1  Office:  Red  Deer,  AB.  4040  - 78  St.  Cres. 

: ing  address:  Lacombe,  AB.  TOC  ISO.  Box  447. 

(403)346-5040  Fax:347-1944 

; 3ers  & Key  Personnel  at  this  location: 

1.,  Mgr,,  James  Brimacombe; 

; iTreas.,  Valeria  Brimacombe. 

< ti  Banking  Connection:  Toronto-Dominion  Bank, 

■:  )rporation:  Alberta  (1979).  Private, 
j Registered  In:  Alberta  (1979). 


Affiliations: 

Partly  Owned:  Rialta  Supply  Ltd. 

Type  of  Services  & Supplies:  Maintenance  oilfield.  Rebuild  oilfield 
production  equipment.  Oil  and  gas  production  equipment,  sales  and 
rentals. 

No.  of  Employees  in  Canada:  5. 

Goliger’s  Travel 

Main  Office:  Calgary,  AB.  T2S  2V1, 320  - 17  Ave.  S.W. 

Ph.  (403)  228-3996  Fax:  228-5707 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Bernie  Rabinovitch; 

Dir.  Sis.,  David  Steick; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1988).  Private. 

Co.  Registered  In:  Alberta  (1988). 

Affiliations: 

Parent  Company:  BJR  Enterprises 
Other:  Hickory  Travel  Systems  Inc. 

Type  of  Services  & Supplies:  Business  and  leisure  travel.  Managing 
the  business  of  travel.  75  agencies  across  Canada. 

No.  of  Employees  in  Canada:  5. 

Goodall  Rubber  Company 

Main  Office:  Edmonton,  AB.  T6E  4Y5.  8412  Davies  Rd. 

Ph,  (403)  465-0301  Fax:  465-3749 
Officers  & Key  Personnel  at  this  location: 

Br.Mgr.,  Chris  Casey: 

Serv.Mgr.,  Gregg  Wilson. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Private. 

Affiliations: 

Goodall  Rubber  Company. 

Type  of  Services  & Supplies:  Oilfield  and  industrial  hoses  and  related 
products.  Rotary  and  choke/kill  hose,  expansion  joints,  industrial 
rubber  hose  and  fittings,  protective  footwear  and  clothing. 

Gough  Electric 

A Division  of  Guillevin  International  Inc. 

Main  Office:  Edmonton,  AB.  T6E  5L1 . 8828  - 48  Ave. 

Ph.  (403)  468-2066  Fax:  469-2375 
Officers  & Key  Personnel  at  this  location: 

Mgr.  I A G,  Ed  Alspach; 

Mgr.,  Len  Ingrey. 

No.  of  Employees  in  Canada:  1,300. 

Gould  PetroSearch  Land  Services  Limited 

Main  Office:  Calgary,  AB.  T2P  3K7.  720,  665  - 8 St.  S.W. 

Ph.  (403)  234-8943  Fax:  262-4344 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Mark  Leriger; 

Gen. Mgr.,  Kathryn  Sloan. 

Type  of  Services  & Supplies:  Geophysical  service  company 
providing:  scouting,  seismic  permitting,  birddogging,  preparation  of 
maps  and  documents  for  seismic  program  applications  to  the 
provincial  government.  (AB,BC,SK,NT),  reclamation  inspections, 
pipeline,  trapper  and  road  searches  and  notifications. 

G.P.R.  Industries  Ltd. 

Main  Office:  Grande  Prairie,  AB.  T8V  1V5. 9923  - 112  Ave. 

Ph.  (403)  532-5900  Fax:  532-5904 
Officers  & Key  Personnel  at  this  location: 

Mgr.,  Eddie  Sandboe. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Electric  motors  - rewinds,  sales,  AC/ 
DC,  all  voltages  and  hp  ratings.  CSA  approved  for  explosion  proof 
repair.  Power  plants-sales,  repairs,  rewinds  (all  KW  ratings).  Machine 
shop  facilities  - dynamic  balancing,  vibration  analysis  (shop  and  field). 
Welding  machines-repair  all  makes.  Lister  diesel  engine  parts.  Miller 
welder  parts.  Baldor  electric  motors. 

No.  of  Employees  in  Canada:  20. 

GPT  Consulting  Services 

A division  of  CH2M  Hill  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3E7. 1600,  555  - 4 Ave.  S.W. 

Ph.  (403)  264-6858 

Fax  Gpt  Cgy:  (403)  234-7898 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Eng.,  Rod  Phipps,  P.Eng.; 

Pro). Eng.  Sr.,  Doug  Longson,  P.Eng.; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1987).  Private. 

Type  of  Service:  Engineering,  design,  drafting,  procurement  and 
construction  supervision  of  oil  and  gas  process  and  production  facilities 
including  pipelines,  compressor  and  pump  stations,  and  waterflood 
and  EOR  facilities,  gas  plant  and  oil  batteries.  Engineering  specialities 


provided  by  the  company  also  include  process  design,  piping  design, 
electrical/instrumentation  design,  civil/  foundation  design  and 
mechanical  design.  Feasibility  studies,  cost  estimates,  economic 
evaluations  and  construction  scheduling  for  oilfield  production  facilities. 
Registered  Professional  Engineers  in  Alberta,  B.C,,  Saskatchewan 
and  Manitoba. 

No.  of  Employees  in  Canada:  20. 

Grande  Prairie  Valve  & Fitting  Ltd. 

Main  Office:  Grande  Prairie,  AB.  T8V  5R8.  1 1473  - 97  Ave. 

Ph.  (403)  538-4280  Fax:  532-1820 
Officers  & Key  Personnel  at  this  location: 

Sec-Treas.,  Penny  McClung; 

Rep.  Inside  Sis.,  Terry  Kushner; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1986).  Private, 

Type  of  Services  & Supplies:  Specialty  supply  company.  Swagelok 
tube  fittings,  Whitey  and  Nupro  valves  and  filters,  Cajon  pipe  fittings, 
Snotrik  high  pressure  valves  and  fittings. 

No.  of  Employees  in  Canada:  6. 

Graphic  Resource 

Main  Office:  Calgary,  AB.  T2P  7N2.  201, 805  - 1 St.  S.W. 

Ph.  (403)  269-4089  Fax:  269-4089 
Officers  & Key  Personnel  at  this  location: 

Pres,,  Steve  Speer: 

Vice-Pres.,  Holly  Speer. 

Type  of  Services  & Supplies:  Complete  graphic  design  services. 
Annual  reports,  brochure,  company  identity,  advertizing  literature. 

Green  Valley  Daylighting  Limited 

Main  Office:  Calgary,  AB.  T2P  2G6.  381 1 - 90  Ave.  S.E. 

Mailing  address:  Calgary,  AB.  T2P  2G6.  Box  12,  Site  3,  R.R.5. 

Ph.  (403)  279-5552  Fax:  236-5933 

Officers  & Key  Personnel  at  this  location: 

Pres.,  David  Dwyer. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1979),  Private. 

Affiliations: 

Dwyer  Engineering  & Construction  Limited,  Green  Valley  Drilling 
Limited. 

Type  of  Services  & Supplies:  Using  mid-size  hydro-trenchers  to 
daylight  underground  pipelines  and  utilities  line. 

No.  of  Employees  in  Canada:  8. 

Green  Valley  Drilling  Limited 

Main  Office:  Calgary,  AB.  381 1 - 90  Ave.  S.E. 

Mailing  address:  Calgary,  AB.  T2P  2G6.  Box  12,  Site  3,  R.R.5. 

Ph.  (403)  279-5552  Fax:  236-5933 
Officers  & Key  Personnel  at  this  location: 

Mgr.,  David  Dwyer. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1990).  Private. 

Co.  Registered  In:  Alberta  (1990). 

Type  of  Service:  To  drill  horizontally  and  directionally  under 
environmentally  sensitive  river  crossings  and  other  areas,  to  drill  under 
and  to  pull  back  the  customers  pipeline.  Horizontal  directional  drill  and 
drillers  to  install  pipelines,  cables  and  conduits  under  environmentally 
sensitive  areas. 

No.  of  Employees  in  Canada:  1 1 . 

Green’s  Rock  & Lapidary  Ltd. 

Main  Office:  Calgary,  AB.  T2E  2S2. 1603  Centre  St.  N. 

Ph.  (403)  276-6447  Fax:  277-8383 
Officers  & Key  Personnel  at  this  location: 

Prop.,  Mgr.,  Richard  Green; 

Sec-Treas.,  Shearon  Green. 

Incorporation:  Alberta,  Private. 

Type  of  Services  & Supplies:  Lapidary  service  and  supply  company, 
presentation  gifts  such  as  bookends,  penstands,  etc.  Diamond  saw 
blades,  lapidary  machinery,  abrasive  grains,  polishing  powders. 
Geologists  hammers  and  chisels,  rock  and  mineral  samples. 

No.  of  Employees  in  Canada:  6. 

Grenco  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0C5.  9846  - 60  Ave, 

Ph.  (403)  438-5070  Fax:  438-5077 
Officers  & Key  Personnel  at  this  location: 

Pres.,  E.  Grenke: 

Mgr.  Tech.SIs.Serv.,  Wes  Grenke; 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1969).  Private. 

Type  of  Services  & Supplies:  Machining,  heat  treating,  welding, 
spray  coatings.  Plungers,  piston  rods,  compressor  rods,  fluid  end 
components  rolled  threaded  fasteners,  metal  honed  components,  heat 
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treated  and  precision  ground  metal  components.  Progressive  cavity 
pump  systems,  drives,  pumps,  power  supplies.  Packing  and  seal, 
mechanical  seals,  self  lubricating  bushings. 

No.  of  Employees  in  Canada:  30. 

Griffin  Pumps,  division  of  Taro  Industries 
Limited 

Main  Office:  Calgary,  AB.  T2C  3G9. 5654  - 55  St.  S.E. 

Ph.  (403)  279-4985  Fax:  236-2296 
Additional  Fax:  (403)  279-2630 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Murray  G.  Brown; 

Mgr.  Mktg.  Canada  & U.S.A.,  Gord  Driedger; 

Main  Banking  Connection:  Bank  of  Montreal. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Parent  Company:  Taro  Industries  Limited 

Other:  Lebrand,  Online-Rostel,  Starburst  Electronics,  TOPCO 

Sales. 

Type  of  Services  & Supplies:  Downhole  progressing  cavity  screw 
pumps  and  drive  systems,  surface  and  downhole  recirculation  screw 
pumps,  tubing  anchor-catchers,  tubing  on-off  tools,  sucker  rod 
centralizers,  wellsite  service  and  installation  supervision  available  for 
all  Griffin  products,  complete  machining  and  manufacturing  facility. 
No.  of  Employees  in  Canada:  53. 

Grimes  Well  Servicing  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5P3.  2,  9820  - 47  Ave. 

Ph.  (403)  437-7871  Fax:  437-641 4 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  G.C.  Grimes. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  2 Kremco  K400  - mobile  service  rigs, 
2 7/8"  tubing  to  2450m.  1 Kremco  K400  - double  service  rig,  2 7/8" 
tubing  to  2950m,  1 Skytop  complete,  3 1/2"  tubing  to  3300m. 

No.  of  Employees  in  Canada:  25. 

Gris  Gun  Manufacturing 

(a  Division  of  Tesco  Corporation) 

Main  Office:  Red  Deer,  AB.  T4N  5E1 . R.R.1 . 

Ph.(403)340-1017  Fax:340-1018 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Delton  Campbell; 

Mgr.  Mfg.,  Fred  Cabelka. 

Incorporation:  Canada.  Public. 

Affiliations: 

Parent  Company:  Tesco  Corp. 

Wholly  Owned:  Perfx  Perforating  Supply  Ltd. 

Type  of  Services  & Supplies:  Manufacture  perforating  guns  and 
TCP  equipment.  Goex  perforating  charges. 

No.  of  Employees  in  Canada:  15. 

Grizzly  Ledcor  Well  Servicing  Limited 

Main  Office:  Edmonton,  AB.  T6H  2J2.  6810  - 103  St. 

Ph.  (403)  436-2767  Fax:  436-8988 
Officers  & Key  Personnel  at  this  location: 

Pres,,  Allan  Sawin; 

Optns.Mgr.,  Russell  Schmidt. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta.  British  Columbia. 

Type  of  Equipment:  Fourteen  service  rigs  capable  of  handling  any 
oil  or  gas  well  workover,  completion,  abandonment  or  swab  job  to  a 
depth  of  4600  metres. 

No.  of  Employees  in  Canada:  85. 

Grizziy  Power  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  583. 

Ph.  (403)  955-3305  Fax:  955-2260 
Officers  & Key  Personnel  at  this  location: 

Pres,,  L.J.  Nelson; 

Sec-Treas.,  D.A,  Ramsay. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1985).  Private. 

Type  of  Services  & Supplies:  Rental  of  generator  sets  sized  from  75 
- 500  KW  to  run  oilfield  and  industrial  equipment.  Generator  sets  with 
skid  shacks,  and  variable  speed  drive  units. 

No.  of  Employees  in  Canada:  3. 

Grizzly  Well  Servicing  (Grand  Centre)  Ltd. 

Main  Office:  Edmonton,  AB.  T6H  2J2.  6810  - 103  St. 

Ph.  (403)  437-2999  Fax:  436-8988 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Allan  Sawin. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta,  Saskatchewan. 


Type  of  Equipment:  Nine  service  rigs,  completely  mobile,  capable 
of  handling  any  oil  or  gas  well  workover,  completion,  abandonment  or 
swab  job  to  a depth  of  3050  metres.  Also  available  are  various  sizes 
of  pumps  for  all  jobs. 

No.  of  Employees  in  Canada:  50. 

GRM  Fiuid  Controis 

Division  of  Tandas  International  Corporation 
Main  Office:  Edmonton,  AB.  T6E  5L6. 9850  - 41  Ave. 
Ph.(403)450-1205  Fax:463-4057 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Stuart  Chase: 

Mgr.  Intl.SIs.,  D.  McNabb. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1986). 

Type  of  Services  & Supplies:  Pipeline  pigs  and  related  products, 
valve  lubricants,  valve  replacement  parts. 

No.  of  Employees  in  Canada:  7. 

Groundwater  Solutions  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0C5.  230,  309  - 2 Ave.  S.W. 

Ph.  (403)  237-0606  Fax:  263-2493 
Officers  & Key  Personnel  at  this  location: 

Sr.Flydrologist,  James  T.  Freeman; 

Sr.Flydrogeologist,  Kaush  Rakhit. 

Type  of  Services  & Supplies:  Environmental/hydrogeological 
supplies  and  consulting. 

GS  Hitech  Controls  Inc. 

Main  Office:  Calgary,  AB.  T2H  1 L9.  6149-6  St.  S.E. 

Ph.  (403)  255-7884  Fax:  253-6393 

Toll  Free:  (800)  661-1240 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Garnet  H,  Smith. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1983).  Private. 

Co.  Registered  In:  Alberta  (1983). 

Type  of  Services  & Supplies:  Process  instrumentation  and  control 
valves. 

No.  of  Employees  in  Canada:  14. 

Guardian  Chemicals 

Main  Office:  Ft.  Saskatchewan,  AB.  T8L  2T 1 . Box  3029. 
Ph.(403)998-3771  Fax:992-1185 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Law; 

Vice-Pres,,  Stewart  Roth. 

Incorporation:  (1960).  Private. 

Co.  Registered  In:  Alberta  (1989). 

Affiliations: 

Skyline  Products  Ltd. 

Type  of  Services  & Supplies:  industrial  cleaning  chemicals,  oilfield 
and  gas  well  chemicals,  boiler  and  cooling  tower  chemicals, 
degreasers,  solvents,  acids  and  industrial  handcleaners. 

No.  of  Employees  in  Canada:  35, 

Guardian  Oilfield  Services 

Division  of  Shaw  Industries  ltd. 

(Formerly:Guardian-Hya!og  Oilfield  Services) 

Main  Office:  Edmonton,  AB.  T6P  1L7.  950  - 78  Ave. 
Ph.(403)440-1444  Fax:440-4261 

Additional  Phone:  (403)  440-4717 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Gen. Mgr.,  Ken  Willson; 

Sr.SIs.Rep.,  Mike  Brackenreed; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta,  Private, 

Affiliations: 

Shaw  Industries. 

Type  of  Services  & Supplies:  Non-destructive  inspection  services, 
custom  machine  shop  services. 

No.  of  Employees  in  Canada:  180. 

Guiberson  AVA  Division,  Dresser  Canada 
Inc. 

Main  Office:  Calgary,  AB.  T2P  3E6.  600,  505  - 3 St.  S.W. 

Ph.  (403)  290-5400  Fax:  290-5431 
Officers  & Key  Personnel  at  this  location: 

Reg. Mgr.  Optns.,  D.C.  MacDonald; 

Reg.SIs.Mgr.,  B.P.  Dillabough. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  (1971).  Public. 

Affiliations: 

Parent  Company:  Dresser  Canada  Inc./Dresser  Industries  Inc. 


Type  of  Services  & Supplies:  Sales  and  service  of  subsurface  saf( 
valves,  actuators,  flow  control  devices,  permanent  and  retrieval 
packers,  rental  service  packer,  well  servicing  and  swabbing  equipme 
J-F  hydraulic  subsurface  pumps,  Johnson-Fagg  producti 
accessories  and  SPM  products.  Retrievable  packers,  magni 
permanent  packers,  rental  service  packers,  cement  retainers  a 
bridge  plugs,  casing  scrapers,  tubing  anchors,  thermal  packe 
service  rig  equipment,  blow  out  preventors,  swab  cups,  hydraulic  a 
jet  pumps,  stuffing  boxes,  polish  rod  clamps,  rod  pump  plunge 
unions,  plug  valves,  check  valves  and  integral  connections. 

No.  of  Employees  In  Canada:  45. 

Guided  Horizontal  Drilling  Canada  Inc. 

Main  Office:  Calgary,  AB.  T2P  1X5. 1905, 505  - 6 St.  S.W. 

Ph,  (403)  237-0730  Fax:261-5627 

Officers  & Key  Personnel  at  this  location: 

Pres,,  G.FI.  Edwards; 

Rep.,  R.  Leason. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1988).  Private. 

Affiliations: 

Wholly  Owned:  Whipstock  Systems  Inc. 

Type  of  Services  & Supplies:  GHD  personnel  provide  planning  a 
operational  expertise  for  drilling  of  horizontal  bore  holes  for  the 
mining  and  construction  industries.  Nonmagnetic  motors,  continue 
surveying  and  accurate  guidance  systems. 

No.  of  Employees  in  Canada:  25. 

GW  Welding 

Main  Office:  Ltduc,  AB.  T9E  6K5. 4702  - 54  Ave. 

Ph.  (403)  986-3546 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Wayne  Verschoor. 

Type  of  Services  & Supplies:  Miscellaneous  iron;  mud  and  ga: 
tanks;  trailer  hitches;  tow  bars;  trailers;  welding  and  fabrication; 
structural  steel;  fuel  saving  heat  deflectors;  air  flow  feed  delivery 
mechanism, 

Halliburton  Drilling  Systems 

A Division  of  Halliburton  Canada  Inc. 

Main  Office:  Calgary,  AB.  T2P  3B6. 1000,  333  - 5 Ave.  S.W. 
Ph.(403)231-9300  Fax:231-9455 

Officers  & Key  Personnel  at  this  location: 

Dist.Mgr.,  Steve  Matthews; 

Sr.SIs.Rep.,  Bob  Beauchamp; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Parent  Company:  Flalliburton  Company. 

Type  of  Services  & Supplies:  Directional  drilling  equipment ; 
services,  horizontal  drilling  services,  river  crossings. 

No.  of  Employees  in  Canada:  50. 

Halliburton  Energy  Services,  a Division  o 
Halliburton  Canada  Inc. 

Main  Office:  Calgary,  AB.  T2P  3B6, 1000. 333  - 5 Ave.  S.W. 
Ph.(403)231-9300  Fax:231-9420 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Optns.Mgr.,  K.F.(Ken)  Sharratt; 

Sis. Mgr.,  W.  Gross, 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Canada.  Private. 

Co.  Registered  In:  Alberta, 

Affiliations: 

Parent  Company:  Halliburton  Company. 

No.  of  Employees  in  Canada:  500. 

Hallmark  Engineering  and  Resource 
Development  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3T7. 1020,  736  - 6 Ave.  S.W. 
Ph,  (403)  266-3277  Fax:  264-8509 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Bill  Irwin,  P.Eng. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1988).  Private, 

Co.  Registered  In:  Alberta  (1988). 

Type  of  Service:  Petroleum/project  engineering  and  produc 
development,  field  supervision. 

No.  of  Employees  in  Canada:  2. 
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allmark  Tubulars  Ltd. 

ain  Office:  Calgary,  AB.  T2P  3G6.  920,  255  - 5 Ave.  S.W. 

1.  (403)  266-3807  Fax:  266-6282 
fficers  & Key  Personnel  at  this  location: 
es.,  R.C.  (Ron)  Northcott; 
s.Mgr.,  Brian  Crookes; 

ain  Banking  Connection:  Royal  Bank  of  Canada, 
corporation:  Alberta.  Private. 

'pe  of  Services  & Supplies:  Stock  and  mill  order  sales  of  oilfield 
pulars,  linepipe  and  associated  products.  Algoma  Steel  Corporation 
d Nippon  Steel  Corporation  - tubing,  casing  and  linepipe  manufactured 
API  and  customer  specifications  as  well  as  premium  joint  tubing  and 
sing.  Also,  Dril-Quip  offshore  drilling  equipment  including  connectors, 
idline  suspension  equipment  and  wellheads  (to  1 5,000  PSI),  Drilltec 
mposite  type  thread  protectors. 

I.  of  Employees  in  Canada:  6. 

amilton  & Olsen  Surveys  Ltd. 

lin  Office:  Edmonton,  AB.  T6A  0H7.  200,  7024  - 101  Ave. 
.(403)465-7111  Fax:465-7157 

ficers  & Key  Personnel  at  this  location: 

5S.,  Wayne  Wesolowsky,  P.Eng.,  A.L.S.' 

ns.,L.O.  Olsen,  P.Eng.,  A.L.S.,C.L.S. 

pe  of  Consulting:  Consulting  and  land  surveying  services  for  the 

(ource  sector.  Buried  sturcture  location,  facility  mapping,  CAD 

vices  and  volumetries. 

!.  of  Employees  in  Canada:  20. 

ampson-Russell  Software  Services  Ltd. 

in  Office:  Calgary,  AB.  T2P  2X6. 510,  715  - 5 Ave.  S.W. 
i (403)  266-3225 

:icers  & Key  Personnel  at  this  location: 

jjs.,  Dan  Flampson; 
ir.  Mktg.,  Ruth  Peach. 

jin  Banking  Connection:  Hongkong  Bank  of  Canada, 
orporation:  Alberta.  Private. 

. Registered  In:  Alberta  (1987). 

3e  of  Services  & Supplies:  Seismic  software  for  AVO  analysis, 
)t-stack  inversion,  3-D  refraction  statics,  multiple  and  noise 
)nuation. 

. of  Employees  in  Canada:  1 1 , 

mkin  Atlas  Industries  Limited 

in  Office:  Calgary,  AB.  T2P  0M9. 210,  639  - 5 Ave.  S.W. 
1(403)291-0053  Fax:250-8099 

icers  & Key  Personnel  at  this  location: 

^.0.,  Hugh  M.  Blair: 
p.Sec.,  James  E.  Lanigan. 

iking  Connections:  Royal  Bank  of  Canada,  Alberta  Treasury 
;nches. 

orporation:  Canada  (1989).  Public. 

I Registered  In:  Alberta,  Ontario, 
illations: 

oily  Owned:  AgrOzone  incorporated,  Hankin  Atlas  Ozone 
Items  Limited. 

I ie  of  Services  & Supplies:  Design  and  manufacture  of  process 
lipment  for  potable  water,  industrial  water  and  waste  water  treatment, 
one  generators  and  ozonation  systems  for  water  treatment. 

of  Employees  in  Canada:  15. 

irbison-Fischer  Canada  Ltd 

;n  Office:  Calgary,  AB.  T2E  6J7,  315  - 19  St.  S.E. 

^(403)  272-2334 

icers  & Key  Personnel  at  this  location: 

s.,  Ray  Ivey: 
hptr..  Nelson  Metcalfe. 

:n  Banking  Connection:  Bank  of  Montreal, 
orporation:  Alberta  (1985).  Private. 

Illations: 

bison-Fischer  U.S.A. 

le  of  Services  & Supplies:  Bottom  hole  sucker  pump  rod 
lufacture  and  sales. 

of  Employees  in  Canada:  30. 

irvie  Instruments  Ltd. 

h Office:  Red  Deer,  AB.  T4N  4L1 . 6884  - 52  Ave. 
(403)347-6001  Fax:347-3150 

cers  & Key  Personnel  at  this  location: 

3.,  Harvey  Warkentin,  C.E.T.; 

i-Pres.,  Reg  Warkentin,  C.E.T.; 

n Banking  Connection:  Bank  of  Nova  Scotia. 

irporation:  Alberta.  Private. 

liations: 

ta  Rita  Supply. 


Edition 


Type  of  Services  & Supplies:  Industrial  instrumentation,  meter 
calibrations  and  proving.  Gas  well  testing,  rates,  clean-ups.  Acoustical 
well  sounders.  Bottom  hole  pressure  and  temperature  measurement. 
Chart  interpretations,  general  oilfield  supplies  and  rentals  of  flow 
measurement  equipment,  pressure  measurement  equipment,  high 
pressure  separators,  sales  of  charts,  thermometers,  hydrometers, 
gauges,  valves,  refractometers. 

No.  of  Employees  in  Canada:  7. 

Hat  Bit  Supply 

A Division  of  479439  Alberta  Ltd. 

Main  Office:  Redcliff,  AB.  TOJ  2P0.  Box  548. 

Ph.  (403)  548-6300  Fax:  548-3373 

24  Hour:  (403)  527-7477 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Don  Krell, 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  (1991).  Private. 

Co.  Registered  In:  Alberta, 

Type  of  Services  & Supplies:  Rock  Bits,  new  and  used  steel  tooth 
and  tungsten  carbide,  retipping.  New  workover  bits.  Rental  Equipment: 
shock  subs,  buried  tank/surface  tanks,  garbage  bin,  Gen  set. 

Hat  Pipeline  Ltd. 

Main  Office:  Redcliff,  AB.  TOJ  2P0.  Box  1120, 

2300  Highway  Ave,  E, 

Ph.  (403)  548-31 90  Fax:  548-7526 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Marty  Heddon. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1971),  Private. 

Affiliations: 

Rattler  Resources  Ltd. 

Type  of  Service:  Pipeline  construction,  general  oilfield  construction, 
maintenance,  compressor  stations.  Fabrication,  river  crossings,  meter 
stations. 

Havon  Machine  Works  Ltd. 

Main  Office:  Rocky  Mountain  House,  AB.  TOM  1T0.  Box  1525. 
Ph.  (403)  845-3305  Fax:  845-6065 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Dave  Von  Hollen. 

Type  of  Services  & Supplies:  Oilfield  equipment  and  machinery; 
pumping  machinery;  Jack  Shafts. 

Hawkeye  Inspection  Limited 

Main  Office:  Calgary,  AB.  T2P  3J4, 1190,  700  - 4 Ave.  S.W. 

Ph.  (403)  232-6336  Fax:  266-2582 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  A.E,  (Allan)  Morningstar,  BA. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1988).  Private. 

Type  of  Services  & Supplies:  Contract  field  inspection  of  pipeline 
and  facility  and  gas  plant  construction. 

No.  of  Employees  in  Canada:  1 . 

Hazco  Environmental  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2H  1K7. 201,  5720  - 4 St.  S.E. 

Ph.  (403)  297-0444  Fax:  253-31 88 
Western  Canada  Toll  Free:  (800)  667-0444 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.  Mktg.,  Don  Friesen; 

Vice-Pres.  Eng,,  John  Thompson; 

Incorporation:  Alberta  (1989).  Private. 

Co.  Registered  In:  Alberta  (1989). 

Affiliations: 

Partly  Owned:  Mtl/Hazco  Environmental  Services,  Inc. 

Type  of  Services  & Supplies:  Landfill  and  pond  decommissioning. 
Licensed  transfer  station  water  and  sludge  treatment.  Documentation, 
packaging  and  transportation,  pond  construction,  liner  installation. 
Volume  reduction  waste  disposal  options,  onsite  treatment, 
stabilization,  etc.  Hazardous  waste  container  system,  portable, 
disposable  storage  bins  for  solid  waste. 

No.  of  Employees  in  Canada:  50. 

Headhunters  Diesel  Ltd. 

Main  Office:  Edmonton,  AB.  T5P  1 G9. 1 6740  - 1 1 0 Ave. 

Ph.  (403)  484-5521  Fax:  484-0484 

Toll  Free:  (800)  661-2718 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Terry  Dewhurst; 

Mgr.  Cust.Serv.,  Bob  Miller; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Private. 


Type  of  Services  & Supplies:  Cilfield  compressor  and  natural  gas 
cylinder  heads  and  block  repairs.  Diesel  cylinder  heads,  crank  shafts, 
connecting  rods,  casting  repair. 

No.  of  Employees  in  Canada:  37. 

Heartland  Perforating  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2W2.  3420,  700  - 2 St,  S.W, 
Ph.(403)264-1260  Fax:264-1269 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  Storek; 

Mgr.  Mktg.,  Michael  Lasher; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1984).  Private. 

Affiliations: 

Partly  Owned:  Heartland  Microllne  Inc. 

Type  of  Equipment:  Cased  hole  logging,  perforating,  video  and 
pipeline  inspection. 

No.  of  Employees  in  Canada:  30, 

Heathmar  Industries  Ltd. 

Main  Office:  Calgary,  AB.  T2G  2A5.  919-46  Ave.  S.E. 

Ph.  (403)  287-2922  Fax:  287-2924 
Officers  & Key  Personnel  at  this  location: 

Pres.,  H.W,  (Nick)  Nickel; 

Off. Mgr,,  Bennie  Porter, 

Main  Banking  Connection:  Royal  Bank  of  Canada, 

Incorporation:  Alberta  (1974).  Private, 

Type  of  Services  & Supplies:  Canadian  distributor  for  Wil-Cor 
Armour  Plate  Products,  technical  and  laboratory  support.  Re-design  of 
gas  compressors,  trouble  shooting,  plant  management,  consulting. 
Formulators  and  manufactures  of  linings,  surfacing  materials,  mortars, 
cements,  grouts  and  joint  materials  for  industry.  Gas  compressors,  gas 
processing  equipment. 

No.  of  Employees  in  Canada:  4. 

Ron  M.  Helmer  & Associates  Ltd. 

Main  Office:  Calgary,  AB.  T2W  0B5. 1303  - 105  Ave.  S.W. 

Ph.  (403)  253-0686 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ron  M.  Helmer,  P.Eng. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Marketing  and  management. 

No.  of  Employees  in  Canada:  3. 

G.T.  Henderson  Engineering  Inc. 

Main  Office:  Caigary,  AB.  T2H  2G2. 203,  7003  - 5 St.  S.E, 

Ph.  (403)  252-9935  Fax:  258-2407 
Officers  & Key  Personnel  at  this  location: 

Pres.,  G.T.  Henderson,  P.Eng. 

Specialist  Energy,  G.  Dawson. 

Type  of  Consulting:  Consulting  mechanical,  electrical  engineering 
firm  offering  design  services  for  HVAC  systems,  lighting,  power 
distribution  and  energy  conservation  and  management. 

No.  of  Employees  in  Canada:  8. 

Herb's  Welding  Ltd. 

Main  Office:  Peace  River,  AB.  T8S  1G8. 9503  - 90  Ave. 

Ph,  (403)  624-3304  Fax:  624-5855 
Officers  & Key  Personnei  at  this  location: 

Exec.Off.,  Herb  Setz,  Sr, 

Type  of  Services  & Supplies:  Sleighs,  bridges,  towers,  tanks, 
oilfield  machinery,  structural  steel  fabrication. 

HFP  Acoustical  Consultants  Ltd. 

Main  Office:  Calgary,  AB.  T2W  4X9. 1140, 10201  Southport  Rd, 
S.W. 

Ph.(403)259-3600  Fax:259-4190 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Leslie  Frank,  P.Eng, 

Main  Banking  Connection:  Royal  Bank  of  Canada, 

Incorporation:  Alberta  (1979).  Private. 

Co.  Registered  In:  Alberta  (1979). 

Affiliations: 

Parent  Company:  HFP  Acoustical  Consultants  Ltd.,  Noisabate  Ltd. 
Partly  Owned:  HFP  Acoustical  Consultants  Inc. 

Type  of  Services  & Supplies:  Acoustics  and  noise  control; 
environmental  noise  monitoring,  ERCB  noise  impact  statements, 
engineering  noise  control  recommendations. 

No.  of  Employees  in  Canada:  6. 

Hi  Signs  Mfg.  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2S6. 4403  - 84  Ave. 

Ph.(403)  468-6181 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Kenneth  Foster. 
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Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1974).  Private. 

Type  of  Services  & Supplies:  Signage  decals,  traffic  control  products. 
WHMIS  supplies.  T.D.G.  placards. 

No.  of  Employees  in  Canada:  60. 

Hi  Temp  Products  of  Western  Canada  Inc. 

Main  Office:  Fort  McMurray,  AB.  T9H  3G3.  Box  5294. 

Ph.  (403)  743-0394  Fax:  743-8822 
Officers  & Key  Personnel  at  this  location: 

Prod.Mgr.,  Jim  Gallmeyer; 

Off.Mgr.,  Gertrudes  Russell. 

Type  of  Services  & Supplies:  Sell  and  manufacture  high  temperature 
silicone  coated  material.  Valve  covers,  heating  pads,  heat  tracing 
pads,  welding  curtains,  tarps,  flex  hoses,  ceramics  insulations  and 
temp  mat  insulations. 

Hialta  Well  Servicing  Ltd. 

Main  Office:  Edmonton,  AB.  T5V  1H7. 13114- 159  St. 
Ph.(403)447-1640  Fax:447-2636 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  A.  Ankerstein; 

Sec.,  J.  Landsiedel. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1979).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  40. 

Highland/Corod  Inc. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  277,  601  - 18  Ave. 

Ph.  (403)  955-2591  Fax:  955-721 4 

Toll  Free:  (800)  661-5654 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Jack  Aboussafy; 

Optns.Mgr.,  Rod  Denney; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1991).  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Parent  Company:  Energy  Ventures  Inc. 

Other:  Flighland  Pump  Co. 

Type  of  Services  & Supplies:  Continuous  sucker  rod  service. 
Continuous  sucker  rod,  progressive  cavity  pumps,  Rotaflex  long 
stroke  pumping  unit,  Flighland  bottom  hole  sucker  rod  pumps. 

No.  of  Employees  in  Canada:  170. 

Hill’s  Hot  Shot  Service  Ltd. 

Main  Office:  Strathmore,  AB.  TIP  1C8.  3,  5 Bayside  PI. 

Ph.  (403)  934-3304  Fax:  934-3758 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gary  A.  Flovdebo; 

Sec-Treas.,  Marian  Fiovdebo. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1969).  Private. 

Co.  Registered  In:  Alberta,  Saskatchewan. 

Type  of  Services  & Supplies:  Manufacturing,  service  and  repair  of 
all  types  and  makes  of  fire  trucks.  Manufacturer  of  FIOTSFIOT  Fire 
Trucks.  Fire  pump  parts  and  related  accessories.  Field  operation  in 
three  provinces  and  NV\/T  is  completely  mobile,  based  in  Strathmore, 
No.  of  Employees  in  Canada:  4. 

A.J.  Hinch  Consultants  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3G2.  900,  840  - 7 Ave,  S.W. 
Ph.(403)262-5614  Fax:266-4855 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Alan  J.  Flinch,  P.Geoph. 

Type  of  Consulting:  Seismic  data  interpretation  and  supervising 
acquisition. 

No.  of  Employees  in  Canada:  1. 

Hi-Rate  Drilling  1985  Ltd. 

Main  Office:  Stettler,  AB.  TOC  2L0.  4607  - 42  St. 

Mailing  address:  Stettler,  AB.  TOC  2L0.  Box  1324. 

Ph,  (403)  742-8301  Fax:  742-0666 
Officers  & Key  Personnel  at  this  location: 

Pres.,  James  D.  McKay; 

Sec.,  Garry  Keibel; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1985).  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Yukon  Territories, 
Northwest  Territories,  Saskatchewan. 


Type  of  Equipment:  Industrial  and  domestic  water  well  drilling  and 
completions.  Structural  test  hole  drilling  and  wireline  coring  2 3/4“  to 
3".  Conventional  6"  coring.  Gas  well  drilling.  Smeal  T3  pump  hoist; 
Ingersol-Rand  TFI60R  depth  range  500  meters;  Ingersol-Rand  TFI55 
depth  range  300  meters;  Ingersol-Rand  TFI55-60  depth  range  500 
meters.  Two  Widco  electro  loggings  units.  Industrial  power  plants  and 
pumps  for  water  well  pumping. 

HITEC  Norway  Ltd. 

Main  Office:  Edmonton,  AB.  TOE  5V4.  3827  - 98  St. 
Ph.(403)461-6300  Fax:435-7496 

Officers  & Key  Personnel  at  this  location: 

Off.Mgr.,  J.Dena  Rybak. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993). 

Affiliations: 

Parent  Company:  HITEC  A.S. 

Type  of  Services  & Supplies:  Manufacture,  sales  and  service  of  high 
technological,  reliable  and  cost  efficient  solutions  for  Smart  Drilling 
Instrumentation,  Control  and  Monitoring  Systems,  Integrated  Driller's 
Cabin,  control  systems  fortop-drives,  pipe  handling  machines,  and  all 
other  drilling  related  machines.  Autodriller,  Floor  and  Crown  Saver, 
automated  Ton-Mile  (Mega  Joule)  Calculators,  automatic  Mud  Bucket 
and  Thread  Doper,  and  all  other  types  of  customized  control  systems. 
Waste  watertreatment,  sewage  plant  control  and  monitoring  systems. 
Authorized  to  recertify  Explosion  Proof  electric  equipment  and 
enclosures;  through  NEMKO  and  European  (CENELEC)  standards. 
ISO  9000  Certified. 

No.  of  Employees  in  Canada:  4. 

Hi-Tech  Seals  Inc. 

Main  Office:  Edmonton,  AB.  T6E  3A5. 5903  - 92  St. 

Ph.  (403)  438-6055 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  J.E.  Bond; 

Sis. Dir.,  Craig  McJannet; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1990),  Private. 

Type  of  Services  & Supplies:  Distribution  of  hydraulic/pneumatic 
seals,  0 Rings,  oil  seals,  extruded  rubber.  Vee  rings,  polyseals,  T- 
seals.  Quad  rings,  molded  specialties,  caps  and  plugs. 

No.  of  Employees  in  Canada:  8. 

Hi-West  Well  Servicing  (1975)  Ltd. 

Main  Office:  Drayton  Valley,  AB.  TOE  OMO.  Box  6818. 

Ph.  (403)  542-5520  Fax:  542-9232 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  R.  Boscher; 

Sis. Rep.,  P.  Thatcher. 

Incorporation:  Alberta,  Private, 

Co.  Registered  In:  Alberta,  Saskatchewan. 

Type  of  Equipment:  Twenty  service  rigs,  including  2 slant  rigs, 
capable  of  handling  oil  or  gas  well  workover,  completion,  abandonment 
or  swab  job  to  a depth  of  4.300  meters. 

No.  of  Employees  in  Canada:  110. 

Hofam  Catering 

Main  Office:  Edmonton,  AB.  T6N  1B1. 3050  Parsons  Rd. 

Ph.  (403)  463-8872  Fax:  463-31 09 

Additional  Fax:  (403)  462-6784 

Toll  Free:  (800)  262-9043 

Officers  & Key  Personnel  at  this  location: 

Vlce-Pres.,  Jim  Needham; 

Gen. Mgr.,  Gary  Fortier; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1979),  Private. 

Co.  Registered  In:  British  Columbia,  Northwest  Territories. 
Affiliations: 

Pll  Group  Inc. 

Type  of  Services  & Supplies:  Remote  site  catering  and  camp 
management  services.  Turnkey  camp  rental  capabilities  in  house. 

No.  of  Employees  in  Canada:  250, 

Hollimex  Products  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5G2.  8750  - 53  Ave, 
Ph.(403)468-1137  Fax:469-1899 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Steven  D.  LePoole: 

Mgr.  Mktg.,  Don  Brown. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  (1960).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Supply  of  drilling  mud  additives  and 
chemicals.  AKU-CMC  products. 

No.  of  Employees  in  Canada:  10. 


John  Hopkinson  & Associates  Ltd. 

Main  Office:  Water  Valley,  AB.  TOM  2E0,  Box  309. 
Ph.(403)637-2250  Fax:637-2153 

Officers  & Key  Personnel  at  this  location: 

Pres.,  K.J.  Hopkinson. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1980).  Private. 

Type  of  Services  & Supplies:  Aircraft  brokerage  and  consulting. 

No.  of  Employees  in  Canada:  5. 

Horizon  Land  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  1M7.  400,  604  - 1 St.  S.W. 
Ph.(403)261-7787  Fax:233-9188 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Douglas  G.  Lazerte; 

Vice-Pres.,  Mark  A.  Reich. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta  (1990). 

Type  of  Services  & Supplies:  Complete  land  acquisition  service: 
both  surface  and  mineral,  damage  releasing  and  lease  brokers. 

No.  of  Employees  in  Canada:  5. 

Horizontal  Technology  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3J2. 1740,  505  - 5 St.  S.W. 

Ph.  (403)  237-2396  Fax:  266-5388 
Officers  & Key  Personnel  at  this  location: 

Pres.,  H.S.  Hartley; 

Sec.,  L.M.  Kelly. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce, 

Incorporation:  Alberta  (1991).  Private. 

Co.  Registered  In:  Alberta  (1991). 

Type  of  Services  & Supplies:  Horizontal  re-entry  and  completic 
service. 

No.  of  Employees  in  Canada:  1. 

Horton  CBI  Ltd. 

Main  Office:  FtSaskatchewan,  AB.  T8L  2T4,  Box  3534. 

Ph.  (403)  998-2800  Fax:  998-2841 
Officers  & Key  Personnel  at  this  location: 

Mgr.West  Constr.,  Russ  0.  Huntington; 

SIs.Mgr.West  Reg.,  Dave  Lord. 

Type  of  Services  & Supplies:  Supply  and  installation  of  welded 
plate  structures  including:  petroleum  product  storage  tanks, 
chemical  product  storage  tanks,  hydroelectric  penstocks, 
cryogenic  and  low  temperature  storage  tanks,  pressure  vessels, 
water  storage  tanks  (elevated  and  ground  storage), 

Howard  Mackie 
Barristers  and  Solicitors 

Main  Office:  Calgary,  AB.  T2P  4H2. 1000, 400  - 3 Ave.  S.W. 
Ph.(403)232-9500  Fax:266-1395 

Officers  & Key  Personnel  at  this  location: 

Partner,  Brian  E.  Roberts; 

Partner,  James  W.  Surbey. 

Type  of  Services  & Supplies:  Provision  of  legal  services. 

Barbara  Howes  Petroleum  Consulting  Inc. 

Main  Office:  Calgary,  AB.  T3A  1S6.  5535  Dalwood  Way  N.W. 
Ph.  (403)  288-5056  Fax:  288-5056 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Barbara  J.  Howes,  P.Eng. 

Type  of  Consulting:  Petroleum  engineering,  reservoir  engineerin 
enhanced  oil  recovery,  recovery  optimization,  project  managemet 
production  forecasting,  reserves  evaluation  and  economic  analysi 

No.  of  Employees  in  Canada:  1. 

H S B Productions 

Main  Office:  Lethbridge,  AB.  T1H  0N9. 2412-5  Ave. 

Ph,  (403)  328-8794 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  H.  Sieber-Borath. 

Type  of  Services  & Supplies:  Machine  shop. 

HTH  Heatech  Inc. 

Main  Office:  Calgary,  AB.  T2C  2P6.  8916  - 44  St.  S.E. 

Mailing  address:  Calgary,  AB.  T2P  2G6.  Box  37,  Site  1,  R.R.5. 

Ph,  (403)279-1990  Fax:236-5145 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  H.  MacLean; 

Vice-Pres.,  Bob  Fitz; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Canada  (1988).  Private. 

Co.  Registered  In:  Alberta  (1988). 
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Company  Profiles 


rpe  of  Services  & Supplies:  Repair  of  boilers,  burners,  heaters, 
laerators,  control  systems.  Steamboilers  to  250,000  Ib./hour,  tired 
id  unfired  glycol  and  thermal  oil  heaters,  deaerators  and  water 
ratment  equipment,  burners,  burner  control  systems. 

).  of  Employees  in  Canada:  12. 

Tl  Technology  Canada  Ltd. 

3in  Office:  Calgary,  AB.  T2H  2S5.  202,  7260  - 12  St.  S.E. 

I.  (403)  253-7505  Fax:  252-7768 
ificers  & Key  Personnel  at  this  location: 
es.,  Vince  Krynski; 
jn.Mgr.,  Mark  Smithdorf; 

>in  Banking  Connection:  National  Bank  of  Canada. 

:orporation:  Alberta  (1980).  Private. 

».  Registered  In:  Alberta  (1980). 
filiations: 

ad  Holdings  Limited. 

pe  of  Services  & Supplies:  Oilfield  production  equipment.  Patented 
rhnology  in  treaters,  F.W.K.O.’s,  desalters,  desanders,  flash 
aporators,  3 PH.  separators,  total  packaged  systems.  Produced 
ter  coalescers  (CPI). 

I.  of  Employees  in  Canada:  10. 

ub  Irrigation  Services  Limited 

lin  Office:  Lethbridge,  AB.  T1H  0C2.  2640  - 2 Ave.  N. 

'.  (403)  380-2438  Fax:  380-2438 
ficers  & Key  Personnel  at  this  location: 
bc.Off.,  Stan  Young. 

pe  of  Services  & Supplies:  Natural  gas  irrigation  units,  electric 
gation  components,  heat  exchangers,  machine  shop  products, 
ane  power  units,  generator  sets. 

!e.  Hunt  & Associates  (1987)  Ltd. 

|in  Office:  Calgary,  AB.  T2P  0Z1 , 500,  706  - 7 Ave.  S.W. 

! (403)  262-8333  Fax:  269-4228 
leers  & Key  Personnel  at  this  location: 
iS.,  Robert  J,  Burn; 

!e-Pres.,  Christopher  A.  Burn. 

|in  Banking  Connection:  Bank  of  Montreal. 

[orporation:  Alberta  (1987).  Private. 

36  of  Services  & Supplies:  Insurance  Brokers.  Provision  of 
jrance  brokerage  services  to  drilling  rig  contractors,  well  servicing 
.itractors,  oil  and/or  gas  exploration,  development  and  production 
npanies  including  general  liability,  property,  blowout  and  downhole 
prance  coverages.  Worldwide  packages  available. 

|.  of  Employees  in  Canada:  7. 

[inting  Interlock  Limited 

in  Office:  Calgary,  AB.  T2P  3T3, 1000, 521  - 3 Ave.  S.W. 

I (403)  265-0444  Fax:  233-0398 
icers  & Key  Personnel  at  this  location: 
i.Mgr.,  Blair  Mackie. 

in  Banking  Connection:  Bank  of  Montreal, 
jorporation:  Alberta  (1987).  Private, 
illations: 

lint  Company:  Hunting  Oilfield  Services 
ter;  Hunting  Interlock  Corporation. 

te  of  Services  & Supplies:  Threading  of  tubing  and  casing  with 
;ERLOCK  premium  connections,  plus  technical  and  field  service 
ociated  with  the  product.  Exclusive  agent  for  Bomac  “CATS  PAW” 
lad  compounds.  Supply  of  and  service  for  Hunting  LEOPARD, 
ilX,  SWIFT  and  TALON  big  inch  casing  connectors. 

' of  Employees  in  Canada:  1 . 

cal  Energy  Research  Laboratories  Ltd. 

In  Office;  Calgary,  AB.  T2E  6T6. 1338A  - 36  Ave.  N.E. 

I (403)  250-5800  Fax:291-0481 

cars  & Key  Personnel  at  this  location: 

5-Pres.,  Brent  Thomas. 

Banking  Connection:  Bank  of  Montreal, 
srporation:  (1979).  Private. 

e of  Services  & Supplies;  Reservoir  engineering  laboratory 
lies.  Special  PVT  and  core  displacement  studies.  Miscible  and 
imal  recovery  studies.  Reservoir  engineering  consulting, 
of  Employees  in  Canada:  30. 

dra  - Machine  Ltd. 

n Office:  Edmonton,  AB.  T6E  3A9.  5830  - 92  St. 
1(403)437-1191  Fax:436-6264 

teers  & Key  Personnel  at  this  location: 

5.,  David  Guthrie; 

Mgr.,  Rod  Kuffler. 

;e  of  Services  & Supplies:  We  are  the  only  authorized  Varco 
lepair  service  for  handling  tools,  we  also  do  custom  machine 
|<,  complete  hydraulic  repair  service  with  testing  to  500  H.P.,  as 
, we  are  the  Alberta  distributor  for  Parker  Fluid  Power,  we  also 
(ufacture  complete  hydraulic  power  units. 


Hydra-Tech  International  Corporation 

Main  Office:  Calgary,  AB.  T2E  6N2.  3. 1236  - 38  Ave.  N.E. 

Ph,  (403)  250-7400  Fax:  250-6794 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Dave  W,  Reesor; 

SIs.Rep.  Tech/Cad  & Design,  David  (R.J.)  Reesor. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1975).  Private. 

Type  of  Services  & Supplies:  Design  and  production/servicing 
customized  hydraulic  tools  and  systems  for  the  railway,  mining, 
transportation  and  construction  industries.  Distributors  for  jacks, 
presses,  hose  etc.  Heavy  duty  jacks,  presses,  rerailing  equipment. 
Custom  hydraulic  tools  for  unique  applications.  Repairs  for  jacks, 
hydraulic  tools. 

No.  of  Employees  in  Canada:  10. 

Hydril  Canadian  Co.  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0M2.  1640,  540  - 5 Ave,  S.W, 
Ph.(403)531-1590  Fax:264-0585 

Officers  & Key  Personnel  at  this  location: 

Dir.  Inti. Sis.,  Andy  Trenkwalder; 

Sr.SIs.Rep.,  Keith  Vollmin. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Private. 

Co.  Registered  In;  Alberta  (1951). 

Affiliations: 

Hydril  Company. 

Type  of  Services  & Supplies:  Field  service,  siring  design,  B.O.P. 
certification  to  O.E.M.  and  all  recognized  standards.  Manufacture 
Hydril  premium  threads,  Hydril  wedge  thread,  tubing  and  casing, 
blowout  preventers.  Pulsation  dampeners,  keily  guards,  safety  valves, 
closing  units. 

No.  of  Employees  in  Canada:  24. 

Hydro  Kieen  Systems  Inc. 

Main  Office:  Red  Deer,  AB.  T4P  1M5. 7453  Gaetz  Ave. 

Ph.(403)347-8018  Fax:347-8144 

Cellular;  (403)  341-9109 

Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Bob  Watts; 

Mgr.  Sls.&  Export,  Don  Forsey. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation;  Alberta  (1993).  Private. 

Co.  Registered  In:  Aiberta  (1993). 

Type  of  Services  Supplies:  Abrasive  pigging  system  for  De- 
Cokeing  and  De-Sca!eing  furnace  heaters  - “Chemical  Free”.  Cleaning 
line  heaters  and  exchanger  tubes,  Pinnade  Pigs  -’’Bi-Directional”. 
No.  of  Employees  in  Canada:  6. 

Hydro  Petroleum  Canada  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2V1. 1000, 441  - 5 Ave.  S.W. 
Ph.(403)531-2190  Fax:531-2199 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Henning  K.  Lies; 

Vice-Pres.,  Corp.  Dev.,  Jim  P.  Letourneau. 

Type  of  Services  & Supplies:  HPC  provides  petroleum 
hydrogeological  studies  and  modelling  services.  The  company  also 
provides  introductory  and  advanced  training  courses  in  the 
application  of  petroleum  hydrogeology  to  exploration  programs. 

Hydro  Vac  Services 

a Division  of  McGregor  Power  Lines  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0E7,  9925  - 62  Ave, 

Ph.  (403)  438-4004 

Alberta  Only:  (800)  662-7146 

Officers  & Key  Personnel  at  this  location: 

Pres.,  A.D.  McGregor; 

Gen, Mgr.,  A.W.  Plato,  P.Eng.  (430-6760); 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Affiliations: 

Roymac  Holdings  Ltd. 

TypeofServices&Supplies:24hourserviceforexposingunderground 
utilities  and  installation  of  concrete  piles  in  congested  working  areas 
throughout  any  time  of  the  year. 

Hydrographic  Survey  Consultants  Inti  Ltd. 

Main  Office:  Calgary,  AB.  T3E  4K2.  74  Granlea  Place  S.W. 
Ph.(403)246-1265  Fax  246-1 265 
Officers  & Key  Personnel  at  this  location: 

Pres,,  Bruce  Calderbank. 

Type  of  Services  & Supplies:  Management  and  consulting  services 
for  survey,  navigation  and  positioning,  involving  seismic  construction 
and  engineering  activities  in  the  offshore  in  Canada  and  internationally. 


Hydrotestors  Canada  Limited 

Main  Office:  Red  Deer,  AB.  T4P  1K3,  7,  6721  - 67  Ave, 

Ph.  (403)  343-6779 

Toll  Free:  (800)  662-7143 

Officers  & Key  Personnel  at  this  location; 

Allan  Armstrong; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1981).  Private. 

T ype  of  Services  & Supplies:  Tubing  pressure  testing,  casing  pressure 
testing,  power  thread  cleaning,  stabbing  guide  rentals. 

No.  of  Employees  in  Canada:  12. 

Hylton  & Associates  Inc. 

Main  Office:  Calgary,  AB.  T2P  2V6. 2001 ,500-4  Ave,  S.W. 

Ph . (403)  264-5288  Fax;  264-8523 
Officers  & Key  Personnel  at  this  location: 

Prin.,  Chris  Hylton, 

Main  Banking  Connection:  Canada  Trust  Company. 
Incorporation:  Alberta  (1991).  Private. 

Co.  Registered  In:  Alberta  (1991). 

Type  of  Services  & Supplies:  Benefits,  Pensions  and  EAP’s. 

No.  of  Employees  in  Canada:  1. 

HyPower  Systems  Inc. 

Main  Office:  Edmonton,  AB.  T6P  1K5.  8616-18  St. 

Ph.  (403)  449-0600  Fax:  449-1215 
Officers  & Key  Personnel  at  this  location: 

Serv.Mgr.,  Jeff  Carey; 

Mgr.,  Russ  Letkeman, 

Incorporation:  Private, 

Type  of  Services  & Supplies:  Filters;  filtration  equipment;  hydraulic 
equipment  - sales  and  service;  valves  - hydraulic  control. 

Hyprotech  Ltd. 

Main  Office:  Calgary,  AB.  T2E  2R2,  300, 1110  Centre  St.  N. 

Ph.  (403)  277-3530  Fax;  277-3590 
Canada  Hotline:  (800)  661-8696 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Prin.,  Dir.,  Tony  Vysniauskas; 

C.F.O.,  \/ice-Pres.  Fin.,  Charlene  Ritchie; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1976). 

Affiliations: 

Wholly  Owned:  Hyprotech  inc.,  Hyprotech  S.L. 

Type  of  Service:  Hyprotech  Ltd.  develops,  markets  and  supports  its 
licensed  software,  HYSIM,  HYSIM  is  a comprehensive,  completely 
interactive  flowsheet  simulator  for  plant  design  and  process  evaluation 
studies.  Extensive  data  base,  property  packages,  oil  characterization, 
a complete  range  of  unit  operations  and  built-in  intelligence  make  this 
simulator  idealfor  use  inthe  gas  processing,  oil  refining,  petrochemicals, 
chemical  and  synthetic  oil  industries.  Available  w'ith  data  regression/ 
estimation  package  for  generating  user-defined  component  library. 
Built-in  generic  interfaces,  which  may  be  user-customized,  to  access 
user-  added  and  other  third  party  programs. 

No.  of  Employees  in  Canada:  50, 

ICG  Propane  Inc. 

Main  Office:  Calgary,  AB.  T2P  3E3.  Box  2844. 

Ph.  (403)  296-8000  Fax:  296-3030 
Officers  & Key  Personnel  at  this  location: 

Pres.,  N.F,  McIntyre; 

Vice-Pres.,  J.  Bechtold; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

incorporation:  Manitoba.  Private. 

Co.  Registered  in:  New  Brunswick,  Nova  Scotia,  Quebec,  Ontario, 
Manitoba,  Saskatchewan.  Alberta,  British  Columbia,  Yukon 
Territories,  Northwest  Territories. 

Affiliations: 

Petro-Canada  Inc. 

Primary  Interest  Is:  Propane  within  Canada. 

No.  of  Employees  in  Canada:  1,200. 

I-Dent  Decals  Ltd. 

Main  Office:  Calgary,  AB.  T2K  5X2.  35  Skyline  Gres.  N.E. 

Ph.(403)275-1919  Fax:275-1888 

Toll  Free:  (800)  661-1919 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Horace  Rieger. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1982).  Private. 

Type  of  Services  & Supplies:  Decal  and  sign  manufacturers;  wellsite 
signs,  pipeline  signs,  decals,  safety  signs,  plants  and  battery  signs  and 
posts  and  hardware.  Vehicle  and  tank  signs.  Stock  WHMIS  products. 
No.  of  Employees  in  Canada:  14. 
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IGL  Canada  Ltd. 

Main  Office;  Edmonton,  AB.  T5S  1M7. 17515  - 106A  Ave. 

Ph.  (403)  489-3245  Fax:  486-2424 
Officers  & Key  Personnel  at  this  location: 

Mgr.  Eng.  G.  Reginald  Belyea,  P.Eng. 

Type  of  Services  & Supplies:  IGL  Canada  Ltd.  is  a general  contractor 
specializing  in  no-dig  technologies  such  as  Insituform,  Ultrapipe, 
micro  tunnelling,  CCTV  pipe  inspection  plus  conventional  plant 
construction  of  feedwater  systems,  sewer  systems,  and  other  types 
of  underground  process  piping.  Ultrapipe,  Insituform,  micro  tunnelling, 
CCTV  pipe  inspection,  pipe  liners,  pipeline  construction,  plant 
construction,  tunnelling,  road-boring  liners. 

I.G.M.  Resources  Corp. 

Main  Office:  Calgary,  AB.  T2C  1Y3.  7, 4451  - 58  Ave.  S.E. 
Ph.(403)720-2161  Fax:236-8898 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Michael  Flolley. 

Type  of  Services  & Supplies:  I.G.M.  is  a supplier  of  a complete 
range  of  new,  reconditioned,  and  used  weilheads  and  valves  from 
2000  PSI  to  20,000  PSI.  All  related  accessories  are  available  and 
many  exotic,  hard  to  find  items  are  stocked.  A rotary  tubing  hangar  is 
also  available  to  rotate  tubing  string  without  interrupting  oilwell 
production.  This  unit  is  particularly  effective  in  deviated  wells  or 
oilwells  where  tubing  and  rod  wear  present  a problem. 

Image  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2G  4A7.  3C,  391 1 Brandon  St.  S.E. 
Ph.(403)287-1053  Fax:243-4564 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Paul  M.A.  Varro,  P.Eng, 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation;  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987). 

Type  of  Services  & Supplies:  Engineering  services  pertaining  to 
underground  inspection  of  pipeline,  wells,  boreholes. 

No.  of  Employees  in  Canada:  4. 

Image  Inspection  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2G  4A7.  3C,  3911  Brandon  St.  S.E. 

Ph.(403)287-1053  Fax:243-4564 

Toll  Free:  (800)  667-6670 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Paul  M.A.  Varro,  P.Eng. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1986).  Private. 

Co.  Registered  In:  Alberta  (1986). 

Type  of  Services  & Supplies:  TV  inspection  - pipe;  pipelines;  water, 
oil  and  gas  wells;  sanitary  and  storm  lines;  gas  plants;  residential, 
commercial,  industrial,  TV  surveillance,  TV  cameras,  monitors,  VCR/ 
videos,  custom  built  inspection  equipment,  electronic  components 
and  repairs. 

No.  of  Employees  in  Canada:  5. 

Imperial  Rubber  Co.  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  (Plant)  708  - 19  Ave. 

Ph.  (403)  955-8780  Fax:  955-8921 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Joe  M.  Stafinski  (265-9307); 

Vice-Pres.,  Dino  Garcia. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1980).  Private. 

Co.  Registered  In:  Alberta  (1980). 

Affiliations: 

Parent  Company:  Imperial  Rubber  & Urethane  Corp. 

Partly  Owned:  Dapatan  Resources  Inc. 

Other:  Canadian  Swabmaster  Ltd. 

Type  of  Equipment:  Manufacturer  of  rubber  and  urethane  products. 
Custom  moulding  from  fluoro-elastomers  and  high  performance 
urethanes.  Custom  rubber  and  urethane  products;  pipeline  pigs, 
(poly-urethane  and  foam),  maxi-pigs,  bridge  bearing  pads  and 
expansion  joints,  DST  inflate  rubbers,  downhole  packer  elements  and 
miscellaneous  downhole  seals,  casing  protectors  and  cementing 
plugs. 

No.  of  Employees  in  Canada;  30, 

Import  Tool  Corporation  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0W8. 10340  - 71  Ave. 

Ph,  (403)  434-6406  Fax:  434-6400 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Bruce  Moorhead: 

Optns.Mgr.,  Roy  West; 

Main  Banking  Connection;  Toronto-Dominion  Bank. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1952). 


Affiliations; 

Wholly  Owned:  D & S Manufacturing  Ltd.,  Eastport  Oil  Tool  Ltd. 
Other:  Pigmalion  Environmental  Products  Inc.,  Reaction  Oilfield 
Products  Ltd. 

Type  of  Services  & Supplies:  Run  liners  (production,  drilling, 
slotted,  horizontal  etc.).  Run  stage  cementing  tools,  inflatable  casing 
packers.  Design,  install  and  service  gas  lift,  plunger  lift,  chemical 
injection  equipment.  Exclusive  Canadian  manufacturer's 
representative:  Baker  Oil  Tools  (liner  hanger  equipment);  Davis- 
Lynch  (float  equipment,  stage  cementing  tools,  casing  accessories); 
Daniel  Oil  Tools  (gas  lift  mandrels  and  valves);  Ray  Oil  Tool  (ROTCO 
Rigid  Centralizers). 

No.  of  Employees  in  Canada:  25. 

The  Impress  Corporation 

Main  Office:  Calgary,  AB.  T2P  2Y5. 1100, 633  - 6 Ave.  S.W. 

Ph.  (403)  261-7676 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  Don  de  Forest. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1978).  Private. 

Type  of  Services  & Suppiies:  Recognition  awards  for  safe  work/ 
sales  achievement  or  years  of  service.  Advertising  specialty  items. 
Executive  corporate  gifts. 

No.  of  Employees  in  Canada:  17. 

Indel-Davis  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2L6. 1 , 6325  - 1 1 St.  S.E. 

Ph.  (403)  252-7707  Fax:  253-8007 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1963).  Private. 

Co.  Registered  In:  Alberta  (1963). 

Affiliations: 

Parent  Company:  GRC  Inc. 

Type  of  Services  & Supplies:  Seismic  supplies.  Electrostatic  paper 
and  films,  thermal  papers  and  films.  Magnetic  media  and  geophysical 
processing  supplies. 

Independent  Machinery  Limited 

Main  Office:  Calgary,  AB.  T2G  1J9. 1449  - 17  Ave.  S.E. 

Ph,  (403)  265-5055  Fax:  265-4075 
Officers  & Key  Personnel  at  this  location: 

Pres.,  J.W.  Kirkpatrick; 

Vice-Pres.,  Phil  V.  Heerema. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1953).  Private. 

Affiliations: 

Glencairn  Maintainers  Limited. 

Type  of  Services  & Supplies:  Welders,  machinists,  boilermakers, 
millwrights.  Boiler  sales  - rentals,  tube  cleaning  and  expanding 
equipment  sales  and  rentals. 

No.  of  Employees  in  Canada:  20. 

Independent  Recovery  Service  Inc. 

Main  Office:  Calgary,  AB.  T3C  2L5. 1628  Scotland  St,  S.W, 
Ph.(403)228-5141  Fax;  228-5198 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Jim  Warke; 

Vice-Pres,,  R.  Gail  Warke. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1993),  Private. 

Type  of  Services  & Supplies:  Brokerage  for  plants  and  industrial 
equipment. 

No.  of  Employees  in  Canada:  2. 

Industrial  Case  & Light 

Main  Office:  Calgary,  AB.  T2G  1 Y6. 534  - 42  Ave.  S.E, 

Ph.  (403)  287-2840  Fax:  243-6279 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Bob  Lotwin; 

Rep.  Inside  Sis.,  Kim  Gibson. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1989),  Private. 

Affiliations: 

Pipetech  Corporation  Ltd. 

Type  of  Services  & Supplies:  Distributor  of  “Pelican”  unbreakable, 
airtight,  watertight,  non-marking,  co-polymer  protective  cases  for 
fragile  and  delicate  products.  Distributor  of  “Flardigg”  rotationally 
molded  polyethylene  shipping  and  storage  containers,  forsensitive  or 
fragile  equipment.  Rugged  one  piece  molded  base  and  lid,  military 
specification  tested,  with  over  200  sizes  available.  Supplier  of  custom 
manufactured  aluminum  protective  cases.  Distributor  of  “Pelican” 
submersible,  CSA  certified,  hazardous  location,  severe  duty  flashlights. 
Distributor  of  personal  emergency  strobe  light. 

No.  of  Employees  in  Canada:  6. 


Industrial  Machine  Shop  Ltd. 

Main  Office:  Edmonton,  AB.  T5M  3T5. 116540  - 156  St. 
Ph.(403)451-6222  Fax:452-4355 

Officers  & Key  Personnel  at  this  location: 

Sis. Mgr.,  Syd  Traves; 

Supt.  Mfg.,  CepCunha; 

Type  of  Services  & Supplies:  Portable  welding  and  line  boring. 
General  machine  shop  service.  Plant  maintenance.  Trailer 
Manufacturing. 

No.  of  Employees  in  Canada:  20. 

Indutech  Canada  Limited 

Main  Office:  Calgary,  AB.  T2C  2V8.  5210  - 54  Ave.  S.E. 

Ph.  (403)  279-2222 

Officers  & Key  Personnel  at  this  location: 

Pres..  Derek  J.  Wolstenholme; 

Sis. Mgr.  Regional,  Ernie  Edwards. 

Incorporation:  Alberta.  Private. 

T ype  of  Services  & Supplies:  I nduction  and  cold-formed  pipe  bend 
manufacturers  of  NASPipe  abrasion  resistant  steel  pipe,  applicatoi 
of  Indulay  chromium  carbide  weld  overlay. 

No.  of  Employees  in  Canada:  35, 

Inflatatest  Design  Group  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6V2, 1 , 3650  - 1 9 St.  N.E. 

Ph,  (403)  250-5152  Fax:250-5191 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dennis  Makar; 

Sis. Mgr,,  Nick  Maksymiuk. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1982).  Private. 

Co.  Registered  In:  Alberta  (1982). 

Type  of  Services  & Supplies:  Inflatable  straddle  packers  ar 
completion  services  for  horizontal  wells.  Inflatable  production-injectic 
packer  and  bridge  plugs.  External  casing  packers.  Inflatable  ar 
cased-hole  drillstem  testing  tools. 

No.  of  Employees  in  Canada:  6. 

Inland  Cement  Limited 

Main  Office;  Edmonton,  AB.  T5L  4P8. 12640  - 156  St, 

Ph.  (403)  447-1450 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Paul  Wacko; 

Vice-Pres.  Mktg.,  Bill  Gardiner. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  (1965).  Private. 

Affiliations: 

GBR  Cement  Corporation. 

Type  of  Services  & Supplies:  Manufacture  and  supply  of  Portlar 
cement.  Normal  Portland  cement;  high  early  strength  cement;  sulpha 
resistant  cement;  masonry  cement;  G class  oilwell  cement. 

No.  of  Employees  in  Canada:  325. 

Inland  Valve  Corporation  Ltd. 

Main  Office;  Calgary,  AB.  T2R  1B2. 400, 1414  - 8 St.  S.W. 

Ph.  (403)  228-3883  Fax:  244-4281 
Officers  & Key  Personnel  at  this  location: 

Pres.,  F.  William  Walters; 

Mgr.  Inside  Sis.,  Mike  Haidenger; 

Main  Banking  Connection;  Royal  Bank  of  Canada. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta  (1969). 

Type  of  Services  & Supplies:  Valve  suppliers  to  petroleum  ai 
petrochemical  industries.  VALVES  ■ (Ball  Type);  McCanna,  Marpa 
Rockwell,  TK  and  Marwin;  (Plug  Type),  Walworth  and  Stockhai 
(Gate,  Globe  and  Chek  Type);  Fasani  and  Stockham;  (Duo-Che 
Type);  Mission  and  Marlin;  (Butterfly  Type);  McCanna,  Rockwell,  at 
Norriseal;  (Y-Type),  Rockwell-Edward,  (Knife  Type);  Flilto 
(Actuators);  Ramcon,  Rockwell,  and  McCanna. 

No.  of  Employees  in  Canada:  1 1 . 

Inspira  Engineering  Inc. 

Main  Office:  Edmonton,  AB.  T5M  3G1. 14728  - 116  Ave. 

Ph,  (403)  451-2330  Fax:451-2933 

Officers  & Key  Personnel  at  this  location: 

Gen, Mgr.,  Brian  McCready; 

Sr.Eng,,  Thorsten  Watteroot. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1988).  Private. 

Co.  Registered  In:  Alberta  (1988). 

Type  of  Services  & Supplies:  Precision  manufacture  and  rep: 

(Precision  Machine  Shop  Service).  Hydraulic  cylinders,  polyurethai  jj 
seals.  Precision  machine  parts.  i| 
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Company  Profiles 


itergroup  Safety  Services 

division  of  fntergroup  Holdings  Inc. 
ormerlydntercon  Professional  Consulting  Group  Inc.) 
lin  Office:  Calgary,  AB.  T2G  4B7. 4620  Manilla  Rd,  S.E. 
1.(403)287-8148  Fax:287-0550 

ficers  & Key  Personnel  at  this  location: 
as.,  John  Pilgrim; 

•.  Bus. Dev.,  Dawn  MacKinnon. 

iin  Banking  Connection:  Bank  of  Nova  Scotia. 

lorporation:  Alberta  (1991).  Private. 

).  Registered  In:  Alberta  (1991). 
filiations: 

rent  Company;  Intergroup  Holdings  Inc. 

lolly  Owned;  Interpoint  Safety  Services  Ltd. 

pe  of  Services  & Supplies:  Safety  and  loss  control,  risk  management 

isulting.  Risk  analysis  and  loss  control  systems  specialists. 

'.  of  Employees  in  Canada:  13. 

terior  Oif  Analytics  Ltd. 

lin  Office:  Edmonton,  AB.  T5S  1G7. 100, 10716-  176  St. 

.(403)  483-1036 

ficers  & Key  Personnel  at  this  location: 

5S.,  C.B.  Beaton; 

':e-Pres.,  R.D.  Fikowski. 

;orporation:  Private. 

pe  of  Services  & Supplies:  Analysis  of  used  lubricating  oil  for 
•ventive  maintenance  purposes. 

1.  of  Employees  in  Canada:  7. 

terlock  Technologies  Limited 

jin  Office:  Calgary,  AB.  T2P  3T3. 1000,  521  - 3 Ave.  S.W. 

(403)  265-0444  Fax:  233-0398 
ficers  & Key  Personnel  at  this  location: 
n.Mgr.,  Blair  Mackie. 

oe  of  Services  & Supplies:  Field  and  technical  services 
sociated  with  the  company's  connection  product  line, 
nufacture  of  specialty  OCTG  connection  products  for  tubing  and 
)ing.  Specialty  connections  for  OCTG  - LOCK-IT,  HD  LOCK-IT, 
ALLOCK  PC,  SEAL-LOCK  HC,  HW  SEAL-LOCK,  BOSS.  BIG 
ISEAL-LOCK  up  through  26"  OD.  Environmentally  acceptable 
ming  and  storage  compounds  for  OCTG  connections  and  drill 
ng  components. 

ternational  Cooling  Tower  Inc. 

in  Office:  Edmonton,  AB.  T6N  1C7. 3310  - 93  St. 

; (403)  469-4900  Fax:  469-5858 

I Free:  (800)  661-3645 

icers  & Key  Personnel  at  this  location: 

is.,  D.A.  Baron; 

h.Mgr.,  LD.  Johnston; 

jn  Banking  Connection:  Royal  Bank  of  Canada, 
lorporation:  Alberta  (1962).  Private. 

Registered  In:  Alberta,  British  Columbia,  Manitoba,  Ontario, 
watchewan,  Arizona,  California,  Colorado,  Montana,  Nevada, 

Kh  Dakota,  Wyoming,  Utah, 
illations: 

■frnational  Cooling  Tower  USA  Inc. 

se  of  Services  & Supplies:  Engineer,  design,  supply,  erect,  repair, 
intain,  industrial  cooling  towers.  Aii  cooling  tower  components, 
pairs,  service,  used  and  new,  new  and  rebuilt  fans,  gear  boxes  and 
! stacks. 

; of  Employees  in  Canada:  100. 

ternational  Oilfield  Equipment  Brokers 
d. 

tn  Office;  Calgary,  AB.  T2E  5T1 . 2000, 1243  McKnight  Bivd. 

1(403)299-2244  Fax:299-2245 

tcers  & Key  Personnel  at  this  location: 
s.,  Fred  Helfrick. 

in  Banking  Connection:  Royal  Bank  of  Canada, 
orporation:  Alberta  (1988).  Private. 

»e  of  Services  & Supplies:  Oil  and  gas  equipment  brokers,  sales 
jonsignment.  Handle  equipment  above  ground  after  the  wellhead. 
5 plants,  compressors,  separators,  dehydrators,  treators,  choke 
nts,  line  heaters,  pumping  units  and  water  injection  skids, 
of  Employees  in  Canada:  5. 

brnational  Petroleum  Consultants 
nited 

n Office:  Calgary,  AB.  T3A  1N3. 6607  Dalcroft  Hill  N.W. 

! (403)  286-8681  Fax:286-8681 

icers  & Key  Personnel  at  this  location: 
s.,  William  W.  Soukoreff; 

'Assoc.,  Karei  Petr. 


Type  of  Services  & Supplies:  The  company  is  an  association  of 
independent  consultants  providing  integrated  consultancy  in  petroleum 
geology,  geophysics,  engineering  and  economics.  Projects  include 
basin  analysis;  development  and  assessment  of  exploration  prospects; 
risk  and  project  economics;  assessment  of  hydrocarbon  potential  of 
regions;  industry  promotions;  management  and  supervision  of 
international  exploration,  drilling,  or  production  projects. 

International  Piping  inc. 

Main  Office:  Airdrie,  AB.  T4B  2B8.  Box  3669. 1 1 8 Main  St.  N. 

Ph.  (403)  948-0869  Fax:  948-0868 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Grant  A.  Fletcher; 

Vice-Pres.  Dev.  & inti.Sis.,  J.  Douglas  Kirkpatrick; 

Type  of  Services  & Supplies:  Distributor  for  Phillip's 
“DRISCOPIPE”.  Polyethylene  products  - sales,  installation,  design 
and  inspection. 

International  Radiography  & Inspection 
Services  (1976)  Ltd 

Main  Office:  Edmonton,  AB.  T6E  3G3. 5908  - 96  St. 

Ph.  (403)  437-2022  Fax:  436-4873 
Officers  & Key  Personnel  at  this  location: 

Pres.,  James  R.  Sheard; 

Vice-Pres.,  Optns.Mgr.,  Mike  Chevrier; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Canada  (1976). 

Type  of  Services  & Supplies:  Nondestructive  testing  - including 
radiography,  ultrasonics,  magnetic  particle,  liquid  penetrant,  Eddy 
current,  video  probe,  thermography,  replication,  hardness  testing, 
corrosion  inspection.  Laser-optictube  inspection  system,  visual 
inspection,  owner/user  programs. 

No.  of  Employees  in  Canada:  100. 

International  Rock  Bit  Sales  Ltd. 

Main  Office:  Red  Deer,  AB.  T4P  1 M4. 9, 7628  - 49  Ave. 

Ph.  (403)  342-7281  Fax:  343-8277 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Sheldon  Sittier. 

Type  of  Services  & Supplies:  Rock  driii  bit,  drilling  machinen/, 
well  drilling  machinei^'. 

International  Software  Systems  Inc. 

Main  Office:  Calgary,  AB.  T2P  2R9. 650, 202  - 6 Ave.  S.W. 

Ph.  (403)  233-2520  Fax:  234-8583 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Donald  G.  Chapman; 

Dir.  Mktg.&  Sis.,  Tursna  Stang; 

Incorporation:  Alberta  (1990).  Private. 

Type  of  Service:  International  Software  Systems  Inc.  develops  and 
markets  a series  of  computer  software  programs,  known  as  CADPl  PE, 
for  the  architectural  - engineering  - construction  industry.  CADPIPE 
ORTHO,  CADPIPE  ISO,  CADPIPE  P & ID/FORMS,  CADPIPE 
ELECTRICAL,  CADPIPE  STRUCTURAL,  CADPIPE  HV.AC.  CADPIPE 
INTERACT  plus  several  international  databases. 

No.  of  Employees  in  Canada:  24. 

Internationa!  Survival  Supplies  Ltd. 

Main  Office:  Calgary,  AB.  T3G  3N8. 7750  Ranchview  Dr.  N.W. 
Mailing  address:  Cafgaiyc  AB.  T3G  3N8.  Box  68090  Ranchlands 
Postal  Outlet. 

Ph.  (403)  239-8262 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Donald  G.  Rohl; 

Sec-Treas.,  Sylvia  Rohl. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta,  Private. 

TypeofServices&Supplies:  Survival  kit  specialists.  Arcticequipment, 
(clothing,  etc.) 

No.  of  Employees  in  Canada:  5. 

Intersu!  Resources  Ltd. 

Main  Office:  Calgary,  AB.  T2J  0P6.  9675  Madeod  Trail  South. 

Ph.  (403)  640-2000  Fax:  640-2426 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Toby  A.  Racette. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation;  Aiberta  (1983).  Private. 

Affiliations: 

Canadian  Midwest  Gas. 

Type  of  Services  & Supplies:  Sulphur  processing,  base  pad  recovery, 
gas  plant  dean-up,  block  sulphur  remelting,  purification  and  sulphur 
forming. 

No.  of  Employees  in  Canada:  5. 


Inventronics  Limited 

Main  Office:  Edmonton,  AB.  T6E  0A5.  3900  - 101  St. 
Ph.(403)461-5010  Fax:450-0234 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Jim  Brannan; 

Mgr.Export,  H.E.  McElroy. 

Type  of  Services  & Supplies:  Industrial  electronic  cabinetry  and 
consols,  electrical  control  panels,  silk  screening,  powder  painting 
and  other  industrial  coating,  metal  cabinets. 

I.P.  Constructors, 

Division  of  Kvaerner  Process  Systems  !nc. 

Main  Office:  Calgary,  AB.  T2H  2P6.  Box  19, 200, 1209  - 59  .Ave, 
S.E. 

Ph.  (403)  640-4230  Fax:  640-4235 
Telex:  03-821154 

Officers  & Key  Personnel  at  this  location: 

Pres.,  J.S.  Muivey,  P.Eng.; 

Optns.Mgr.,  LE.  Kirilenko,  P.Eng.; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1976).  Private. 

Affiliations: 

Parent  Company:  Kvaerner  Process  System  a.s 
Wholly  Owned:  Zantec  Inc. 

Type  of  Service;  Engineering,  procurement  and  fabrication  of  oil  and 
gas  processing  equipment,  secondary  and  tertiary  enhanced  oil  recovery 
equipment  and  water  and  wastewatertreaiment  equipment.  Separators, 
line  and  process  heaters,  dehydration  packages,  production  manifolds, 
testing  and  separation  packages,  gas  sweetening  and  sulfur  recovery 
packages,  dewpoint  control  gas  conditioning  packages,  N6L  liquids 
recovery  packages,  water  and  wastewatertreaiment  packages,  water 
injection  and  disposal  treatment  and  injection  packages,  flare  systems, 
oil  treaters,  filter  separators,  vane  and  multicyclone  separators, 
deaeration,  degasifiers,  desalters,  coalescers,  electrostatic  treaters. 
No.  of  Employees  in  Canada:  80, 

irejand’s  Field  Scouting  Services  (1981) 

Main  Office:  Calgary,  AB.  T2X 1J4. 15820  - 6 St.  S.E. 

Ph.  (403)  254-8774 

Officers  & Key  Personnel  at  this  location: 

Pres.,  James  A,  Morris. 

Banking  Connection:  Canadian  imperial  Bank  of 
Commerce. 

Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Oilfield  well  site  scouting,  experienced 
scouts  for  all  operations. 

No.  of  Employees  in  Canada:  8. 

Iron  Horse  Compression  Ltd. 

Main  Office:  Edmonton,  AB.  T6N  1C6. 9852  - 33  Ave. 

Ph.  (403)  462-6847  Fax:  450-01 24 
Officers  & Key  Personnel  at  this  location: 

Dir.,  Jack  G.  Kosick; 

Dir.,  Ray  N.  Riopel. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1988).  Private. 

Type  of  Services  & Supplies:  Manufacturing  and  Field  Sen/ice. 
Beam  mounted  gas  compressors.  Natural  gas  desiccant  type  pipeline 
dryers  and  wellhead  dehydrators.  Flowline  check  valves. 

No.  of  Employees  in  Canada:  15. 

ironhorse  Pumpjack  Services  Ltd. 

Main  Office:  Drayton  Valley,  AB.  TOE  OMO.  Box  5072, 5533 
Industrial  Rd. 

Ph.  (403)  542-7325  Fax:  542-4773 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  David  Dean. 

Main  Banking  Connection:  Alberta  Treasury  Branches, 
incorporation:  Alberta  (1987).  Private. 

Type  of  Services  & Supplies:  Service,  repair  and  installation  of 
pumpjacks.  Complete  inspection  services.  Authorized  dealer  for  BC 
Bearing  Engineers. 

No.  of  Employees  in  Canada:  13. 

Irving  Industries  Foothills  Steel  Foundry 

Div. 

Main  Office:  Calgary,  AB.  T2H  0X6. 671 1 Fairmount  Dr,  S.E. 

Ph.(403)  255-0125 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Don  Irving; 

SIs.Mgr.,  Kelly  Irving. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1950).  Private. 
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Alberta  Petroleum  Equipment  & Services  Directory 


Type  of  Services  & Supplies:  Production  of  steel  castings  1 lb.  to 
5000  lb.  Specializing  in  wear-resistant  steels  and  stainless  steels. 
Supply  of  rough  steel  castings. 

No.  of  Employees  in  Canada:  100. 

ITT  Barton  Instruments 

Main  Office:  Calgary,  AB.  T2E  6M6.  3840  - 1 1 A St.  N.E. 

Ph.  (403)  291-4814  Fax:  291-5678 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Dana  Krause; 

Mgr.  Prod. Line,  G.W.  Erickson. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Private. 

Affiliations: 

Wholly  Owned:  Division  of  ITT  Industries  of  Canada. 

Type  of  Services  & Supplies:  Manufacture,  sales  and  start-up  of 
processinstrumentation.  Flow  pressure,  level,  density  andtemperature 
measurement  systems.  Floco,  Flotrac  meters,  oil/water  monitors, 
transmitters,  gas  analyzers,  SOR  level,  pressure  flow  switches, 
Rohrback  Cosasco  corrosion  monitoring  equipment,  Ronan 
Engineering  nuclear  density  level,  anunciators,  calibrators  signal 
conditioners,  PGI  gas  & liquid  samplers  oilgear-flowmeters.  Fischer 
& Porter  - Controllers  & V.A.  meters.  Schlumberger  and  Phase 
dynamics  oil  water  monitoring/net  oil  systems. 

No.  of  Employees  in  Canada:  74. 

IVF  International  Vessel  Fabrication  Inc. 

(Formerly:Fasoli  Manufacturing  Ltd.) 

Main  Office:  Calgary,  AB.  T2C  1 N5.  F,  3514  - 73  Ave.  S.E. 

Ph.  (403)  279-6887  Fax:  279-5709 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ed  Nieckar. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1993).  Private. 

Type  of  Services  & Supplies:  Pipe,  vessel  and  structural  fabrication 
and  repairs,  packaging  of  compressor  skids  and  meter  stations, 
hydraulic  Pressure  vessels,  compressor  packages,  flarestacks, 
scrubbers,  tanks,  dehydrators,  heat  exchangers. 

No.  of  Employees  in  Canada:  25. 

Jackson  Power  & Electric  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0C5.  9744  - 60  Ave. 

Ph.  (403)  435-9275  Fax:  436-0308 

Toll  Free:  (800)  661-4197 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Edward  C.  Jackson; 

Mgr.  Edmonton,  Laura  G.  Jackson. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1976).  Private. 

Type  of  Services  & Supplies:  Manufacturers  of  oilfield  lighting  and 
switchgear.  Electrical  contracting,  sales  and  service.  Light  fixtures: 
fluorescent,  mercury  vapor,  high  pressure  sodium  (HPS),  quartz  and 
incandescent  suitable  for  hazardous  areas.  Custom  panel  and 
switchgear.  Electrical  equipment  including  CAM-LOK  plugs,  cables, 
motors,  starters.  XP  and  VP  wiring  devices. 

No.  of  Employees  in  Canada:  1 1 . 

Jade  Drilling  Inc. 

Main  Office:  Edmonton,  AB.  T6E  3L4.  5809  - 98  St. 

Ph.  (403)  437-2930  Fax:  438-6866 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Craig  S.  Banks; 

Vice-Pres.,  Brian  J.  Banks; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Saskatchewan, 
Yukon  Territories,  Northwest  Territories, 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  96. 

Jager  Industries  Inc. 

Main  Office:  Calgary,  AB.  T2H  0M3,  8835  Macleod  Tr.  S.W. 

Ph.  (403)259-0700  Fax:  255-6008 

Officers  & Key  Personnel  at  this  location: 

Exec.Otf.,  William  Jager. 

Type  of  Services  & Supplies:  Truss  connector  plates;  truss 
assembly  machines;  C-clamp;  roller  press;  lumber  splicer;  truss 
stacker;  wood  I beams  (floor  trusses);  finger  jointed  lumber;  tool 
and  die  components,  hydraulic;  wooden  truss  fabrication/handling 
equipment;  welding  fabrication  shop. 

Jarvis/Woodside 

Main  Office:  Calgary,  AB.  T2P  2Y5. 1400,  633  - 6 Ave.  S.W. 

Ph.  (403)  298-3700  Fax:  263-3795 
Officers  Si  Key  Personnel  at  this  location: 

Pres,,  Roger  Jarvis. 


Incorporation:  Private. 

Affiliations: 

Woodside  Travel  Trust. 

Type  of  Services  & Supplies:  T ravel  Management  - providing  travel 
bookings  and  travel  management  for  individuals,  groups  and 
corporations. 

No.  of  Employees  in  Canada:  53. 

J A S Industrial  Service  & Repair  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2X3.  5114-80  Ave.  S.E. 

Ph.  (403)  279-7460  Fax:  279-7668 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Jeff  Stott. 

Type  of  Services  & Supplies:  Machinery,  custom  tools,  dies, 
molds. 

Jedd  Tank  Truck  Service  Ltd. 

Main  Office:  Chauvin,  AB.  TOB  OVO.  Box  8. 

Ph.  (403)  858-3769 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Dennis  Stafford  (842-2840). 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Saskatchewan  (1987). 

Type  of  Services  & Supplies:  General  tank  truck  service  - crude  oil 
and  water  hauling. 

No.  of  Employees  in  Canada:  12. 

Jet  Perforators  Inc. 

(See  Norjet  Geotechnologies  Inc.) 

Main  Office:  Calgary,  AB.  T2P  3T3.  800,  521  - 3 Ave.  S.W, 

Ph.  (403)  266-6161 

Jet-Lube  of  Canada  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5S8,  3820  - 97  St. 

Ph.  (403)  463-7441 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.  Mfg.,  Sec.,  Paul  R.  Spady; 

Sis. Mgr.  Admin.,  Gary  McCormick  (463-7441). 

Main  Banking  Connection:  Royal  Bank  of  Canada, 
Incorporation:  Alberta  (1954).  Private. 

Type  of  Services  & Supplies:  Jet-Lube  thread  compounds  and 
sealants,  lubricants,  petro-tape  (PTFE),  thread  sealing  tape  and  12/ 
34  penetrating  oil.  Products  manufactured  - Jet-Lube  tool  joint,  drill 
collar,  tubing  & casing  compound,  bearing  lubricants  containing 
molybdenum  disulphide  and  PTFE  sealants. 

No.  of  Employees  in  Canada:  1 1 . 

Jimbob  Rentals  Ltd. 

Main  Office:  Rocky  Mtn.House,  AB.  TOM  1T0.  Box  935, 4923  - 
43  St, 

Ph.(403)845-3285  Fax:845-6145 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Bob  Reay; 

Sis. Mgr.,  Randy  Johannesson. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta.  Private, 

Type  of  Services  & Supplies:  Oilfield  sales  and  rentals.  Wellsite 
trailers,  portable  bridges,  premix  tanks,  buried  tanks,  shale  bins  and 
trucking. 

No.  of  Employees  in  Canada:  6. 

Jiro  Oilfield  Supply  Ltd. 

Main  Office:  Stettler,  AB.  TOC  2L0. 1 , 4708  - 41  St. 

Ph.  (403)  742-0700  Fax:  742-1 242 
Officers  & Key  Personnel  at  this  location: 

Pres.,  James  Walker; 

Mgr.,  Jerry  Riggins. 

Main  Banking  Connection:  Alberta  Treasury  Branches, 
Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Oilfield  supply.  Valves,  pumps, 
chemical  injectors,  wellheads,  pipe,  fittings,  tools,  etc.  Meter  building 
and  shacks. 

No.  of  Employees  in  Canada:  38. 

J.K.  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T3B  0M6.  320,  4500  - 16  Ave.  N.W, 
Ph.(403)247-1777  Fax:286-9895 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Jan  Korzentowski. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987). 


Type  of  Service:  Water  supply  and  wastewater  disposal  Includir 
treatment  facilities,  solid  waste  disposal,  groundwater  investigation 
environmental  studies,  pollution  control,  complete  engineering  servicr 
- design,  construction  supervision,  start-up,  commissioning. 

No.  of  Employees  in  Canada:  6. 

Jo-Ann  Trucking  Ltd. 

Main  Office:  Brooks,  AB.  T1R  1C7.  Box  2020. 

Ph,  (403)  362-421 5 Fax:  362-401 5 
Officers  & Key  Personnel  at  this  location: 

Pres,,  Des  Hamilton; 

Rep.  Mktg.,  Doug  MacDonald; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1974),  Private. 

Type  of  Services  & Supplies:  Heavy  hauling,  rig  moving,  pip 
hauling  and  storage,  tank  rentals  - Alberta  and  Saskatchewan  operatir 
authority.  Bed  trucks,  winch  tractors,  pickers,  hiboys,  lowboys  1 
wheel  equipment,  load  shifters,  T ri-axle  hiboys  and  lowboys;  tander 
tandem  sows. 

No.  of  Employees  in  Canada:  90. 

Jochem  Oilfield  Contractors  Ltd. 

Main  Office:  Taber,  AB.  TOK  2G0.  C/0  Box  2432,  5406  - 48  Ave 
Ph,  (403)  223-3222  Fax:  223-3007 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Lester  Jochem; 

Sec.,  Kathleen  Jochem. 

Main  Banking  Connection:  Royal  Bank  of  Canada, 
Incorporation:  Alberta  (1980).  Private. 

Type  of  Services  & Supplies:  Contract  battery  operating  of  oil  ar 
natural  gas  wells.  Supervision  of  service  rigs  and  oilfield  constructio 
accoustical  fluid  level  sounding,  weed  control  service. 

No.  of  Employees  in  Canada:  4. 

Jomax  Drilling  (1988)  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3E6. 1700,  505  - 3 St.  S.W. 
Ph.(403)265-5312  Fax:265-0569 

Officers  & Key  Personnei  at  this  location: 

Exec.Vice-Pres.,  Sec-Treas.,  Egon  L.  Jensen; 

Mgr.  Contracts,  Bernie  Chenail. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta,  British  Columbia. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  165. 

Joule  Technical  Sales  Inc 

Main  Office:  Calgary,  AB.  T2M  4L4,  Box  1 , Site  32,  R,R.4. 

Ph.  (403)  239-3477  Fax:  241  -0148 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ian  Cocks. 

Main  Banking  Connection:  Toronto-Dominion  Bank, 
Incorporation:  Alberta  (1986),  Private. 

Type  of  Services  & Supplies:  Distributor  and  manufacturer’s  ager 
Heat  exchangers  ITT  Standard  and  American  Standard.  Package 
boilers.  Wet  surface  cooled  (Niagara  Blower).  Plate  and  frarr 
exchangers,  variable  speed  fluid  couplings.  Fin-X  Air  cooled  he; 
exchangers  for  gas,  process  cooling.  RW  Holland  hairpin  and  doub 
pipe  exchangers.  Tank  heating  coils  and  Deltak  waste  heat  boiler: 

Kam’s  Sand  Coating  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  369,  603  - 22  Ave. 
Ph.(403)955-2628  Fax:955-7118 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Melvin  J,  Kam; 

Sec-Treas.,  Karen  Kam; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Saskatchewan  (1967).  Private. 

Type  of  Services  & Supplies:  Manufacturing  and  sales  of  concrel 
bases,  compressor  stations  and  sectional  plant  floor  (prestressed 
General  hauling  and  setting  of  pump  jacks.  Rig  moving  in  Alberta  an 
Saskatchewan. 

No.  of  Employees  in  Canada:  50. 

Kana  Oilfield  Services  Ltd. 

Main  Office:  Whitecourt,  AB.  T7S  1 N8,  41 07  - 41  St. 

Mailing  address:  Whitecourt,  AB.  T7S  1N8.  Box  808, 

Ph.  (403)  778-2385  Fax:  778-6569 
Officers  & Key  Personnel  at  this  location: 

Pres,,  Bud  E.  Ashmore; 

Optns.Mgr.,  Norm  Nolette; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1974).  Private, 

Co.  Registered  In:  Alberta  (1974). 
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Company  Profiles 


^pe  of  Services  & Supplies:  Pipeline  installation,  gas  plant 
aintenance  and  construction,  contract  operating,  pipefitting  and 
Dour  crews.  Plant  turnover  and  vessel  entry  crews, 
j.  of  Employees  in  Canada;  60. 

I.  Kathmar  Craig  & Associates  Ltd. 

3in  Office:  Calgary,  AB.  T2X  3C9.  Box  48184  Midlake  P.O. 
1.(403)225-1764  Fax:225-1758 

ficers  & Key  Personnel  at  this  location: 
es.,  Henri  Remmer. 

lin  Banking  Connection;  Toronto-Dominion  Bank, 
corporation:  Alberta  (1981).  Private, 
pe  of  Services  & Supplies:  Management  consulting.  Materials 
inagement,  procurement  systems,  asset  management  systems, 
eject  procurement  services,  TQM  and  QA  program  development; 
\ auditing. 

I.  of  Employees  in  Canada:  3. 

ayle  Agencies  Ltd. 

lin  Office:  Calgary,  AB.  T2W  0Y1.  1416  Springfield  PI.  S.W. 

. (403)  255-3999  Fax:  259-6450 
ficers  & Key  Personnel  at  this  location: 

35.,  K.H.  Spalding. 

lin  Banking  Connection:  Toronto-Dominion  Bank. 

:orporation:  Alberta  (1984).  Private. 

pe  of  Services  & Supplies:  MCM  in  line  moisture  analyzers  and 

fers.  Marketing  and  sales. 

jC  R Valve  & Precision  Grinders  Ltd. 

|in  Office:  St.Albert,  AB.  T8N  5C3. 11  Rayborn  Cres. 

(403)  459-0478  Fax:  460-2857 

leers  & Key  Personnel  at  this  location: 

II  Murray. 

pe  of  Services  & Supplies:  Automobile  parts,  tooling. 

siman  Seismic  Processing  Inc. 

,in  Office:  Calgary,  AB.  T2P  0M2. 600, 540  - 5 Ave.  S.W. 
1(403)262-5220  Fax:263-1518 

'leers  & Key  Personnel  at  this  location: 

15.,  Garry  Kelman; 
ntre  Mgr.,  Brian  Link. 

3e  of  Services  & Supplies:  Seismic  data  processing  and  interpretive 
'kstations  for  2D  and  3D  seismic  data.  Extensive  experience  in 
nplex  structural  areas  for  2D  and  3D  land  projects. 

}lon  Electric  Ltd. 

in  Office:  Nisku,  AB.  TOC  2G0.  Bay  1 , 21 04  - 7 St. 

I (403)  955-2335  Fax:  955-2545 
icers  & Key  Personnel  at  this  location: 
p-Pres.,  Optns.,  Larry  Fecho; 

;i.  Mgr.,  Bill  Stroshein. 

oe  of  Service  & Supplies:  Electrical  contractor,  engineering, 
'curement  and  installation.  Variable  speed  drive  applications,  switch 
ir,  motor  and  motor  control,  installations,  electrical  installs. 

tenting  Hi-Tower  Drilling 

1 Office:  Calgary,  AB.  T2P  3C4. 1610,  300  - 5 Ave.  S.W. 
(403)221-8800  Fax:221-8845 

cers  & Key  Personnel  at  this  location: 

3-Pres.,  Gary  Meier  (221-8806); 
l'.  Mktg.,  Doug  Evasiuk  (221-8804); 

'n  Banking  Connection:  Canadian  Imperial  Bank  of 
pmerce. 

prporation:  Alberta.  Private. 

I Registered  In:  Alberta. 

{liations: 
lac  Limited. 

je  of  Service  & Supplies;  Oilwell  drilling  contractor, 
jof  Employees  in  Canada:  500. 

tstrel  Data  Ltd. 

n Office:  Calgary,  AB.  T2E  7V9.  4221  - 23  B St.  N.E. 
1(403)250-1119  Fax:291-2921 

cers  & Key  Personnel  at  this  location: 

3.,  Gen. Mgr.,  Peter  McCann, 
n Banking  Connection:  Alberta  Treasury  Branches, 
irporation:  Alberta  (1977).  Private. 

:Registered  In:  Alberta  (1977). 
liations: 

[lore  Incorporated. 

e of  Services  & Supplies:  Environmentally  controlled  storage  of 
ohysical,  geological  and  engineering  documents,  on-line  ordering, 
eduction  services  including  tape  copy,  exploration  and  production 
1 management  consultancy,  data  centre  design  custom  exploration 


data  bases,  document  scanning  tooptical  disk.  Customized  exploration 
document  data  bases,  document  scanning  systems,  shelving  systems. 
Custom  storage  containers. 

No.  of  Employees  in  Canada:  50. 

Ketek  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  1 X8.  20208  - 1 1 0 Ave.  N. W. 

Ph.  (403)  447-5050  Fax:  447-4912 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Richard  Abel; 

Sis. Mgr.,  Vernon  Abel; 

Main  Banking  Connection:  Canadian  Western  Bank. 
Incorporation:  Alberta  (1979).  Private. 

Type  of  Services  & Supplies:  Equipment  rental.  Incinerators, 
conveyors,  chemical  mix  barrels,  chemical  injection  pumps,  submersible 
sump  pumps,  water  pumps,  rig  matting,  mud  storage  buildings. 

No.  of  Employees  in  Canada:  9. 

Kilborn  Western  Inc. 

Main  Office:  Edmonton,  AB.  T5N  3Y8. 12315  Stony  Plain  Rd. 

Ph.  (403)  488-7600  Fax:  488-0730 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  C.H.  Sambells; 

Mgr.Proj.Optns.,  E.M.  Morrison. 

Type  of  Consulting:  Consulting  engineers  providing  environmental 
assessments  and  audits,  due  diligence  studies  and  multidiscipline 
engineering,  procurement  and  construction  management  services  for 
the  oil  and  gas,  petrochemical  refinery,  oil  sands,  mining,  food 
processing,  waste  management  and  other  industries. 

No.  of  Employees  in  Canada:  700. 

Kimto  Manufacturing  Company  Ltd. 

Main  Office:  Wetaskiwin,  AB.  T9A  2B7. 4512  - 57  St. 

Ph.  (403)  352-5727  Fax:  423-6707 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Brent  MacNab. 

Type  of  Services  & Supplies:  Cranes,  welding. 

Kin  Rig  Manufacturing 

Main  Office:  Calgary,  AB.  T2R  1L9. 1500,  333-  11  Ave.  S.W. 

Ph.  (403)  234-7522  Fax:  269-7034 

Main  Banking  Connection:  Alberta  Treasury  Branches. 

Incorporation;  Private. 

Affiliations; 

Brent  Petroleum  Industries  (Alberta)  Ltd. 

Type  of  Services  & Supplies:  Manufacturer  of  land  drill  rigs,  water 
well  drill  rigs  and  oilfield  workover/service  rigs,  supplier  of  components 
and  accessories  tor  the  above.  (API  Cert.  #2951).  Manufacturer  of 
workover/service  rigs. 

No.  of  Employees  in  Canada:  1. 

Kinetic  Engineering  Limited 

Main  Office:  Calgary,  AB.  T2P  3G2. 1820,  840  - 7 Ave.  S.W. 
Ph.(403)221-8380  Fax:264-1365 

Officers  & Key  Personnel  at  this  location; 

Pres.,  D.H.  (Dan)  Thompson,  P.Eng.; 

Allan  Johnson,  P.Eng, 

Type  of  Consulting:  Drilling,  completion,  workover  and  production 
engineering  including  wellsite  supervision.  Production  optimization 
and  operations  engineering.  Instruction  and  course  development  to 
domestic  and  international  clients. 

No.  of  Employees  in  Canada:  14. 

Kinetic  Projects  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2G4.  700,  5940  Macleod  Tr.  S. 
Ph.(403)  258-1971 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Carl  Johnson,  P.Eng.; 

Gen. Mgr.,  Warren  Fast,  P.Eng.; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1987).  Private. 

Type  of  Service:  Engineering  design  and  construction  of  gas  plants, 
oil  batteries,  compressor  stations,  heavy  oil  facilities,  plant  turn  arounds/ 
modifications. 

No.  of  Employees  in  Canada:  30. 

Kingfisher  Inc. 

Main  Office:  Red  Deer,  AB.  T4N  5E1.  Box  13,  R.R.1,  Site  14. 
Ph,(403)  346-3999  Fax:346-3915 

Officers  & Key  Personnel  at  this  location: 

Mgr.Optns.,  Randy  Schutte. 

Kings  Meter  Services  (Red  Deer)  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  4K8.  6785  - 52  Ave. 

Ph.  (403)  343-2822 


Officers  & Key  Personnel  at  this  location: 

Pres.,  Gary  King: 

Sec-Treas.,  Elaine  King. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1977).  Private, 

Type  of  Services  & Supplies:  Meter  proving  of  oil,  condensate  and 
water  meters.  Clock  repairs,  gauges,  all  makes  chemical  pumps,  fisher 
type  controllers.  Repairs  to  all  oilfield  equipment.  Certified  relief  valve 
shop.  Pressure  recorder  renfals,  gas,  oil  and  water  meters  rentals. 
Relief  valves. 

No.  of  Employees  in  Canada:  20. 

Kinnell  Drilling  Ltd. 

Main  Office:  Calgary,  AB.  T2R  1L9.  750,  333  - 11  Ave,  S.W. 

Ph,  (403)  264-7100 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  D.  Inverarity. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1990).  Private, 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  26. 

R.C.  Kinzer  & Assoc.  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3A8.  630,  435-  4 Ave.  S.W. 

Ph,  (403)  262-61 91  Fax:  262-6207 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  C.  Kinzer; 

Sec-Treas.,  M.D.  Kinzer. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1989).  Private. 

Type  of  Services  & Supplies:  Marketing  consultant,  market 
indentification,  product  introduction.  Domestic  and  international  sales 
and  service. 

No.  of  Employees  in  Canada:  5. 

Kirst  Exploration 

Main  Office:  Calgary,  AB.  T2S  2J9.  3809  Elbow  Dr,  S.W. 

Ph.  (403)  243-8491 

Officers  & Key  Personnel  at  this  location: 

Pres.,  W.J.  Kirst,  P.Geoph. 

Type  of  Consulting:  Seismic  and  vibroseis  interpretation  and  review, 
prospect  evaluation,  refraction  statics. 

No.  of  Employees  in  Canada:  1 . 

Kiseki  Environmental  Corporation 

(Formerly: Kiseki  Inc.) 

Main  Office:  Calgary,  AB.  T2G  4X4, 1 145  E - 44  Ave,  S.E. 

Ph.  (403)  287-9000  Fax:  287-3999 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Mark  Bishop. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987). 

Company  Directors:  Mark  Bishop. 

Affiliations; 

Wholly  Owned:  Kiseki  U.S.A.  Inc. 

Type  of  Services  & Supplies:  Biotechnical  sales  and  service  for 
oilfield  paraffin  control,  environmental  clean-up,  environmental 
wastewater  control. 

No.  of  Employees  in  Canada:  14. 

Kiser  Supply  & Instrumentation  Ltd. 

Main  Office:  Bonnyville,  AB.  T9N  2M1. 6404  - 50  Ave. 

Ph,  (403)  826-7570 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Kim  S.  Wiilmer. 
incorporation:  Alberta  (1980).  Private, 

Co.  Registered  In:  Alberta  (1980). 

Affiliations: 

Wholly  Owned:  Kiser  Quality  Labs. 

Type  of  Services  & Supplies:  In-house  servicing  of  various  pneumatic 
and  electronic  instruments  as  well  as  supply  of  both  major  equipment 
and  replacement  parts  for  many  type  of  instruments.  Supply, 
construction,  calibration,  maintenance,  design  assistance  and 
commissioning  and  consulting.  Qilfield  and  industrial  instruments. 
Instrument  calibration  and  certification  to  NIST,  standards.  Asset 
management. 

No.  of  Employees  in  Canada:  35. 

Kitagawa  Engineering  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5Y1 . 9237A  - 35  Ave. 
Ph.(403)461-4311  Fax:461-4466. 

Officers  & Key  Personnel  at  this  location: 

Pres,,  S.  Kitagawa; 

Proj.Eng.,  T.  Woloshyn. 
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Type  of  Consulting:  Consulting  engineering  services  to  the  gas  and 
oil  industry.  Services  include  design,  project  management  and  startup. 

No.  of  Employees  in  Canada:  6. 

L.  Klaus  Enterprises  Ltd. 

Main  Office:  Sherwood  Park,  AB.  T8A  3X9. 123  Cree  Rd. 

Ph.  (403)  467-7823  Fax:  467-4014 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Larry  Klaus; 

Serv.Rep.  Customer,  Martina  Losty; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  (1983).  Private. 

Type  of  Services  & Supplies:  Manufacturers  of  “K”  compressor 
valves,  w/v-rings,  metal  coating,  reconditioning  of  compressor 
components.  Mechanical  seal  repairs.  Fluid  sealing  products,  API 
approved  cartridge  mounted  mechanical  seals.  Fluid  and  gas  sealing 
patching. 

No.  of  Employees  in  Canada:  10. 

K-Lynn  Trucking  Ltd. 

Main  Office:  Whitecourt,  AB.  T7S  1 N5.  Box  360. 

Ph.  (403)  778-461 5 Fax:  778-541 5 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ken  Podgurney. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1977).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  General  oilfield  hauling,  21 0 and  400 
bbl  tank  and  shack  rentals,  rig  storage,  hiboys  and  lowboys,  mix  and 
filter  units.  Kill  fluids.  Salt,  calcium  chloride,  K.C.L,  lumber,  calcium 
carbonate  sales.  Forklifts,  heavy  water  specialists. 

No.  of  Employees  in  Canada:  6. 

Konvey  Contracting  Corporation  Ltd. 

Main  Office:  Calgary,  AB.  T2B  3B7.  Box  4701 1 , 3525  - 26  Ave. 
S.E. 

Ph.(403)569-9810  Fax:248-2435 

Officers  & Key  Personnel  at  this  location: 

Pres.,  E.G.  Sponheim,  Jr.; 

Gen. Mgr.,  E.G.  Sponheim,  Sr.; 

Main  Banking  Connection:  Bank  of  Luxembourg. 

Incorporation:  Alberta  (1974).  Private. 

Affiliations: 

Sponheim. 

Type  of  Service:  All  types  of  industrial  construction,  starting  with  land 
purchase  until  the  final  stage  of  start-up.  Also  pipe  and  vessel 
fabrication,  skid  units,  consulting,  inspection,  and  construction 
management.  All  kinds  of  inspection  services,  including  nuclear 
inspection.  Drilling  on  and  off  shore.  Pipelines  - oil  tanker  service.  7 
tankers. 

No.  of  Employees  in  Canada:  169. 

Koomey  Companies  International  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  577,  607  - 22  Ave. 

Ph.  (403)  955-2400  Fax:  955-3470 
Officers  & Key  Personnel  at  this  location: 

Mgr.,  Jens  Sehested. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Accumulator  units;  blowout  preventer 
controls;  blowout  preventers;  drilling  equipment  and  supplies;  valves 
- hydraulic  control. 

No.  of  Employees  in  Canada:  7. 

J.  Kroon  Inspection  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2J  7A7.  Box  43045  Deer  Valley  P.O. 
Ph.(403)271-8158  Fax:278-1463 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Joe  Kroon; 

Gen. Mgr.,  John  H.A.  Kroon. 

Main  Banking  Connection:  First  Calgary  Financial  Savings  & 
Credit  Union  Ltd. 

Incorporation:  Alberta  (1973).  Private. 

Type  of  Services  & Supplies:  In  mill/yard  visual  pipe  inspection.  In 
plant  pipecoating  inspection,  casing/tubing  - thread  inspection.  Mill/ 
yard,  expediting,  ultrasonic  gauging  of  wall  thickness.  Consulting. 

No.  of  Employees  in  Canada:  4. 

K & S Welding  Stettler  Ltd. 

Main  Office:  Stettler,  AB.  TOC  2L0.  Box  279,  4610  - 42  St. 
Ph.(403)742-5928  Fax:742-1095 

Additional  Phone:  (403)  742-2756 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.O.O.,  Bill  Kirtley: 

Pres.,  C.E.O.,  Lee  Stuckey; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 


Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Service:  We  offer  welding  services  to  the  oil  industry.  We  also 
have  our  quality  control  program  through  the  Alberta  Boilers  Branch. 
We  offer  a pile  driving  business  and  picker  truck  service  and  hauling. 
Liquid  air  distributors,  12  1/2  ton  picker  truck,  7 fully  equipped  weld 
trucks. 

No.  of  Employees  in  Canada:  20. 

K & T Metal  Industries  Ltd. 

Main  Office:  Morinville,  AB.  TOG  1 PO.  Box  2339.  8802  - 95  St. 
Ph.  (403)  939-4486  Fax:  939-2687 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Tim  Alderman; 

Proj.Co-Ord.,  Ray  Ferguson; 

Main  Banking  Connection:  Alberta  Treasury  Branches, 
Incorporation:  Alberta  (1983).  Private, 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Design,  manufacture  and  erection  of 
self  supported  and  rigid  frame  galvanized,  prepainted  or  aluminum 
buildings.  Building  repair,  renovation  and  maintenance. 

No.  of  Employees  in  Canada:  40. 

Kudu  Industries  Inc. 

Main  Office:  Caigary,  AB.  T2C  2P1 . 91 1 2 - 40  St.  S.E. 

Ph.  (403)  279-5838 

Officers  & Key  Personnei  at  this  location: 

Pres.,  Robert  A.R.  Mills; 

Sec.,  Ray  G.  Mills; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1988).  Private. 

Type  of  Services  & Supplies:  Design,  manufacture,  delivery  and 
installation  of  oil  well  progressing  cavity  pump  systems.  Moineau 
progressing  cavity  oil  well  pumps  and  drive  systems.  No-turn  tools, 
tubing  drains  and  related  supplies. 

No.  of  Employees  in  Canada:  25. 

E.A.  Kutryk  Equipment  Ltd. 

Main  Office:  Calgary,  AB.  T2FI 1Y3.  Box  5826  Stn.  A. 

Ph,  (403)  279-5820 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  E.A,  Kutryk; 

Treas,,  E.N.  Kutryk. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1979),  Private. 

Type  of  Services  & Supplies:  Water  and  oil  treatment  systems.  Oil 
and  gas  separation  systems.  Flotation  cells,  hydrocyclones,  gas 
filters,  scrubbers,  oil  filters. 

No.  of  Employees  in  Canada:  4. 

Kvaerner  Process  Systems  Inc. 

Main  Office:  Calgary,  AB.  T2H  2P6. 200, 1209  - 59  Ave.  S.E. 

Ph.  (403)  640-4230  Fax:  640-4235 
Officers  & Key  Personnel  at  this  location: 

Sis.  Dir,,  Brent  Gibson; 

Pres.,  Stewart  Mulvey. 

Type  of  Services  & Supplies:  Kvaerner  Process  Systems  Inc. 
(KPSI)  is  a leading  Canadian  manufacturer  of  oil  and  gas  production 
and  processing  equipment  for  onshore  and  offshore  petroleum 
installations  in  all  climates  and  on  all  continents.  KPSI  provides  fully 
integrated  engineering  design,  fabrication  and  construction  services. 
Custom  designed  equipment  packages  are  typically  modular,  self- 
contained  and  skid-mounted  for  fast,  easy  installation.  Separation  & 
Filtration  Equipment  (Gas/Liquids/Solids),  crude  oil  dehydration  and 
desalting,  natural  gas  processing  equipment  (hydrocarbon  dew  point 
control,  LPG/NGL  recovery  and  fractionation,  dehydration,  acid  gas 
removal  and  sulphur  recovery),  wellsite  equipment  packages,  water 
treatment  and  injection  packages. 

Lad!  Wellsite  Rentals  & Repairs  Ltd. 

Main  Office:  Taber,  AB.  TOK  2G0,  6006  - 54  Ave. 

Ph.  (403)  223-4263  Fax:  223-8834 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Guy  Sirois; 

Mgr.,  Paul  Flamel. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1989).  Private. 

Type  of  Services  & Supplies:  Well  site  trailer  rentals  and  repairs, 
service  vans,  office  and  construction  shacks.  Fully  equipped  1 2'  wide 
wellsite  trailers  with  jacuzzi,  color  TV,  VCR,  microwaves,  air 
conditioning,  central-vac,  tapedeck,  washer,  dryer,  etc. 

No.  of  Employees  in  Canada:  14, 


Laden  Industrial  Equipment  Inc. 

Main  Office:  Linden,  AB.  TOM  1 JO.  Box  30. 

Ph.  (403)  546-3747  Fax:  546-3807 
Additional  Phone:  (403)  546-3027 

Officers  & Key  Personnel  at  this  location: 

Pres.,  L.  Lefebvre; 

Purch.,  D.  Siemens. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1981).  Private, 

Type  of  Service:  Design,  engineering,  construction,  millwrightii 
steel  fabrication.  Material  handling  equipment,  all  types  convey 
vertical  or  lateral,  steel  fabrication,  custom  bulk  bins,  cat  walks,  e 
No.  of  Employees  in  Canada:  40. 

Lakeland  Drilling  Ltd 

Main  Office:  St.  Paul,  AB.  TOA  3A0.  Box  2290. 

Ph.  (403)  645-4529 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Donald  L,  Mudryk  (645-2419); 

Vice-Pres.,  Sharon  T.  Mudryk  (645-2419). 

Incorporation:  Alberta  (1974).  Private. 

Type  of  Services  & Supplies:  Water  well  drilling  and  boring,  compi 
service  of  water  well  pumps  hook  ups  etc.  Pump  test  (drawdown  £ 
recovery  readings)  detailed.  Complete  sales  of  anything  for  w£ 
hook  up  pressure  systems,  and  water  conditioning  equipment. 
No.  of  Employees  in  Canada:  6. 

Lampson  Canada  Ltd. 

Main  Office:  Beiseker,  AB.  TOM  OGO.  Box  510, 20  Lampson 
Ph.  (403)  947-2222 

Officers  & Key  Personnel  at  this  location: 

Optns.Mgr.,  Bruce  Stewart. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1987),  Private. 

Affiliations: 

Neil  F.  Lampson  Inc. 

Type  of  Services  & Supplies:  Manufacturing,  rental,  sale  < 
associated  engineering  of  large  cranes,  rigging  gear  and  transporta 
equipment;  capacities  up  to  4000  tons.  Fleavy  rigging  and  transf 
equipmentandsystems(Transi-lifts,crawlertransporters,Manitov 
cranes,  jacking  frames). 

No.  of  Employees  in  Canada:  40. 

Lancer  Well  Servicing  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0L6. 550, 400  - 5 Ave.  S.W. 

Ph.  (403)  264-4294  Fax:  261  -6079 
Officers  & Key  Personnel  at  this  location: 

Pres.,  D.R.  Sharpe; 

Rig  Mgr.,  Colin  Hackworth. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta.  Private, 

Co.  Registered  In:  Alberta, 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  6. 

Lanco  Weil  Services  Ltd. 

Main  Office:  Edmonton,  AB.  T5V  1B2. 16020  - 121 A Ave. 

Ph.  (403)  452-3744 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Peter  Landry; 

Mgr.,  Tom  Gale. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1985),  Private. 

Co.  Registered  In:  Alberta,  Saskatchewan. 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  31 . 

Langevin  Enterprises 
Div.  of  Calgary  vocational 

Main  Office:  Calgary,  AB.  T2A  6T7.  2910-3  Ave.  N.E. 

Ph,  (403)  235-2333  Fax:569-1369 

Officers  & Key  Personnel  at  this  location: 

C.E.O.,  Jim  Kryschuk; 

Sis. Rep.,  Jim  Mills. 

Type  of  Services  & Supplies:  Corrosion  rings. 

The  Laser  Institute 

Main  Office:  Edmonton,  AB.  T6E  5J1 . 9924  - 45  Ave. 

Ph.  (403)  436-9750 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dr.  D.C.D.  McKen,  P.Eng.; 

Mgr.  Admin.,  Gary  Yakimchuk; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 
Incorporation:  Alberta  (1984).  Private. 
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Company  Profiles 


filiations: 
liversity  of  Alberta. 

pe  of  Services  & Supplies:  Research  and  custom  engineering  in 
ier  applications  in  optoelectronics,  metrology,  automation  and 
iterials  processing.  Custom  laser  cutting,  welding,  heat  treating. 

I.  of  Employees  in  Canada:  18. 

awson  Oilfield  Services  Ltd. 

tin  Office:  Calgary,  AB.  T2W  4Y1. 440, 10655  Southport  Rd. 

A/. 

:.  (403)  278-5947  Fax:271-6966 

fleers  & Key  Personnel  at  this  location: 

3s.,  R.L.(Bob)  Christianson; 

;.Rep.,  Terry  Halpen; 

lin  Banking  Connection:  Bank  of  Nova  Scotia. 

;orporation:  Alberta  (1971).  Private. 

'illations: 

rent  Company:  Christianson  Pipe  Ltd. 
pe  of  Services  & Supplies:  Distributor  of  Prudential  Steel  Tublar 
iducts;  wellhead  equipment;  float  equipment;  casing  accessories; 
nping  units. 

jaseiine  Realty  Advisors  Inc. 

in  Office:  Calgary,  AB.  T2P  2V7. 1870,  205  ■ 5 Ave.  S.W. 

(403)  269-8999 

licers  & Key  Personnel  at  this  location: 

)s.,  Edward  J.  Zuk. 

|in  Banking  Connection:  Canadian  Imperial  Bank  of 
mmerce. 

jorporation:  Private. 

3e  of  Services  & Supplies;  Commercial  real  estate  expert.  Acts  on 
lialf  of  tenants  as  advisor  and  broker  for  office  leasing. 

I of  Employees  in  Canada:  2. 

)aseway  Corporation  Ltd. 

in  Office:  Calgary,  AB.  T2G  3X1. 4209  - 17A  St.  S.E. 

I (403)  290-0234  Fax:  263-8728 
icers  & Key  Personnel  at  this  location: 
is.,  Arthur  L.  Hazle; 

'Mgr.,  Brenda  Ramsdale. 

in  Banking  Connection:  Canadian  Imperial  Bank  of 
nmerce. 

prporation:  Alberta  (1977).  Private, 
re  of  Services  & Supplies:  Leasing  highway  flat  decks,  vans, 
beds,  mud  storage  vans.  Leasing  of  storage  vans  for  oil  industry, 
ling  mud  and  construction, 
of  Employees  in  Canada:  7. 

idcor  Industries  Limited 

;n  Office:  Edmonton,  AB.  T6E  5Y4.  Box  8310,  Stn.  F. 
1(403)462-4211  Fax:450-1362 

icers  Si  Key  Personnel  at  this  location: 
p.,  C.O.O.,  Cliff  Lede; 

/ice-Pres.,  Mgr.  Ppin.,  Leroy  Sonnenberg; 
in  Banking  Connection:  Toronto-Dominion  Bank, 
prporation:  Alberta  (1947).  Private, 
i Registered  In;  British  Columbia,  Ontario,  United  States, 

1 litoba,  Saskatchewan,  Yukon  Territories,  Northwest  Territories, 
liations: 

I ;zly  Ledcor  Well  Servicing  Limited,  Hi-West  Well  Servicing 
■ 75)  Ltd.,  Ledcor  Construction  Inc.  (US). 

10  of  Services  & Supplies:  Pipeline  construction,  industrial 
Struction,  electrical  construction,  building  construction,  industrial 
: ;electrical  maintenance,  underground  utilities,  earthmoving,  mining, 

1 bvating,  asphalt  paving,  gravel  supp  and  crushing,  Varco-Pruden 
.engineered  buildings, 
jof  Employees  in  Canada:  120. 

due  Safety  Service  Ltd. 

: n Office:  Nisku,  AB.  TOC  2G0.  Box  86, 1903-4  St. 

,(403)  955-3300  Fax:  955-7651 
Free:  (800)  668-4299 
j cers  & Key  Personnel  at  this  location: 

5.,  Gen. Mgr.,  Marvin  Weir; 

3rd,  Trng.,  Todd  Weir. 

n Banking  Connection:  Alberta  Treasury  Branches, 
irporation;  Alberta  (1982).  Private, 
e of  Services  & Supplies;  Safety  training, 
lof  Employees  in  Canada:  8. 

p Instruments  (1993)  Inc. 

;merly:Lee  Instrument  & Supply  Co.  Ltd.) 
n Office:  Calgary,  AB.  T2H  0T3. 6923  Farrell  Rd.  S.E. 

(403)  252-4222  Fax:  252-5656 
itional  Phone:  (403)  252-4242 


Officers  & Key  Personnel  at  this  location: 

Pres.,  George  Kerr; 

Sec-Treas.,  Victoria  Kerr. 

Incorporation;  Private. 

Type  of  Services  & Supplies:  Service  of  process  analytical  equipment. 
Analytical  equipment  (process). 

No.  of  Employees  in  Canada;  4. 

Leeway  Heavy  Oil  Ltd. 

Main  Office:  Elk  Point,  AB.  TOA  1A0.  Box  190. 

Ph.  (403)  724-3026 

Officers  & Key  Personnel  at  this  location: 

Pres.,  R.H.  Lee; 

Mgr.,  D.R,  Lee. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1984).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Equipment:  Flushby,  pressure  and  vacuum  trucks,  chart 
recorders,  bleed-off  tests,  sand  bailers,  tubing  drains  sales  and  service, 
pipe  racks,  cat  walks,  matting,  THD  cleaning  equipment,  rod  fishing 
tools,  site  supervision. 

No.  of  Employees  in  Canada;  12. 

Legrand,  Division  of  Taro  Industries 
Limited 

(Formerly:Taro  Gear  division  of  Legrand  Manufacturing  Inc.) 
Main  Office:  Calgary,  AB.  T2H  OPS.  616-58  Ave.  S.E. 
Ph.(403)253-0117  Fax:252-2117 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Dale  Johnson; 

Sis. Mgr.  Pumpjack,  Garry  Cottrell; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Public. 

Affiliations; 

Bay-Tex  Fabricators  Inc,,  Griffin  Pumps,  Legrand  international, 
Legrand  Sales  & Service,  Division  of  Taro  Industries  Limited, 

Online  Rig  & Equipment,  Rostei  Industries,  Starburst  Electronics, 
TOPCO  Sales. 

Type  of  Services  & Supplies:  Design,  manufacturer  and  sale  of 
Legrand  oilfield  pumping  units,  gear  reducers  and  increasers  - 
manufactured  to  API,  STD,  1 1 E,  Q1  standards.  Manufacturer  of  gears 
and  pinions;  supplier  of  pumpjack  replacement  parts,  gears,  and 
jackshafts.  Repair,  rebuild  and  resale  of  all  makes  and  sizes  of  oilfield 
pumping  units;  reconditioning  of  all  makes  of  gearboxes;  custom  CNC 
machining. 

No.  of  Employees  in  Canada:  90. 

Legrand  Sales  & Service,  Division  of  Taro 
Industries  Limited 

(Formerly:Legrand  Oilfield  Services) 

Main  Office:  Lioydminster,  AB.  T9V  2E6. 5114-63  St. 

Ph.  (403)  875-6123  Fax:  875-6526 
Officers  & Key  Personnel  at  this  location: 

Mgr.,  Darrel  Oracheski. 

Main  Banking  Connection:  Bank  of  Montreal. 

Stock  Exchange  Listing:  Toronto  Stock  Exchange,  (Symbol  - 
TIN) 

Incorporation:  Public. 

Affiliations: 

Bay-Tex  Fabricators  Inc.,  Griffin  Pumps,  Legrand,  Legrand 
International,  Online  Rig  & Equipment,  Rostei  Industries. 

Type  of  Services  & Supplies:  24  hour  service,  7 days  a week.  Field 
services  include  instaiiation,  inspection,  maintenance,  repair,  rebuilding 
of  all  makes  and  sizes  of  pumpjacks.  Machine  shop  speciaiizing  in 
pumpjack  components  and  gearbox  repairs.  Supply  of  gear  trains, 
gears,  bearings,  seals,  oil  bath  shafts,  gear  oil  and  additives,  wire 
ropes,  carrier  bars,  motor  slide  rails,  stuffing  boxes,  shock  absorbers, 
hose  and  fittings,  mud  pum.p  parts,  pumpjack  engines  and  electric 
motors.  Exchange  of  pumpjack  components.  Manufacturer  of 
jackshafts. 

No.  of  Employees  in  Canada:  14. 

AG  Lennox  & Associates 

Main  Office:  Calgary,  AB.  T2P  2V6. 2001 .500-4  Ave.  S.W. 

Ph.  (403)  265-4222  Fax:  264-8523 
Officers  & Key  Personnel  at  this  location: 

Partner  Sr.,  A!  Lennox; 

Associate,  Cliff  Stewart; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1975).  Private. 

Co.  Registered  In:  Alberta  (1975). 

Type  of  Services  & Supplies:  Management  consultants  providing 
human  resource  and  general  management  skills  in  executive  search 
and  evaluation,  executive  compensation  and  incentive  planning, 
organization  analysis,  compensation  surveys,  total  quality  management, 


employee  surveys,  strategic  planning.  Affiliated  with  private 
managementconsultingfirmsinVancouver.Toronto,  Montreal,  Halifax, 
U.S.A. 

No.  of  Employees  in  Canada:  4. 

Lennox  Welding  and  Supply  Ltd. 

Main  Office:  Edmonton,  AB.  T6H  2H5.  5734  - 103  St. 

Ph.  (403)  434-7637  Fax:  430-0706 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  J.R.  Hunter. 

Type  of  Services  & Supplies:  Oilfield  transportation  equipment. 

Lethbridge  Diesel  Ltd. 

Main  Office:  Lethbridge,  AB.  T1 J 3Y5.  Box  164, 1705  - 31  St.  N. 
Ph.(403)328-1168  Fax:328-1110 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Willi  Schuhmann; 

Mgr.  Office  & Credit,  Ken  Latham. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1969).  Private. 

Affiliations: 

Waterous  Detroit  Diesel  - Allison  Inc. 

Type  of  Services  & Supplies:  Repair  of  Detroit  Diesel  engines  and 
Allison  transmission.  Oilfield  engine  and  clutch  repairs.  Genuine 
Detroit  Diesel  parts  and  rebuilt  assemblies,  Stewart  Warner  gauges, 
Bendix  Westinghouse  air  compressors  and  air  brake  parts  and  service, 
Aeroquip  hoses  and  fittings,  Allison  automatic  transmission  parts  and 
sea'ice,  heavy  duty  air  filters. 

No.  of  Employees  in  Canada:  13. 

Let's  Talk  Travel  Ltd. 

PJain  Office:  Calgary,  AB.  T2P  3N2. 907, 100-4  Ave.  S.W. 
Ph.(403)  531-1250 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Garry  R.  Thompson; 

Mgr.,  Garry  K.  Hastie. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1983).  Private. 

Affiliations; 

Giants,  World  Association  of  Travel  Agencies. 

Type  of  Services  & Supplies:  Inbound  traveisfrom  abroad.  Destination 
management  (meetings  and  conferences).  Group  travel  division. 
Leisure  travel  operations.  Strong  corporate  travel  division. 

No.  of  Employees  in  Canada:  24. 

Leyen  Oilwell  Servicing  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0L6. 900, 400  - 5 Ave.  S.W. 
Ph.(403)262-3511  Fax:266-3596 

Officers  & Key  Personnel  at  this  location: 

Pres.,  George  Ward. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Private. 

Co.  Registered  In;  Alberta,  Saskatchewan. 

Type  of  Equipment:  29  Service  rigs  capable  of  oil  and  gas  well 
completions,  abandonments  and  work  overs  to  a depth  of  2630m. 
Boilers  and  steamers.  Rental  seivices  available.  Complete  oilfield 
trucking. 

No,  of  Employees  in  Canada:  145. 

Liberty  Boilers  & Mechanical  Services  Inc. 

Main  Office:  Lethbridge,  AB.  T1J  4H5. 3302  - 3 Ave.  S. 

Ph.  (403)  327-3921  Fax:  328-5794 
Officers  & Key  Personnel  at  this  location: 

Pres.,  J.  Scott  Henderson; 

Sec.,  Rick  D.  Johnson; 

Main  Banking  Connection:  Alberta  Treasury  Branches, 
Incorporation:  Alberta  (1948).  Private. 

Type  of  Services  & Supplies;  Steam,  hot  water,  glycol.  Low  NOx 
boiler  manufactures,  pressure  vessels,  steeltankage,  heat  exchangers, 
manufacture,  repair/rebuild  large  volume  waterheaters.  Boiler  controls, 
heating  controls,  boiler  water  chemicals  and  acids.  Cooling  tower 
chemicals. 

No.  of  Employees  in  Canada:  14. 

Lidco  Industries  Inc. 

Main  Office:  Calgary,  AB.  T2H  2K1. 8,  6025  - 12  St.  S.E. 
Ph.(403)252-0121  Fax:252-0607 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Donald  M.  Larson; 

Vice-Pres.  Mktg.,  R.D.  (Bob)  Young; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 

Stock  Exchange  Listing:  Toronto  Stock  Exchange 
Incorporation:  Alberta  (1979).  Public. 

Co.  Registered  In:  Alberta  (1979). 


Edition 


45 


Alberta  Petroleum  Equipment  & Services  Directory 


Affiliations: 

Wholly  Owned:  Lidco  Middle  East  Contractors  Limited,  Sentry 
Piping  Systems  Inc. 

Type  of  Services  & Supplies:  Directly  or  indirectly  participates  in 
pipelines,  oil  and/or  gas,  within  and  outside  Canada. 

No.  of  Employees  in  Canada:  30. 

Limeco  Products  Limited 

Main  Office:  Rocky  Mountain  House,  AB.  TOM  1T0.  Box  1567. 
Ph.  (403)  845-7778  Fax:  845-7780 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ken  Berg; 

PIt.Frmn.,  Kelly  Poole. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1985).  Private. 

Affiliations: 

Sharata  Resources  Limited,  Synerg  Resources  Ltd. 

Type  of  Services  & Supplies:  A full  range  of  powdered  to  granular 
limestone  and  gypsum  products  for  drilling,  salt  water  spills,  sulphur 
block  clean-up,  other  environmental  reclamation,  and  rip-rap.  Sized 
limestone  (calcium  carbonate)  products,  granulated  limestone, 
granulated  gypsum,  powdered  gypsum  - 25kg  bags  and  bulk. 

No.  of  Employees  in  Canada:  20. 

Linken  Contracting 

division  of  530310  Alberta  Ltd. 

Main  Office:  Oyen,  AB.  TOJ  2J0.  Box  601. 

Ph.  (403)  664-2257  Fax:  664-31 49 
Officers  & Key  Personnel  at  this  location: 

Owner,  Kenneth  Warwick; 

Exec.Sec.,  Linda  Warwick. 

Main  Banking  Connection:  Toronto-Dominion  Bank, 
Incorporation:  Private. 

Type  of  Service:  Pipelining,  lease  roads,  oilfield  maintenance, 
trucking.  Pipeline  and  Communities  served:  Burstall,  Eagle  Lake, 
Seniac. 

No.  of  Employees  in  Canada:  17. 

Lionhead  Engineering  and  Consulting  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0M6. 203,  622  - 5 Ave.  S.W. 

Ph,  (403)  262-2694  Fax:237-7111 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Trevor,  F.  Cuthill,  P.Eng.; 

Type  of  Consulting:  Speciziized  well  abandonment  services. 
Downhole  disposal  radioactive  material  (NORM).  Lease  reclamation 
and  restoration  services.  Double  security  caps.  Vent  flow  testing. 

Lister  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  0A1. 7410  - 68  Ave. 

Ph.  (403)  468-2040  Fax:  468-3337 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Don  Rowland; 

Sec-Treas.,  Mary  Rowland. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1988).  Private. 

Co.  Registered  In:  Alberta  (1978). 

Type  of  Services  & Supplies:  Manufacturers  of  rig  mats,  road  mats, 
air  heaters  and  snow  melters.  Rig  mats,  road  mats,  air  heaters  and 
boiler  parts. 

No.  of  Employees  in  Canada:  14. 

Lock  Process  Systems 
Div.  Toromont  Ind.  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7K5. 2907  - 18  St.  N.E. 
Ph.(403)291-3438  Fax:291-3443 

Officers  & Key  Personnel  at  this  location: 

Pres.,  David  Duncan. 

Type  of  Services  & Supplies:  Fleat  exchangers,  pressure 
vessels,  towers,  refrigeration  skids,  refrigeration  systems,  process 
skids,  ice  maker  packages,  modular  process  units  for  processing 
natural  gas  and  chemicals,  process  gas  compressors  using  oil 
injected  rotary  screw  compressors. 

Lockerbie  and  Hole  Company  Limited 

Main  Office:  Edmonton,  AB.  T5H  3P9. 10835  - 120  St. 

Ph,  (403)  452-1250 

Officers  & Key  Personnel  at  this  location: 

Pres.,  J.D.  Hole,  P.Eng.; 

Vice-Pres.,  J.H.  Hole,  P.Eng.; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta.  Private. 

Affiliations: 

Lockerbie  Management  Limited. 

Type  of  Service:  Mechanical  contracting  including  process  and 
industrial  piping  and  H.V.A.C.,  electrical  and  instrumentation. 

No.  of  Employees  in  Canada:  300. 


Lone  Pine  Turnkey  Management  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0S2. 1210,  550  - 6 Ave.  S.W. 

Ph.  (403)  265-4377  Fax:  266-3355 
Officers  & Key  Personnel  at  this  location: 

Pres.,  J.V.  Lyons; 

Sec.,  L.A.  Lyons. 

Incorporation:  Alberta  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993). 

Affiliations: 

Lone  Pine  Resources  Ltd. 

Type  of  Equipment:  Shallow  hole  turnkey  drilling  contractor. 

Lorchem  Industries  Limited 

Main  Office:  Devon,  AB.  TOC  1 EO.  Box  532, 

Ph.  (403)  987-3798  Fax:  987-3789 

Toll  Free:  (800)  668-4992 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Lome  Huber; 

Sec-Treas.,  Leona  Huber. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1978).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Equipment:  Tank  trucks,  hot  oilers,  vacuum  trucks,  mobile 
steamers,  chemical  and  acid  haulage,  fiberglass  and  stainless  steel 
tanks.  Disposal  services,  oil  spills  and  tank  cleaning. 

No.  of  Employees  in  Canada:  50. 

Lord  Electrical  Industrial  Dist.  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5S4.  9757  - 54  Ave. 

Ph.(403)  438-5878 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Jens  Rieckmann; 

SIs.Mgr.,  Randy  Montgomery. 

Incorporation:  Alberta  (1981).  Private. 

Type  of  Services  & Supplies:  Electrical  wholesale  supplies,  custom 
control  panels.  Motorcontrol,  explosion  proof  enclosures,  capacitors, 
transformers,  fuses,  cable  reels,  terminal  blocks. 

Lory  Oilfield  Rentals  (1987)  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  3X5.  6510  - 100  St. 

Ph.  (403)  434-8771  Fax:  434-8775 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Delbert  D.  Lewis; 

Mgr.  Equip.,  K.L  Meidinger; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Rental  of  oilfield  equipment. 

No.  of  Employees  in  Canada:  10. 

Lotepro  Plants  Limited  - Usines  Lotepro 
Limiiee 

Main  Office:  Calgary,  AB.  T2P  3E8.  510,  808  - 4 Ave.  S.W. 
Ph.(403)262-2106  Fax:263-0946 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Rolf  D.  Wuensche; 

Exec.Asst.,  Betty  J.  Louth, 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Private. 

Affiliations: 

Lotepro  Corporation. 

Type  of  Service:  Engineering,  procurement,  project  management 
and  construction  supervision  services  forthe  petrochemical,  chemical, 
petroleum,  natural  gas  and  mineral  industries.  Specialized  areas  of 
expertise  are:  Air  Separation  Plants  for  production  of  gaseous  or  liquid 
oxygen,  nitrogen,  argon  and  other  rare  gases;  Natural  gas  processing 
plants  including  ethane  recovery  (deep  cut),  nitrogen  rejection  and 
natural  gas  liquefaction;  hydrogen  production  facilities  based  on 
steam  reforming  or  partial  oxidation;  hydrogen  purification  by  pressure 
swing  adsorption  (PSA),  ethylene  plants;  fertilizer  plants;  acid  gas 
removal  and  sulphur  plants,  gas  purification  systems  in  high 
temperature  reactors  for  nuclear  power  plants  and  deuterium  recovery 
from  hydrogen  streams  for  production  of  heavy  water.  Selected 
process  plant  equipment  design  and  supply.  Over  1200  patents 
worldwide. 

Lotus  Equipment  Sales  Ltd. 

Main  Office:  Calgary,  AB.  T2H  1Z8. 120, 5726  Burleigh  Ores. 

S.E. 

Ph.  (403)  253-0822  Fax:  253-8684 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Hamish  L.  Ferguson; 

Vice-Pres.  Sis.,  Surjit  Lola; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta.  Private. 


Type  of  Services  & Supplies:  System  design  incorporating  liq 
ring  compressors  (vent  gas  systems)  liquid  ring  vacuum  pui 
systems;  filter  softners,  deaerators;  ejectors,  portable  generate 
Siemens  liquid  ring  compressors  and  vacuum  pumps,  Serck  Bal 
water  trealmient  equipment  including  filters,  softners,  deaerate 
DAF,  Kohler  generators. 

No.  of  Employees  in  Canada:  13, 

LPG  Resources  Inc 

Main  Office:  Calgary,  AB.  T2P  3S2. 712, 510  - 5 St,  S.W. 

Ph.  (403)  269-8540  Fax:  264-8789 
Officers  & Key  Personnel  at  this  location: 

Pres.,  William  (Bill)  Gulliver; 

Mgr.,  Ken  Sinclair. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1990).  Private, 

Co.  Registered  In:  Alberta  (1990). 

Type  of  Services  & Supplies:  Marketing  of  natural  gas  liqui 
purchase  of  LPG-Condensate,  etc.  mix.  Brokering  of  LPG  press: 
tanks  used.  Major  oil  company  production  of  LPG's.  Purchase 
smaller  oil  and  gas  company  natural  gas  liquids  mix.  Buying  c 
selling  of  LPG.  Pressure  tanks  of  all  sizes  including  spheres. 

No.  of  Employees  in  Canada:  2. 

L.P.M.  Machines 

A Division  of  Mason  Tools  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2S1 . 4648  Eleniak  Rd. 

Ph.  (403)  440-4240  Fax:  469-8054 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Hank  Boychuk; 

Shop  Frmn.,  Gerald  Huot. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Private. 

Affiliations: 

Canada  Coating  Co.,  Mason  Tools  Ltd. 

Type  of  Services& Supplies:  Machine  shop,  manufacturerofoilfi 
tools  and  equipment. 

No.  of  Employees  in  Canada:  6. 

LRG  Catering  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  807  - 25  Ave. 

Ph.  (403)  955-2031  Fax:  955-7291 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Doug  White. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1976).  Partnership. 

Type  of  Services  & Supplies:  Rental  camps  and  catering. 

No.  of  Employees  in  Canada:  40. 

Luff  Industries  Ltd. 

Main  Office:  Calgary,  AB.  T2C  1J3. 3528  - 80  Ave.  S.E, 

Ph.  (403)  279-3555  Fax:  279-5709 
Officers  & Key  Personnel  at  this  location: 

SIs.Mgr.,  Philip  Arnold; 

PIt.Frmn.,  Alfred  Langkowski. 

Type  of  Services  & Supplies:  Machine  shop  services,  metal 
fabrication,  conveyors  and  conveyor  components,  pressure 
vessels,  flarestacks,  skid  packaging. 

Lufkin  Industries  Canada  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  240, 1 107  - 8A  St. 

Ph.  (403)  955-7566  Fax:  955-3359 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Mfg,,  Don  Mousseau; 

SIsmn.,  Joseph  Pisesky. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 
Incorporation:  (1949).  Private, 

Affiliations: 

Lufkin  Industries  Inc, 

Type  of  Services  & Supplies:  Manufacture,  sales  and  service 
Lufkin  pumping  units  and  commercial  gears.  Oilfield  equipment. 

No.  of  Employees  in  Canada:  20. 

Lykal  Sales  & Oilfield  Rentals  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5E1 . R.R.  1 , Site  14,  Box  20. 
Ph.  (403)  346-8265 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Lyle  Kallis; 

Mgr.  Optns.,  Tony  Tisdale. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1983).  Private. 

Type  of  Services  & Supplies:  Wellsite  trailer  rental  and  service, ' 
and  sump  lank  rentals,  premix  lank  and  sump  pump  rentals,  f 
specialized  hauling  of  equipment. 

No.  of  Employees  in  Canada:  30. 
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mch  Customs  Brokers  & Freight 
)rwarders 

in  Office:  Calgary,  AB.  T2E  2M7.  336  - 40  Ave.  N.E. 
i (403)  277-3300  Fax:  230-3732 
I Free  (Western  Canada):  (800)  268-8559 
icers  & Key  Personnel  at  this  location: 

:s.,  Roy  Campbell; 
e-Pres.,  Rick  Woods; 

in  Banking  Connection:  Bank  of  Montreal. 

)e  of  Services  & Supplies:  Canada  wide  imports,  worldwide 
lorts,  Revenue  Canada  customs  and  excise  consultants,  tariff 
isultants,  international  freight  forwarders  and  consolidators. 

of  Employees  in  Canada:  8. 

nch  Resources  Ltd. 

n Office:  Calgary,  AB.  T2E  2M7.  336  - 40  Ave.  N.E. 
(403)277-3300  Fax:230-3732 

icers  & Key  Personnel  at  this  location: 
b.,  Roy  Campbell; 

'.  Sls.&  Leak  Detection,  Victor  Anselmo; 
n Banking  Connection:  Bank  of  Montreal, 
jrporation:  Alberta  (1982).  Private, 
liations: 

ally  Owned:  Lynch  Customs  Brokers  & Freight  Forwarders, 
e of  Service:  Pipeline  location,  pipeline  liquid  leak  detection, 
iline  helium  leak  detection.  Contract  utility  locators.  Ground  storage 
' testing.  Tank  testers.  Distributors  of  Lynch/Fuji  pipe  and  cable 
tors,  computerized  pipeline  leak  detection,  helium  detectors  and 
p detection  pipe  locators  for  storage  tanks  and  pipelines.  We  sell 
service  Solomat  water  and  air  quality  monitors  and  Neotronics  gas 
iction  equipment. 

hx  Canada  Information  Systems  Ltd. 

n Office:  Calgary,  AB.  T2P  3T7.  450,  736  - 6 Ave.  S.W. 

(403)  269-7255  Fax:  269-7258 
cers  & Key  Personnel  at  this  location: 

Dr,  John  Byatt; 

;-Pres.,  Ralph  Maitland. 

5 of  Services  & Supplies:  Seismic  digitizing  from  paper  or 
pfiche,  output  to  Segy  9 track/8mm  or  CD-ROM.  Seismic  data 
iving  to  CD-ROM  optical  disc.  Exabyte.  Automatic  workstation 
ing  using  Lynx's  proprietary  software  "CD-VU". 

fix  Tool  Company  Division  of  Lynx 
ergy  Services  Corp. 

1 Office:  Nisku,  AB.  TOC  2G0.  406  - 22  Ave. 

!403)  955-8971 

fers  & Key  Personnel  at  this  location: 

.,  Warren  Jones; 

)s.Mgr.,  Jerry  Myck; 

) Banking  Connection:  Toronto-Dominion  Bank. 

Irporation:  Alberta  (1981).  Public. 

Registered  In:  New  Mexico  (1987),  Nova  Scotia  (1984), 
jhoma  (1989),  Texas  (1985). 

iations: 

!nt  Company:  Lynx  Energy  Services  Corp.,  Calgary. 

) of  Services  & Supplies:  Repair  of  drillcollars,  drill  pipe,  subs, 
al  of  drill  collars,  hevi-wall  pipe,  subs,  stablizers,  reamers, 
)ination  reamer/stabilizers,  drilling  jars  and  shock  tools.  Custom 
lining.  Manufacture  and  sale  of  drill  collars  (steel  and  non- 
lietic).  Rotary  Reamers,  stabilizers,  (steel  and  non-magnetic). 
Wall  drill  pipe,  subs,  drilling  jars,  shock  tools,  “LYNXPRES”  beam 
lted  gas  compressors.  “LOWE”  rotary  wedge  valves.  Exclusive 
jt  for  Carpenter  non  magnetic  drill  collars. 

)f  Employees  in  Canada:  58. 

L Steel  Foundry,  Ltd. 

I Office:  Calgary,  AB.  T2C  2W9.  4820  - 78  Ave.  S.E. 

'403)236-1682  Fax:236-0891 

ers  & Key  Personnel  at  this  location: 

',  Michael  T.  Ang; 

.Vice-Pres.,  Isidro  T.  Ang; 

Banking  Connection:  Bank  of  Nova  Scotia. 

■poration:  Alberta  (1980).  Private, 
tegistered  In:  Alberta  (1981). 

i of  Services  & Supplies:  Shotblasting,  heat  treat  of  alloy, 
rometric  chemical  analysis,  pattern  making.  Steel  castings,  ductile 
astings,  stainless  steel  castings. 
if  Employees  In  Canada:  25. 

idonald  Engineering  Group  Ltd. 

Office:  Calgary,  AB.  T2P  3R5, 1100,  111  - 8 Ave.  S.W. 
103)231-7333  Fax:266-3476 

1 03-827769 


Company  Profiles 


Officers  & Key  Personnel  at  this  location: 

Pres.,  Terry  A.  Hamilton,  P.Eng.; 

Sr.Vice-Pres.  Eng.,  John  L.  Allen,  P.Eng.; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1986). 

Type  of  Service:  Complete  range  of  engineering,  procurement,  project 
management  and  construction  management  services  for  oil  and  gas 
industry,  including  well  tie-ins,  gas  processing,  gas  compression,  oil 
treating,  water  handling/injection,  gas  injections.  International  training 
services. 

No.  of  Employees  in  Canada:  115. 

Macfam  Enterprises  Ltd. 

Main  Office:  Drayton  Valley,  AB.  TOE  OMO.  Box  6576,  5717  - 50 
Ave. 

Ph.  (403)  542-3013 

Officers  & Key  Personnel  at  this  location: 

Mgr.,  Dale  Mayan. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1974).  Private. 

Type  of  Services  & Supplies:  Compressor,  engine,  P.D,  pump, 
maintenance  and  overhaul,  pump  jack  engine  maintenance,  overhaul, 
parts  and  rental. 

No.  of  Employees  in  Canada:  12. 

MacKenzie  Caterers  (1984)  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  1V3. 100, 17860  - 106A  Ave. 

Ph.  (403)  454-4524  Fax:  452-2924 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Merrick; 

Vice-Pres.,  Sec-Treas.,  Douglas  Merrick. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1984).  Private. 

Co.  Registered  In:  Alberta,  British  Columbia. 

Type  of  Services  & Supplies:  Remote  industrial  catering  and  camp 
supply. 

No.  of  Employees  in  Canada:  60. 

Mackenzie  & Feimann  Limited 

Main  Office:  Edmonton,  AB.  T5L  2H6. 12835  - 146  St. 
Ph.(403)451-9222  Fax:451-1094 

Officers  & Key  Personnel  at  this  location: 

Optns.Mgr.,  Kevin  Shopik. 

Type  of  Services  & Supplies:  Chemicals  for  gas  processing  and 
refining,  liquid  filtration  equipment,  chlorination  equipment,  water 
analysis  and  sampling  equipment  (process  not  lab). 

Mactronic  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5G6,  Box  621 . 

Ph,  (403)  342-1822  Fax:340-8560 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Al  Bouchard; 

Vice-Pres.,  Gen. Mgr.,  Greg  Handford. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1981).  Private. 

Affiliations: 

Parent  Company:  Bouchard  Electric  Ltd. 

Type  of  Services  & Supplies:  Complete  engineered  flare  systems  - 
combining  engineering,  design,  installation  and  service.  Retractable 
electronic  ignitors  for  flare  stacks  and  horizontal  flares.  Industrial 
furnace  ignitor  systems,  smokeless  flare  tips,  purge  seals,  flame 
monitors,  guy  supported  and  free  standing  flare  stacks,  knock  out 
drums,  Bio-Gas  burners  and  emergency  ignition  equipment  for  critical 
well  drilling  and  workovers. 

No.  of  Employees  in  Canada:  15. 

Mainline  Industries  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2E1, 6407  Burbank  Rd.  S.E, 

Ph.  (403)  253-3025  Fax:  253-3038 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  John  Mullen; 

Mgr.Export,  David  Richard. 

Type  of  Services  & Supplies:  Customized  power  units,  transmission 
equipment,  recreation  equipment,  machinery  fabrication. 

Majestic  Oil  Tools  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5H2.  Box  740. 

5,  7969  - 49  Ave. 

Ph.  (403)  347-1 800  Fax:  346-0414 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Lance  R.  Honke; 

Sis.  Mgr.  Mike  Walliser. 

Type  of  Services  & Supplies:  Production  packer  and  service 
packer  sales  and  services,  sand  bailing  services,  ail  makes  of 
production  tool  repairs.  Tubing  Anchor  sales  and  service.  Elder  Oil 


Tools  production  packers  and  service  packers.  Cement  retainers, 
Tubing  Anchor  catchers,  permanent  and  retrievable  bridge  plugs, 
casing  scrapers,  sand  bailers,  and  all  makes  of  tool  repairs. 

Makloc  Buildings  Inc. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  187,  706  - 17  Ave. 

Ph.  (403)  955-2951 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Edward  Maksymic; 

Sis. Mgr.,  Ken  Ross; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1987).  Private, 

Co.  Registered  In:  Alberta  (1987), 

Type  of  Services  & Supplies:  Building  design,  manufacture  and 
construction  tor  oil/gas  production/retailing  and  commercial  industrial 
uses.  Building  systems  - custom  structural  steel.  Pre  engineered,  self 
framer,  building  components.  Waste  storage  buildings  - trade  name 
Chem-Loc. 

No.  of  Employees  in  Canada:  75. 

Malibu  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3T4. 1000,  744  - 4 Ave,  S.W. 

Ph.  (403)  237-0909  Fax:  237-0928 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Garry  E.  Perry; 

Vice-Pres.,  Barbara  L.  McDonald. 

Type  of  Services  & Supplies:  Malibu  offers  a unique  combination  of 
petroleum  engineering,  computer  hardware,  innovative  software  and 
electronics  expertise  to  solve  the  most  difficult  challenges.  Malibu  was 
the  recipient  of  the  1 993  ASTech  Award  in  recognition  of  its  scientific 
achievement  for  the  development  of  a new  laser  measurement  tool. 
Malibu  provides  engineering  services  fordrilling,  completions,  reservoir 
engineering  and  economic  evaluations.  The  company  offers  powerful, 
user-friendly  software  applications  tor  drilling  and  completions  including 
DRILLPAK,  SERVICEPAK,  TRANSMIT,  BITBOSS  and  GASFLOW. 

Maloney  Steel  Ltd. 

Main  Office:  Calgary,  AB.  8825  Shepard  Rd,  S.E. 

Mailing  address:  Calgary,  AB,  T2H  1X1.  Box  5069,  Stn.  A. 

Ph.  (403)  279-5000  Fax:  279-2068 
Officers  & Key  Personnel  at  this  location: 

Pres.,  D.W.  Slauenwhite; 

Vice-Pres,  Bus.Dev.,  D.W.  Krusky; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta.  Private. 

Type  of  Service:  Oil  and  gas  field  production  systems.  Comprehensive 
line  of  oil  and  gas  production  facilities  including  heaters,  separators, 
dehydrators,  oil  emulsion  treaters,  free  water  knockouts,  slug  catchers, 
coalescers,  precipitators,  production  systems,  gas  sweetening  units, 
sulphur  recovery  plants,  dewpoint  controls  and  hydrocarbon  recovery 
plants,  custom  designed  processing  packages,  and  pressure  vessels 
in  carbon  steel,  alloy  or  clad  materials. 

No.  of  Employees  in  Canada:  200, 

Maltais  Associates  Surveyors  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  1M5. 17011  - 105  Ave. 
Ph.(403)483-2015  Fax:484-1360 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  I.C.  Maltais,  A.L.S.,C.L.S., P.Eng.; 

Vice-Pres.,  B.W.  Gudim,  A.L.S.,B.Sc. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta  (1979), 

Type  of  Services  & Supplies:  Professional  land  surveyors,  specializing 
in  survey  and  mapping  services  to  the  energy  industry  and  gravimetric 
surveys  for  geophysical  exploration.  Member  of:  Alberta,  Alberta  Land 
Surveyors  Association;  NWT,  Canada  Lands  Surveyors  Association ; 
Yukon,  Canada  Lands  Surveyors  Association. 

No.  of  Employees  in  Canada:  40. 

Manning  & Manning  < Sutton  Group 

Main  Office:  Calgary,  AB.  T2W  1W1. 19  Southdale  Bay  S.W. 

Ph.  (403)  540-1 675  Fax:  253-961 7 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Walter  Manning; 

Sec.,  Colette  Manning  (540-1670). 

Type  of  Services  & Supplies:  Commercial  and  industrial  real  estate. 

No.  of  Employees  in  Canada:  4. 

Marclin-Westeel 

Main  Office:  Nisku,  AB.  TOC  2G0. 1609-  8 St. 

Ph.  (403)  955-2514 

Officers  & Key  Personnel  at  this  location: 

Pit. Mgr.,  Steve  Moroz. 
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Alberta  Petroleum  Equipment  & Services  Directory 


Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1983).  Private. 

Affiliations: 

Jannock  Limited,  Stelco  Inc. 

Type  of  Services  & Supplies:  FIELD  ERECTION  of  API  650  storage 
tanks  to  1 00,000  bbl.  SHOP  FABRICATION  of  all  API  storage  tanks 
to  2000  bbl.  Registered/unregistered  FKO  drums.  ULC  underground/ 
aboveground  storages  tanks.  API  & ULC  appurtenances  for  storage 
tanks. 

No.  of  Employees  in  Canada:  85. 

Marine  Pipeline  Construction  of  Canada 
(1993) 

a division  of  Murphy  Pipeline  Inc. 

Main  Office:  Calgary,  AB.  T2K  4W5.  5120-6  St.  N.E. 
Ph.(403)274-3443  Fax:274-1244 

Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  George  M.  Oswald; 

Vice-Pres.,  Gen. Mgr.,  Leo  G.  Ziehr; 

Main  Banking  Connection:  Barclays  Bank  of  Canada. 
Incorporation:  United  States.  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Ontario,  Quebec. 
Affiliations: 

Murphy  Bros.  Inc. 

Type  of  Service:  Pipeline  contractor,  river  crossings. 

No.  of  Employees  in  Canada:  20. 

Majestic  Oil  Tools  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5H2.  Box  740,  5,  7969  - 49  Ave. 
Ph.  (403)  347-1 800  Fax:  346-041 4 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Lance  R.  Honke; 

Sis. Mgr.,  Mike  Walliser. 

Type  of  Services  & Supplies:  Production  packer  and  service  packer 
sales  and  service.  Sand  bailing  services.  All  makes  of  production  tool 
repairs,  tubing  anchor  sales  and  service. 

Mark  Fyhn  Enterprises  Ltd. 

Main  Office:  Calgary,  AB.  T2E  4B5.  4608  - 6A  St.  N.E. 
Ph.(403)276-9129  Fax:230-2993 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Mark  E.  Fyhn. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Sales,  service,  rentals  of  all  terrain 
vehicles.  Raidtrac  model  1800  tracked  vehicle.  Raidtrac  model  W66 
wheeled  vehicle. 

No.  of  Employees  in  Canada:  10. 

Mar-Quinn  Industries  Ltd. 

Main  Office:  Leduc,  AB.  T9E  6L9.  Box  3209, 4401  - 61  Ave. 

Ph.  (403)  986-7805  Fax:  986-2854 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Eng.,  Robert  J.  Martin  (986-0935); 

Mgr.  Purchaser,  Daryl  W.  Martin. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1979).  Private. 

Type  of  Service:  Manufacture  and  engineer  pressure  vessels,  piping 
systems,  line  heaters. 

No.  of  Employees  in  Canada:  16. 

Martech  Dehydration  Systems  Inc. 

Main  Office:  Calgary,  AB.  T2P  0T8. 1540, 700  - 6 Ave.  S.W. 

Ph.  (403)  264-5253  Fax:  261  -2865 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Howard  T.  Maries; 

Vice-Pres.,  Wayne  W.  Hesse. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 

Type  of  Service:  Oil  and  gas  technologies. 

No.  of  Employees  in  Canada:  4. 

Martin  Decker/Totco 

Main  Office:  Calgary,  AB.  T2A  6K4. 15,  2916  - 5 Ave.  N.E. 

Ph.  (403)  569-2050 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Field,  Doug  Ozar  (569-2062); 

SIs.Rep.,  Dan  Moran  (569-2050). 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1983).  Private. 

Affiliations: 

Parent  Company:  Varco  International. 

Type  of  Services  & Supplies:  Sales,  rentals  and  service  of  oilfield 
instrumentation.  The  NEW  TOTAL  VXC  DATA,  unmanned  computer 
assisted  mud  logging,  drilling  fluid,  data  monitoring  with 
communications  systems.  Gas  detection,  methane  and  H^S.  Drift 
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recorders,  weight  indicators,  drilling  fluid  gauges,  pressure  gauges, 
joint  torque  systems,  RPM  meter  systems,  SPM  meter  systems, 
driller’s  consoles,  crane  load  systems,  depthometers,  drilling  recorders, 
circular  recorders,  gain/loss  indicators,  pump  stroke  counters,  tach 
generators,  temperature  sensors,  pit  volume  sensors,  trip  flo-alert 
systems,  deadline  anchors,  flow  recording  systems.  Ton  mile  indicator, 
auto-driller,  block  control  system,  DRILLOFF  application  software, 
VIP+  (PLUS)  engineering  and  geological  software,  coil  tubing  data 
systems.  Drilling  chokes  lOkPSI.  Associated  divisions:  Shaffer, 
VARCO  Drilling  Systems. 

No.  of  Employees  in  Canada:  18. 

Martin  Petroleum  & Associates 

Main  Office;  Calgary,  AB.  T2P  3E8.  500,  808  - 4 Ave.  S.W. 

Ph.  (403)  264-5379  Fax:  262-3589. 

Officers  & Key  Personnel  at  this  location: 

Partner,  John  Hewitt; 

Partner,  Ian  Martin. 

Type  of  Consulting:  Reservoir  engineering  consulting,  oil  and  gas 
property  evaluations. 

No.  of  Employees  in  Canada:  10. 

Marubeni  Tubulars  Canada  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2V7.  3060, 205  - 5 Ave.  S.W. 
Ph.(403)261-2626  Fax:263-8100 

Officers  & Key  Personnel  at  this  location: 

Pres.,  K.  Ejiri; 

Agent  Sales,  Wayne  Deschamps; 

Banking  Connections:  Canadian  Imperial  Bank  of  Commerce, 

Fuji  Bank  of  Canada. 

Incorporation:  Alberta  (1992).  Private. 

Affiliations: 

Marubeni  Tubulars  Inc. 

Type  of  Services  & Supplies:  Seamless  and  ERW  standard  pipe, 
OCTG,  line  pipe,  specialty  tube  for  energy  processing  facilities,  coiled 
tubing,  weld-fittings,  valves  and  piling  pipe.  International  marketing 
and  financing,  import  and  export  of  services  and  technology  for  oil  and 
gas  industry. 

Mason  Tools  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2S1 . 4648  Eleniak  Rd. 

Ph.  (403)  440-4220  Fax:  469-8054 
Officers  & Key  Personnel  at  this  location: 

Pres.,  LC.  Mason; 

Vice-Pres.,  Bradley  Mason; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1989).  Private. 

Affiliations: 

Canada  Coating  Co.,  L.P.M.  Machines. 

Type  of  Services  & Supplies:  Rental  and  service  of  downhole  drilling 
tools. 

No.  of  Employees  in  Canada:  25. 

Master  Flo  Valve  Inc. 

A Subsidiary  of  Stream-Flo  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2H6. 4910  - 74  Ave. 

Ph.  (403)  468-4433  Fax:  469-9853 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Gen.Mgr.,  Richard  Cove; 

Vice-Pres.  Mktg.,  Mark  McNeill; 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1979).  Private. 

Affiliations: 

Stream-Flo  Industries  Ltd. 

Type  of  Services  & Supplies:  Manufacturing,  sales  and  service. 
Master  Flo  production  chokes  - 1/2"  to  6".  Master  Flo  drilling  chokes. 
Master  Flo  control  valves,  Master  Flo  pig  ball  valves  2"  to  6". 

No.  of  Employees  in  Canada:  43. 

MasterKote  A Division  of  Milcorp 
Industries  Limited 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  670, 2205  - 9 St. 

Ph.  (403)  955-2466  Fax:  955-3372 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Dennis  G.  Miller; 

Vice-Pres.,  Gen.Mgr.,  Arden  Banasch; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  internal  and  external  coating  of  oilfield 
tubulars,  potable  water  pipe  systems,  fabricated  pipe,  spooling  and 
vessels,  etc.  Plant  located  at  2205  - 9 St.,  Nisku,  Alta.  Member  of 
Petroleum  Services  Association  of  Canada  since  1984. 

No.  of  Employees  in  Canada:  15. 


Matt's  Manufacturing  Inc. 

Main  Office:  Calgary,  AB.  T2P  2G6.  8512  ■ 44  St.  S.E.  P.O.  Bo 
18,  Site  4,  R.R.5. 

Ph.(403)279-9353  Fax:236-1535 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Matt  Plesa; 

Gen.  Mgr.,  Steve  Buconsic. 

Type  of  Services  & Supplies:  Custom  manufacturing  of  oil,  minir 
agricultural  etc.,  equipment.  Complete  turnkey  units  and  desic 
repair,  welding,  brazing  and  silver  soldering,  punching,  nibbling,  he 
treating,  full  line  of  machining  including  NC-machining,  hard  surfacir 
etc.  Wireline,  logging  and  perforating  units  on  truck  chassis,  trailer 
skid;  service  workover  rig,  swab  units,  hot  oil  units,  grease  injecto 
lubricator  portable,  solid  line,  braided  line,  conductor  line,  measuri 
head,  drawworks,  diesel/gas  power  packs,  hydrodrive  generate 
diesel/gas-powered  generators,  power  dividers  and  reduce 
construction  equipment,  etc. 

Maverick  Supply  Ltd. 

Main  Office:  Calgary,  AB.  T1Y  1P5.  (Sales  Office)  120  Whitevir 
Rd.N.E. 

Ph.  (403)  285-9789  Fax:  285-2836 

Officers  & Key  Personnei  at  this  location: 

Pres.,  Allan  Brandon. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  (1991).  Private. 

Co.  Registered  In:  Alberta  (1991). 

Type  of  Services  & Supplies:  Oilfield  service  and  supplies  and  li: 
industrial.  Pipe,  valves,  fittings;  fasteners  (bolts  and  nuts). 

No.  of  Employees  in  Canada:  8. 

Maxim  Blasting  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2V  2P2. 104  Cherovan  Dr.  S.W. 

Ph.  (403)  253-3475 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ted  Maxim; 

Supvr.  Drig.,  George  Olivier  (249-5225). 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1961).  Private. 

T ype  of  Services  & Supplies:  Drilling  and  blasting,  (wellsite,  pipeli 
sumps  - roads). 

No.  of  Employees  in  Canada:  9. 

McAllister  Petroleum  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2T5.  7920  - 42  St.  S.E. 

Ph.  (403)  279-9300  Fax:  279-9220 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Norman  McAllister; 

Optns.Mgr.,  Todd  McAllister. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1980).  Private. 

Co.  Registered  In:  Alberta  (1980),  British  Columbia  (1980), 
Saskatchewan  (1980), 

Affiliations: 

C.A.  White  Wireline  Services  Inc. 

Type  of  Services  & Supplies:  Drillstem  testing,  electronic  surf< 
subsurface  temperature/pressure  recording,  fully  Integra 
engineering,  design  and  manufacture  of  inflatable  and  electrr 
testing  and  production  equipment.  Horizontal  completion  design 
engineering  and  equipment  manufacturing.  Open  and  cased  f 
inflatable  and  conventional  drillstem  testing  tools,  inflatable  anni 
casing  and  tubing  packers,  inflatable  production  packers 
associated  equipment,  electronic  surface  and  subsurface  temperat 
pressure  memory  recorders,  permanent  surface  and  subsurf 
electronic  temperature/pressure  monitoring  systems  and  associi 
software. 

No.  of  Employees  in  Canada:  68. 

G.C.  McCaffrey  & Associates  Ltd. 

Main  Office:  Calgary,  AB.  T2X  1S3. 145,  251  Midpark  Blvd.  S 

Ph.(403)949-3987  Fax:949-2183 

Toll  Free:  (800)  563-8710 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen.Mgr.,  G.C.  (Mac)  McCaffrey; 

Sec-Treas.,  Barbara  McCaffrey. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta  (1980). 

!.l 
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Company  Profiles 


le  of  Services  & Supplies:  Marketing  consulting.  Market 
;itification,  feasibility  studies,  product  introduction.  Domestic  and 
rnational.  Extruded  headers,  tees,  launchers/receivers.  Ferrules 
' thermowells  - pipe  fabrication,  alloy,  stainless  and  heavy  wall 
)on  steel,  polyethylene  identification  and  barricade  tapes, 
of  Employees  in  Canada:  2. 

:Combie  Bit  and  Supply  Ltd. 

n Office:  Edmonton,  AB.  T6H  1G3. 1 1248  - 59  Ave. 

1(403)  435-2235 

cers  & Key  Personnel  at  this  location: 
c.Otf.,  Don  McCombie; 

.Export,  Marilyn  McCombie. 

'6  of  Services  & Supplies:  Oilfield  drilling  bits. 

fCoy  Bros.  Group 

n Office:  Edmonton,  AB.  T5M  2V2. 14820  - 112  Ave. 

(403)  454-8661  Fax:  455-2432 
cers  & Key  Personnel  at  this  location: 

T.D.  (Terry)  McCoy; 

!-Pres.Mktg.,  Dennis  McCoy. 

B of  Services  & Supplies:  Axle  and  heavy  duty  spring  manufacturer, 
tom  machining  and  heavy  duty  automotive  service  of  vehicles, 
rmotive  truck  and  trailer  parts. 

Ginnis  Rathole  Drilling  Co.  Ltd. 

Office:  Calgary,  AB.  T2R  1L9.  600,  333-  11  Ave.  S.W. 

[403)  264-0800  Fax:  237-5378 
bers  & Key  Personnel  at  this  location: 
i.,  Duane  McGinnis; 
j-Pres.,  James  King; 

1 Banking  Connection:  Canadian  Western  Bank. 

Irporation:  Alberta  (1981).  Private. 

^ of  Services  & Supplies:  Conductor  hole  drilling  (rat  hole  and 
;se  hole).  Conductor  pipe,  cellers  and  drain  line,  etc. 
of  Employees  in  Canada:  24. 

|Gregor  Construction  Ltd. 

1 Office:  Edmonton,  AB.  T6E  0E7.  9925  - 62  Ave. 

;403)  437-1340 

;ers  & Key  Personnel  at  this  location: 

!.,  A.D.  McGregor; 

I .Mgr.,  A.W.  Plato,  P.Eng.  (430-6760); 

) Banking  Connection:  Canadian  Imperial  Bank  of 
.merce. 

irporation:  Alberta  (1981).  Private, 
iations: 

Inac  Holdings  Ltd. 

p of  Service:  Design,  supply  and  install:  electrical  power  lines 
ding  overhead  wood  pole  and  underground  construction;  electrical 
Itations,  communication  lines  and  anchorsystems.  All  high  voltage 
er  line  hardware  and  insulation, 
bf  Employees  in  Canada:  100. 

Gregor  Filtering  Equipment  (1974)  Ltd. 

i Office:  Calgary,  AB.  T2H  0R5. 119-62  Ave.  S.E. 

403)  253-3353  Fax:  252-5947 
fers  §c  Key  Personnel  at  this  location: 

.,  Gen. Mgr.,  Alan  A.  Johnson; 

; Purch.,  Slsmn.  Inside  Sis.,  L.H.  Kohlruss. 

I Banking  Connection:  Royal  Bank  of  Canada, 
rporation:  Alberta  (1974).  Private, 
i of  Services  & Supplies:  Engineered  filtration  and  fueling 
)ms.  Distributors  of  filters  and  filter  elements.  “Renu”  air  filter 
ling.  Filters  and  filter  elements  for  all  types  of  industry;  air,  oil,  fuel, 
ir,  gases  and  solutions.  Descaling  compounds.  Air  intake 
eaners.  Engine  shutdown  systems. 

■)f  Employees  in  Canada;  6. 

K Telecommunications  Inc. 

Office:  Calgary,  AB.  T3B  5M5. 130  Bowness  Centre  N.W. 

403)  247-9777  Fax:  247-9078 

ers  & Key  Personnel  at  this  location: 

:,  Cal  Manz; 

,Sls.&  Mktg.,  Wayne  Leibel. 
i Banking  Connection;  Toronto-Dominion  Bank. 

Registered  In:  Alberta  (1989). 

)f  Employees  in  Canada:  20. 

Leay  Geological  Consultants  (1986)  Ltd. 

I Office:  Calgary,  AB.  T2E  6M9. 1 1 61  - 40  Ave.  N.E. 

!t03)  250-1806  Fax:250-3467 

brs  & Key  Personnel  at  this  location: 

W.R.  Jones. 


Type  of  Consulting:  Wellsite  geological  consulting  along  with 
engineeringwellsitesupervision,  drilling  engineering,  completionsand 
workovers,  log  analysis,  petrophysical  and  geological  evaluations  and 
studies. 

No.  of  Employees  in  Canada:  15. 

M&DPipe  Sales  (1980)  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2V8.  6515  - 34  St, 

Ph.  (403)  465-0671  Fax:  465-2367 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Raymond  G.  Flanagan; 

Vice-Pres.,  L,  Necula. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta.  Private, 

Type  of  Services  & Supplies;  Purchase  and  sale  of  oilfield  pipe  and 
equipment  (new  and  used).  Tubular  goods  and  alleged  requirements 
in  oilfield  work. 

No.  of  Employees  in  Canada:  9. 

M & D Twin  Well  Servicing  Ltd. 

Main  Office:  Edmonton,  AB.  T5V  1B2. 16020  - 121 A Ave, 

Ph,  (403)  452-3744 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Peter  Landry. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1987),  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Lanco  Well  Services  Ltd. 

Type  of  Equipment;  Rig  7 Mainland  140,000  ibs. 

No.  of  Employees  in  Canada:  5. 

Medicine  Hat  Machine  Works  (1977)  Ltd. 

Main  Office:  Medicine  Hat,  AB.  T1A  7N3.  Box  1411. 
Ph.(403)526-2975  Fax:529-1269 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Ron  Fedosa. 

Type  of  Services  & Supplies:  Rebuilt  engines,  machinists,  parts 
for  natural  gas  engines. 

Mendelssohn-Commercial  Div.  Livingston 
International  Inc. 

Main  Office:  Edmonton,  AB.  T5J  3H1, 2460, 10123  - 99  St. 

Ph,  (403)  421  -7801  Fax;  424-3470 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Lome  Lopatka. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Quebec.  Private. 

Affiliations: 

Livingston  international  Inc. 

Type  of  Services  & Supplies:  Customs  brokerage,  trade  show 
services. 

No.  of  Employees  in  Canada:  1,500, 

Mentor  Engineering  Inc. 

Main  Office:  Calgary,  AB.  T2N  2A1 . 503,  609  - 14  St.  N.W. 

Ph.  (403)  283-6763  Fax:  283-6749 
Officers  & Key  Personnel  at  this  location: 

Owner,  Eng.,  Steve  Hickle; 

Rep.  Mktg.,  Michael  Koebel. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1988).  Private. 

Co.  Registered  In:  Alberta  (1988). 

Type  of  Services  & Supplies:  Remote  alarm  monitoring  and  control 
systems,  SCADA  Systems  and  mobile  data  equipment. 

No.  of  Employees  in  Canada:  7. 

Meridian  Specialties  Inc. 

Main  Office:  Edmonton,  AB.  T6E  4M9. 6308  Davies  Rd. 

Ph.  (403)  468-71 61  Fax:  469-6407 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Louis  Fradette; 

SIs.Mgr.,  Terry  Tanguay. 

Main  Banking  Connection:  Royal  Bank  of  Canada, 
incorporation:  Alberta  (1979).  Private. 

Co.  Registered  In:  Alberta  (1979). 

Type  of  Services  & Supplies:  A quality-oriented  supplier  of  valves, 
fittings  and  piping  products  to  the  resource  industries.  Our  value  added 
services  include  creative  solutions  to  problems,  innovative  product 
application,  and  sourcing  hard-to-find  products. 

No.  of  Employees  in  Canada:  30. 


Mettron  Proving  & Calibration  Service 

(1984)  Ltd. 

Main  Office:  Calgary,  AB.  T2P  1H7,  806,  805  - 8 Ave.  S.W. 

Ph.  (403)  262-4217 

After  Hours:  (403)  938-8128 

Officers  & Key  Personnel  at  this  location: 

Pres.,  R.J.  Westmore; 

Mgr.,  H.H.  Westmore. 

Main  Banking  Connection;  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1964).  Private, 

Co.  Registered  In:  Alberta  (1964). 

Type  of  Services  & Supplies:  Impartial,  third  party,  proving  of  liquid, 
PD  meters  on:  crude  oil,  LACT,  Condensate,  LPG,  utilizing  highspeed 
portable,  bidirectional  pipe  provers,  without  interrupting  flow  or  altering 
conditions.  Truck-mounted  bi-directional  pipe  prover  units  (Esso- 
Prover),  Flow  rates:  No.1  -4  to  200  m^phat  working  pressure  of  1800 
KPA;  No.2  - 2 to  1 1 0 m^ph  at  working  pressure  of  4400  KPA;  No,3  - 2 
to  220  m®ph  at  working  pressure  of  7000  KPA;  No,4  - 2 to  200  m^ph  at 
working  pressure  of  4400  KPA. 

No.  of  Employees  in  Canada:  4. 

Mi  Casa  Rentals  Inc. 

Main  Office:  Calgary,  AB.  T2P  3J4. 1 1 80, 700  ■ 4 Ave.  S.W. 

Ph.  (403)  262-2288  Fax;  266-3810 
Officers  & Key  Personnel  at  this  location; 

Pres.,  Dan  Dane; 

Vice-Pres.,  Lyle  Schultz; 

Main  Banking  Connection:  Canadian  Western  Bank. 
Incorporation:  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993). 

Type  of  Services  & Supplies:  Wellsite  trailers  rental  for  drilling  and 
completion  supervisors,  directional  drillers  and  horizontal  drillers. 
Trailers  10’x44',  12’x44',  12’x48'  and  12’x52‘, 

i-l  Drilling  Fluids  Canada,  Inc. 

Main  Office:  Calgary,  AB.  T2P  1C2.  800,  304  - 8 Ave.  S.W, 

Ph,  (403)  290-5300  Fax:  290-5323 
Officers  & Key  Personnel  at  this  location; 

Pres.,  Ihor  Mazuryk; 

SIs.Mgr,,  Darrell  Graham  (290-5331); 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Canada  (1986).  Partnership. 

Co.  Registered  in:  Canada  (1986). 

Affiliations: 

Halliburton  Company,  Smith  international,  Inc. 

Type  of  Services  & Supplies:  Drilling  mud,  workover  and  completion 
fluids,  sales,  engineering  and  service.  Drilling  mud  additives  and 
engineering  service. 

No.  of  Employees  in  Canada:  70. 

Micro  Industries  (Alberta)  Ltd. 

Main  Office;  Edmonton,  AB.  T6H  2L8. 7003  - 104  St. 

Ph.  (403)  437-0326  Fax:  437-0328 
Officers  & Key  Personnel  at  this  location: 

Optns.Mgr.,  John  Ferrier; 

Shop  Supt.,  Ken  Robbins, 

Type  of  Services  & Supplies;  CNC  production  machine  shop,  custom 
precision  machining,  grinding,  thermowells. 

No.  of  Employees  in  Canada:  12. 

Mid  Western  Machine  Works  (1987)  Inc. 

Main  Office:  Calgary,  AB.  T2C  2Y5, 7715  ■ 46  St,  S.E, 

Ph.  (403)  279-0727  Fax:  279-0729 
Officers  & Key  Personnel  at  this  location: 

Rep. Machining  Req.,  Tony  Gramblicks; 

Rep.Lubrication  Req.,  Roger  Davis. 

Type  of  Services  & Supplies:  Machine  shop  - repair  of  gas  plant 
equipment,  metailizing.  Supply  and  install  lubricating  equipment. 

Midfield  Supply  Ltd. 

Main  Office:  Brooks,  AB.  T1 R 1 Cl . Box  1 237. 

Ph.  (403)  362-3800  Fax:  362-6762 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Dan  Endersby; 

Sec-Treas.,  Mgr.,  Gary  Koleyak. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1987).  Private. 

Type  of  Services  & Supplies:  Bottom  hole  pump,  engine  and 
miscellaneous  oilfield  equipment  repair.  Pipe,  valves  and  fittings, 
Kubota  engines,  sucker  rods  and  bottom  hole  pumps,  casing  and 
tubing,  fire  retardant  ciothing. 

No.  of  Empioyees  in  Canada:  55. 

iid-Pem  Contracting  Ltd. 

Main  Office:  Drayton  Valley,  AB.  TOE  OMO.  Box  6848. 

Ph.(403)  727-2142 
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Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  Yurkiewich: 

Sec-Treas.,  Antoinette  Yurkiewich. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1979).  Private. 

Type  of  Services  & Supplies:  Lease  preparation,  lease  clean-up, 
road  construction,  excavating  and  heavy  equipment  hauling.  Heavy 
equipment. 

No.  of  Employees  in  Canada:  24. 

Midwest  Surveys  Inc. 

Main  Office:  Calgary,  AB.  T3C  OKI . 1 71 1 - 1 0 Ave.  S.W. 

Ph.  (403)  244-7471  Fax;  244-2466 
Officers  & Key  Personnel  at  this  location: 

Br.Mgr.,  J.G.  Halliday,  A.L.S.; 

Rep.  Mktg.,  J.S.  Spurrier; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Private. 

Type  of  Services  & Supplies:  Over  45  years  proven  experience  in 
Western  Canada,  N.W.T.  and  Arctic  survey  assignments.  Specializing 
in  oilfield  surveys  and  pipeline  route  selection  and  right  of  way 
surveys. 

No.  of  Employees  in  Canada:  100. 

Mighty  Peace  Well  Operators  Ltd 

Main  Office:  Rycroft,  AB.  TOH  3A0.  Box  408. 

Ph.  (403)  765-3857  Fax:  765-3620 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Larry  Blonski; 

Supt.  Optns.,  Jim  Boomgaarden. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1984). 

Company  Directors:  Larry  Blonski. 

Type  of  Services  & Supplies:  Contract  gas  and  oil  well  operators. 
No.  of  Employees  in  Canada:  34. 

Milco  Machining  & Manufacturing 

Main  Office:  Edmonton,  AB.  T6E  0V7. 9924  - 70  Ave. 

Ph.  (403)  439-5960  Fax:  439-5960 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Ivan  Millicevic. 

Type  of  Services  & Supplies:  Custom  machining;  oil  and  gas 
equipment,  moulds  and  dies. 

Milcorp  Industries  Limited 

Main  Office:  Nisku,  AB.  TOC  2G0.  2201  - 9 St. 

Mailing  address:  Nisku,  AB.  TOC  2G0.  Box  670. 

Ph.  (403)  955-2266  Fax:  955-3372 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Dennis  G.  Miller; 

Vice-Pres.  Fin.S  Admin.,  B.G.  Wasney. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Saskatchewan, 
Northwest  Territories. 

Affiliations: 

MasterKote  A Division  of  Milcorp  Industries  Limited,  Miller  Oilfield 
Hauling,  Superior  Inspection  Services. 

Type  of  Services  & Supplies:  Diversified  oilfield  services  including 
transportation,  pipe  inspection,  industrial  and  oilfield  coatings,  pipe 
storage  and  handling,  OCTG  materials  management.  Real  estate 
holdings  and  developments.  Member  of  Petroleum  Services 
Association  of  Canada  since  1984. 

No.  of  Employees  in  Canada:  80. 

Milepost  Manufacturing  Inc. 

Main  Office:  St.  Albert,  AB.  T8N  1M9.  R.R.  2. 

Ph.  (403)  459-1 030  Fax:  458-6377 
Officers  & Key  Personnel  at  this  location: 

Dir.  Mktg.,  Kelly  Pratt: 

Optns.Mgr.,  Dwayne  Bendfeld: 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Milepost  Oilfield  Services  Ltd. 

Type  of  Services  & Supplies:  Manufacturing  of  containment  systems. 
Portable  concrete  dike  systems,  above-ground  containment  system, 
waste-oil  tanks. 

No.  of  Employees  in  Canada:  20. 


Millard  Oilfield  Services  (91)  Ltd. 

Main  Office:  Medicine  Hat,  AB.  1356  Brier  Park  Way  N.W. 

Mailing  address:  Medicine  Hat,  AB.  T1A  7G1.  Box  353. 

Ph.  (403)  527-6235 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Raymond  Christman; 

Dir.,  Clyde  Moch. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1991).  Private. 

Co.  Registered  In:  Alberta  (1991). 

Type  of  Services  & Supplies:  Oilwell  sen/icing  company. 

No.  of  Employees  in  Canada:  23. 

Bob  Miller  Oil  Services  Ltd. 

Main  Office:  Airdrie,  AB.  T4B  2B6.  Box  3338. 

Ph.  (403)  948-5516 

Officers  & Key  Personnel  at  this  location: 

Pres.,  R.B.  Miller; 

Sec-Treas.,  Ruby  Miller. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1962).  Private. 

Co.  Registered  In:  Alberta  (1962). 

Type  of  Equipment:  Pressure  pump  trucks,  5000  and  7000  psi. 
Chemical  sales  and  tank  rentals. 

No.  of  Employees  in  Canada:  6. 

Millway  Industries  Ltd. 

Main  Office:  Calgary,  AB.  T2G  4X4. 1 155B  - 44  Ave.  S.E. 

Ph.  (403)  287-2430  Fax:  243-8748 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  John  Conway; 

Export  Mgr.,  Al  MacMillan. 

Type  of  Services  & Supplies:  Wellhead  equipment:  pipeline 
flanges;  spindles;  brak  drums;  pumpjack  parts;  downhole  tools: 
valves;  trailer  parts. 

Milne  & Craighead,  Inc. 

Main  Office:  Calgary,  AB.  T2P  0H3. 19  FI.,  112  - 4 Ave.  S.W. 

Ph.  (403)  263-7856  Fax:  266-2956 
Officers  & Key  Personnel  at  this  location: 

Dir.,  Inti.  Bus.  Dev.,  Alan  R.  Phillips; 

Western  Div.  Cons.  Mgr.,  David  Bosse. 

Type  of  Services  & Supplies:  Milne  & Craighead,  Inc,  Is  a 
professional  services  corporation  engaged  in  international  import 
and  export  brokerage,  air  and  ocean  freight  forwarding, 
transportation  and  distribution  logistics,  cargo  insurance, 
information  technology  and  consulting  services  on  trade,  duty  and 
commodity  tax  matters. 

Mimco  Enterprises  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7L8.  291 5B  - 15  St.  N.E. 

Ph.  (403)  250-5322  Fax:  250-5364 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Milan  Marie; 

Vice-Pres.,  Ivan  Kulas. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1977).  Private. 

Co.  Registered  In:  Alberta  (1977). 

Type  of  Services  & Supplies:  Manufacture  and  repairs  of  oil,  gas 
and  construction  of  drilling  and  testing  equipment. 

No.  of  Employees  in  Canada:  33. 

Mission  Mud  Control  (1988)  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3K7.  800,  665  - 8 St.  S.W. 
Ph.(403)263-0160  Fax:233-7996 

Officers  & Key  Personnel  at  this  location: 

Pres.,  UdoZeidler; 

Vice-Pres,,  Randy  Beebe. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1988).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Service  and  sale  of  drilling  mud 
materials  and  systems.  Chemical  additives  tor  drilling  fluid  systems. 

M&J  Oilfield  Services  Co.  Ltd. 

Main  Office:  Provost,  AB.  TOB  3S0.  Box  523. 

Ph.  (403)  753-2731  Fax:  753-6061 
Officers  & Key  Personnel  at  this  location: 

Owner,  John  Sullivan  (753-6461); 

Owner,  Marvin  Sullivan  (753-6358). 

Main  Banking  Connection:  Border  Credit  Union  Limited. 
Incorporation:  Alberta  (1984).  Private. 

Co.  Registered  In:  Alberta. 


Type  of  Services  & Supplies:  Crude  oil  tankers:  4 - 8000  gallons 
- 6000  gallons,  4 - 3600  gallons. 

No.  of  Employees  in  Canada:  19. 

MJ  Systems 

Main  Office:  Calgary,  AB.  T3C  0K6. 2410  - 10  Ave.  S.W. 

Ph.  (403)  249-8931 

Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Peter  J.  Weston; 

Mgr.  Products,  William  F.  Brock. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Private. 

T ype  of  Services  & Supplies:  North  American  well  logs  and  well  d; 
on  microfiche.  Industry  leader  in  custom  microfilm  services.  Machi 
assisted  tracing  (MAT)  for  state  of  the  art  oil  well  log  digitizing.  Ras 
Image  well  logsformated  to  runon  DOS,  UNIXor  Macintosh  compute 
Display  software  to  import  Raster  Image  well  logs  for  correlati 
purposes  or  cross-section  building.  Scanning  conversion  services 
Optical  Media,  systems  analysis  and  design. 

No.  of  Employees  in  Canada:  55. 

MLM  Ground-Water  Engineering  Ltd. 

Main  Office:  St.  Albert,  AB.  T8N  2K5. 31  Brunswick  Cres. 

Ph.  (403)  458-8383  Fax;  460-7694. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Allan  Lissey. 

Type  of  Consulting:  Hydrogeological  consulting  services  pertaini 
to  oilfield  and  industrial  water  supply,  dewatering  and  subsurfr 
contaiminant  control  and  monitoring. 

No.  of  Employees  in  Canada:  4. 

Monument  Machine  Shop  Ltd. 

Main  Office:  Calgary,  AB.  T2G  3K9. 2004  Alyth  PI.  S.E. 
Ph.(403)269-8212  Fax;  265-6808 
Officers  & Key  Personnel  at  this  location: 

Contact,  R.J.  Lowe: 

Contact,  Dale  Buchanan. 

Type  of  Services  & Supplies:  Well  drilling  rig  parts,  drill  subs. 

Moonshine  Welding  Ltd. 

Main  Office:  Grande  Prairie,  AB.  T8V 1K2. 10213  - 106  Avenu 
Ph.  (403)  539-0651 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Terry  Wilson. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1980).  Private. 

Type  of  Services  & Supplies:  Shop  and  portable  welding  for  drill 
and  associated  businesses. 

Moore’s  Industrial  Service  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6T4. 5,  2320  - 32  Avenue  N.E. 
Ph.(403)291-0886  Fax;  291 -0937 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ron  Moore. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1967).  Private. 

Type  of  Services  & Supplies:  Engine  machining  services  for  die 
to  natural  gas  engines.  Hard  chrome  plating.  Engine  parts  for  die 
engines. 

No.  of  Employees  in  Canada:  50. 

Moss  Fabrication  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2C9.  4,  6613  - 44  St.  S.E. 
Ph.(403)279-4950  Fax:236-4185 

Officers  & Key  Personnel  at  this  location: 

Contact,  Ken  Mostowich. 

TypeofServices&Supplies:Pressurevesselsandpiping,wellhi 
separator  and  meter  packages,  manifold/battery  packages,  test  sate 
skids,  line  heaters,  gas  boots,  fuel  gas  scrubbers  and  filters,  mr 
runs,  flare  stacks,  pump  skid  packages,  spectacle  blinds. 

Mountain  Mobile  Communications  Ltd. 

Main  Office:  Grande  Prairie,  AB.  T8V  4H8. 12426  - 100  St. 

Ph.  (403)  539-6086  Fax:  539-9905 
Alberta  Only  - Toll  Free:  (800)  661-2574 
Officers  & Key  Personnel  at  this  location: 

D.W.  Bancesco; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1979).  Private. 

Co.  Registered  In:  Alberta  (1979). 

Affiliations: 

G.P.  Background  Music. 
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Company  Profiles 


)e  of  Services  & Supplies:  Sales,  service,  rentals  - commercial 
ctronic  equipment,  radio,  alarm,  telephone,  telecontrol,  security, 
jnd.  Communication  systems,  fire  alarm  systems, 
ircommunication  equipment  - systems  and  service,  mobile  radios, 
bile  telephone  equipment,  radio  communication  equipment  and 
terns,  security  systems,  television  systems  and  equipment  - closed 
uit,  voice  security  devices, 
of  Employees  in  Canada:  9. 

juntain  Rig  & Equipment 

ision  of  281586  Alberta  Ltd. 
n Office:  Edmonton,  AB.  T6B  0E5.  471 1 - 82  Ave. 
(403)468-1637  Fax:468-1753 

leers  & Key  Personnel  at  this  location: 

s.,  Hank  Buttner; 
ch.Agent,  Ron  Buttner. 

in  Banking  Connection:  Canadian  Imperial  Bank  of 
nmerce. 

brporation:  Alberta  (1982).  Private, 
e of  Services  & Supplies:  We  are  a Canadian  manufacturer  of 
1 service  and  drilling  rigs.  We  also  do  all  service  and  repair  on  rigs, 
of  Employees  in  Canada:  15. 

)untain  Well  Servicing 

n Office:  Nisku,  AB.  TOC  2G0.  Box  365, 1904  -4  St. 

(403)  955-8855  Fax:  955-2564 
cers  & Key  Personnel  at  this  location: 

'.Mgr.,  Kai  Kristensen; 
lis.Mgr.,  Lawrence  Fobes. 

'n  Banking  Connection:  Royal  Bank  of  Canada, 
jrrporation:  Alberta  (1983).  Private, 
iations: 

■demere  Industries  Ltd. 

p of  Equipment:  Well  completions  and  workovers.  Rigs. 

;of  Employees  in  Canada:  210. 

)unt-View  Electric  (1983)  Ltd. 

}i  Office:  Calgary,  AB.  T2H  1 XI . Box  5064,  Stn.  A. 
1403)252-7447  Fax:252-1156 

cers  & Key  Personnel  at  this  location: 

d Somoya; 
ohn)  Somoya. 

1 Banking  Connection:  Alberta  Treasury  Branches, 
jrporation:  Alberta.  Private. 

5 of  Services  & Supplies:  Contracting  and  supervision  for  oil,  gas 

t industrial  installations.  Start-up,  testing  and  commissioning 
tance  and  circuit  design.  Custom  built  electrical,  pneumatic  and 
lulic  control  panels. 

>f  Employees  in  Canada:  10. 

wv-Tech  Ltd. 

^ Office:  Edmonton,  AB.  T5S  1K8. 10704  - 181  St. 

403)484-6356  Fax:484-9413 

pree:  (800)  661-6061 

fers  & Key  Personnel  at  this  location: 

|.,  R.J.  Clissold; 
iTreas..  M.L.  Clissold. 

\ Banking  Connection:  Toronto-Dominion  Bank, 
rporation:  Alberta  (1979).  Private. 

ations: 

jogeological  Consultants  Ltd. 

* of  Services  & Supplies:  Groundwater  monitoring  equipment  - 
i,  rentals,  service:  before  and  after  testing  for  oilfield  drilling 
|ties.  Electric  contact  gauges;  continuous  water-level  monitoring 
jment;  electronic  data  loggers;  electronic  transducers;  mobile 
(•onic  aquifer  testing  unit, 
pf  Employees  in  Canada:  3. 

i Glove  & Safety  Ltd. 

Office:  Edmonton,  AB.  T6E  6A7.  5915  - 91  St. 

403)  466-9660  Fax:  468-5886 
Free:  (800)  661-5379 

ers  & Key  Personnel  at  this  location: 

Mgr.,  Terry  Jones. 

Banking  Connection:  Bank  of  Montreal, 
fporation:  Private, 
iegistered  In:  Alberta  (1981). 
ations: 

It  Company:  McCordick  Glove  Inc. 
f:  Gants  Universals. 

i of  Services  & Supplies:  Complete  line  of  industrial  clothing 
jling:  fire  retardant  clothing,  foot  wear,  gloves,  coveralls,  rainwear 
Oso  safety  equipment  including:  eye,  head  and  face  protection, 
hg  protection,  respiratory  protection,  first-aid  and  fall  arrest 
ment. 

If  Employees  in  Canada:  12. 


Mudeo  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0M2.  920,  540  - 5 Ave.  S.W. 
Ph.(403)269-5359  Fax:262-1547 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dan  Nixon; 

Gen. Mgr.,  Bruce  Eckford; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1967).  Private. 

Type  of  Services  & Supplies:  Drilling  fluid  products  and  services. 

No.  of  Employees  in  Canada:  10. 

Mudtech  - A Division  of  Cantech  Fluid 
Systems  Ltd. 

Main  Office:  Calgary,  AB.  T2P  1X5.  2005,  505  - 6 St.  S.W. 
Ph.(403)  261-5055 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Conrad  Delorme; 

Sec-Treas.,  Bob  Merkley. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  (1981).  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Saskatchewan. 

Affiliations: 

Cantech  Fluid  Systems  Ltd. 

Type  of  Services  & Supplies:  Sales  and  service  of  drilling  and 
completion  fluids.  Mud  and  chemicals  products. 

No.  of  Employees  in  Canada:  4. 

Muis  Controls  Ltd. 

Main  Office:  Edmonton,  AB.  T5L  3H5. 14312  - 128  Ave. 
Ph.(403)453-5184  Fax:454-8995 

Western  Cda.  Toll  Free:  (800)  661-8823 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Bill  Muis; 

Sec.,  Sis. Rep.,  Flo  Putnam; 

Main  Banking  Connection:  Christian  Credit  Union  Ltd, 
Incorporation:  (1981).  Private. 

Co.  Registered  In:  Alberta  (1981). 

Type  of  Services  & Supplies:  Process  controls  and  instrumentation 
sales  and  service.  Flow  meters,  solenoid  valves,  pressure  and 
temperature  switches,  valve  actuators,  liquid  level  indicators  and 
switches,  control  valves,  pneumatic  controllers,  electronic  controllers, 
dew  point  meters  and  hygrometers,  metering  pumps,  chlorinators, 
combustion  analyzers,  flue  gas  analyzers,  steam  generator  controls, 
steam  control  valves. 

No.  of  Employees  in  Canada:  5. 

Munro  Garrett  International 

(Formerly:Munro  Engineering  Inc.) 

Main  Office:  Calgary,  AB.  T2P  4G8. 2200, 645  - 7 Ave.  S.W. 

Ph.  (403)  263-0070  Fax:  262-1 929 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Frank  McMordie; 

Vice-Pres,,  Mgr.  Dev,,  Grant  J.  Genereux. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta.  Private. 

Affiliations: 

Munro  Engineering  Ltd. 

Type  of  Services  & Supplies:  Drilling,  Completions/Workover,  and 
Production  database  systems  as  well  as  a full  suite  of  production 
forecasting,  economic  evaluations  and  reserves  management  systems 
currently  provide  world  leading  domestic  and  international  solutions. 
Integratedtechnicalsolutionsprovide  planning,  monitoring,  and  analysis 
functionality  in  each  technical  discipline.  Geographic  Information 
Systems  (GIS)  products  provide  integrated  solutions  to  mapping,  data 
access,  and  metafile  and  plotting  support  problems  in  a wide  variety  of 
exploration  and  geoscience  applications.  Field  and  office  support  and 
training.  Knowledgeable  and  experienced  staff  on  24  hour  call  to 
support  client  base.  Provide  complete  systems  consulting  services  to 
modify,  customize,  and  co-develop  applications  or  modules  within  any 
of  our  existing  systems.  Products  in  include  DIMS  (Drilling  Information 
Management  System),  WIMS  (Well  Information  Management  System), 
POWAR  (Production  Operator's  Workstation  and  Reporting),  GMS 
(Gas  Management  System),  ARIES  (Advanced  Reserves  Information 
& Evaluation  System);  RMS  (Reserves  Management  System)  and 
ARGUS  (Geographic  Information  System  that  combines  the  best 
features  of  both  EIS  and  GIS  systems). 

No.  of  Employees  in  Canada:  60. 

Nabors  Drilling  Limited 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  55. 

Ph.(403)955-2381  Fax:955-2188 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  Duane  A.  Mather; 

Vice-Pres.,  Warren  Randall; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 


Incorporation:  Canada  (1952).  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Yukon  Territories, 
Northwest  Territories. 

Affiliations: 

Nabors  Industries  Inc. 

Type  of  Service  & Supplies:  Oilwell  drilling  contractor. 

Namco  Machine  & Power  Train  Works  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5Y1. 9145  - 35  Ave. 
Ph.(403)463-5602  Fax:461-2113 

Officers  & Key  Personnel  at  this  iocation: 

Exec.Off.,  Ivan  Vukovic. 

Type  of  Services  & Suppiies:  Drive  Shafts;  gear  boxes;  chain  drives; 
hydraulic  packoff  heads;  blowout  preventer  closers,  hydraulic;  shock 
tools;  rig  components;  custom  machining;  sprockets. 

Naft  Canada  Resources  Ltd. 

Main  Office:  Calgary,  AB.  T3A  4S2.  721  Edgebank  PI.  N.W. 

Ph,  (403)  239-3003 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  Mehron  Taba-Tabai; 

Sec-Treas.,  Mahnaz  Taba-Tabai. 

Main  Banking  Connection:  Canada  Trust  Company. 
Incorporation:  Alberta  (1980).  Private. 

Co.  Registered  In:  Alberta  (1980). 

Type  of  Services  & Suppiies:  Geologicial  wellsite  consulting,  mud 
logging  services.  Well  log  evaluation  and  analysis. 

No.  of  Employees  in  Canada:  2. 

Nardei  Fabricators  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2G6.  Box  14,  Site  1,  R.R.5. 

Ph.  (403)  279-3301  Fax:  279-5871 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  R.  (Bob)  Nardei. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1984).  Private. 

Type  of  Service:  Pipe  fabrication,  skid  packages  and  pressure 
vessels. 

No.  of  Employees  in  Canada:  25. 

Natco  Canada  Ltd. 

Main  Office:  Calgary,  AB.  9423  Shepard  Rd.  S.E. 

Mailing  address:  Calgary,  AB.  T2H  2H3.  Box  850,  Stn.  T. 

Ph.  (403)  236-1850  Fax:  236-0488 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.L  V\/ehmeyer; 

Vice-Pres.  Tech.Optns.,  J.  Crittall. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1948).  Private. 

Type  of  Services  & Supplies:  Design,  fabrication,  installation  and 
service  of  all  types  of  oil  and  gas  production  and  pipeline  equipment. 
Pressure  vessel  and  custom  steel  fabrication  and  gas  processing 
systems.  Rental  and  lease  of  oil  and  gas  equipment,  including  treaters, 
dehydrators  and  separator  packages.  Supplies  include  dual  polarity 
treaters,  Performax  free  water  knockouts  and  treaters,  dehydrators, 
separators,  heaters,  amine  and  process  packages,  Invalco  controls. 
No.  of  Employees  in  Canada:  150. 

National-Oilwell  Canada  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3G6.  2300,  255  - 5 Ave.  S.W. 
Ph.(403)294-4500  Fax:262-9166 

Officers  & Key  Personnel  at  this  location: 

Pres.,  W.M.  Chayka; 

Dir.  Sls.&  Mktg.,  R.l,  Gammie; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Ontario  (1987).  Private. 

Affiliations: 

National-Oilwell. 

Type  of  Services  & Supplies:  Manufacturing,  engineering,  field  and 
shop  services,  field  stocks,  pumps  shops  and  supply  stores.  Complete 
line  of  oilfield  production  and  drilling  equipment  and  supplies  - valves, 
subsurface  pumping  equipment.  Multiplex  pumps  - drilling  machinery 
- tubular  goods,  sucker  rods  - fittings  and  supplies. 

No.  of  Employees  in  Canada:  180. 

National  Petroleum  Show 

Main  Office:  Calgary,  AB.  T2R  1N7.  300,  999  - 8 St,  S.W. 

Ph.(403)244-6111  Fax:245-8666 

Toll  Free:  (800)  387-2446 

Officers  & Key  Personnel  at  this  location: 

Show  Mgr.,  Ward  Brandow. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Trade  show  production.  National 
Petroleum  Show  in  Calgary,  June  1 1 , 1 2, 1 3, 1 996. 
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Nationwide  Safety  Management  and 
Consulting 

Main  Office:  Red  Deer,  AB.  T4R  1 Y4. 25-B  Eastman  Cr. 

Ph.  (403)  340-3056  Fax:  340-3056 

Cellular:  (403)  350-9899 

Officers  & Key  Personnel  at  this  location: 

Owner,  Gen. Mgr.,  James  Galasso. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1992). 

Type  of  Services  & Supplies:  We  provide  safety  training  to  clients 
re:  first  aid,  H^S,  WHMIS,  TDG,  confined  spaces,  defensive  driving, 
loss  control.  Additionally  we  conduct  safety  audits,  inspections, 
industrial  hygiene  evaluations,  sampling,  monitoring  and  complete 
design  development  of  training  manuals. 

Natural  Gas  Exchange  Inc 

Main  Office:  Calgary,  AB.  T2P  3N3. 2810, 140  - 4 Ave.  S.W. 

Ph.  (403)  974-1 700  Fax:  974-1 71 9 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Peter  Krenkel; 

Vice-Pres.  Mktg.,  Doug  Andrews; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993). 

Affiliations: 

Parent  Company:  NGX  Canada  Inc 

Other:  NGX  Financial  Inc.,  Westcoast  Energy  Inc. 

Type  of  Services  & Supplies:  Electronic  gas  trading  services. 

No.  of  Employees  in  Canada:  20. 

Allan  R.  Nelson  Engineering  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  1K2. 17510-  102  Ave. 

Ph.  (403)  483-3436  Fax:  489-9557 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Allan  R.  Nelson; 

Rep.Tech.Serv.,  Flal  Seitz. 

Type  of  Services  & Supplies:  Drilling  and  service  rig  design:  general 
oilfield  structural  and  equipment  design;  oilfield  manufacturing 
programs;  oilfield  machine  shop  design,  repair  and  manufacturing 
procedures;  tool  and  die  design;  oil  hydraulic  and  pneumataics; 
metallurgical  examinations;  welding  procedures;  insurance 
investigations  and  reports;  overhead  equipment,  mast  and  crane 
certifications. 

Neotechnology  Consultants  Ltd. 

Main  Office:  Calgary,  AB.  T2E  8A4.  510, 1701  Centre  St.  N.W. 

Ph.  (403)  277-6688  Fax:  277-6687. 

Officers  & Key  Persotmel  at  this  location: 

Pres.,  Garry  A.  Gregory,  Ph.D.,  P.Eng.; 

Vice-Pres.,  Edward  A.  De  Souza. 

Type  of  Consulting:  Engineering  and  consulting  services  pertaining 
to  oil  and  gas  production  and  transportation;  specializing  in  the 
development,  application  and  marketing  of  engineering  computer 
software. 

No.  of  Employees  in  Canada:  9. 

Neste  Oy 

Main  Office:  Calgary,  AB.  T2P  2Z2. 701 ,324-8  Ave.  S.W. 

Ph.  (403)  299-9760  Fax:  299-9769 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.Crude  Trading,  Dennis  Flansen; 

Mgr.Crude  Oil  Optns.,  Jerry  Nieuwesteeg. 

Type  of  Services  & Supplies:  Marketers  and  transporters  of  crude 
oil  to  major  markets  in  North  America. 

Network  Innovations  Inc. 

Main  Office:  Calgary,  AB.  T2H  2K1. 200,  6025  - 12  St.  S.E. 

Ph.  (403)  640-0550  Fax:  640-0342 
Officers  & Key  Personnel  at  this  location: 

Pres.,  David  DenFlollander; 

CFO,  Tim  Flarkema. 

Type  of  Services  & Supplies:  Telecommunications;Wide  Area 
Networking,  Consulting,  System  Design,  Equipment  Sourcing, 
lnstallation,Training,  Voice/Fax/Data  transmission.  Satellite  Systems, 
Security  Devices.  Microwave  and  Mobile  Radio  Service  Worldwide. 
Satellite  Earth  Stations  and  Portable  Terminals,  Secure  Phone  and 
Fax  Equipment,  Wide  Area  Network  Equipment  and  Services, 
Microwave  and  RF  Equipment  and  Services. 


Newalta  Corporation 

Main  Office:  Calgary,  AB.  T2R  1 L9. 400,  333-  11  Ave.  S.W. 

Ph.  (403)  266-6556  Fax:  265-9034 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Alan  P.  Cadotte; 

Vice-Pres.  Sls.&  Mktg.,  Alan  Swanson; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1980).  Public. 

Co.  Registered  In:  Alberta  (1980). 

Type  of  Services  & Supplies:  Processing  of  crude  oil  emulsions. 
Terminalling  of  clean  oil.  Disposal  of  oilfield  waste  materials. 

No.  of  Employees  in  Canada:  80. 

Newman  Hattersley  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5X7.  9423  - 41  Ave. 

Ph.  (403)  434-8521  Fax:  434-4289 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Guy  Mersereau; 

Mgr.  Mktg.,  Jim  Jones. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1955).  Private. 

Affiliations: 

Tomkin  U.K. 

Type  of  Services  & Supplies:  Supply  valves,  actuators,  and  anti- 
corrosion coating  systems  as  well  as  engineering  assistance.  Nuclear 
and  non-nuclear  bellows  sealed  valves.  Cast  and  DFS  gate  globe  and 
check  valves,  bronze  and  cast  iron  gate  globe  and  check  valves.  Ball 
valves.  SFIIPFIAM  marineandcryogenicvalves.DENSC  anti-corrosion 
coatings.  Millcentric  Eccentric  plug  valves,  pinch  and  diaphragm 
vaives,  butterfly  valves,  P.K.  cast  steel  gate,  globe,  check  valves, 
UFR  forged  and  cast  steel  gate,  globe  and  check  valves. 

No.  of  Employees  in  Canada:  46. 

Nicholson  Micro  Centre  Ltd. 

Main  Office:  Caigary,  AB.  T2P  1X3.  512  - 6 St.  S.W. 

Ph.  (403)  269-4694  Fax:  263-8448 
Alberta  Cniy  Watts  Line:  (800)  561-0493 
Officers  & Key  Personnei  at  this  location: 

Pres.,  James  R.  Nicholson; 

Vice-Pres.,  Kerry  L.  Nicholson; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1969).  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Wholiy  Owned:  Artus  Micrographics  Enterprises. 

Type  of  Services  & Supplies:  Microfilm  specialists  - 1 6mm,  35mm, 
& 105  mm.  Seismic  data,  source  documents,  fiche,  jackets,  blip  and 
coded  for  CAR  systems,  film  duplication.  Mylar,  Blackiine  prefold  and 
roll.  Authorized  reseller  of  Kodak  microfilm  products  and  processing. 
Microfilm  equipment  and  accessories.  Paper  prints  from  film  and  1/0 
system  one  and  two  disks.  Data  storage.  Scanning  from  microfilm, 
microfiche,  aperture  cards  and  paper  to  CD-ROM. 

No.  of  Employees  in  Canada:  16. 

C.O.  Nickle  Publications 

A Division  of  Southam  Information  and  Technology  Group 

Main  Office:  Calgary,  AB.  T2R  1N7,  300,  999  - 8 St.  S.W. 

Ph.(403)244-6111  Fax:245-8666 

Toll  Free:  (800)  387-2446 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.  West,  Ward  Brandow. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta.  Private, 

Affiliations: 

Southam  Information  and  Technology  Group. 

Type  of  Services  & Supplies:  Publishers  of:  Daily  Oil  Bulletin, 
Canadian  Oil  Register,  Energy  Analects,  CAODC  Rig  Locator,  Weekly 
Operator  Report,  Geo-Plat  Bulletin,  Canadian  Energy  Index, 
Regulatory  Times,  Statistics  Quarterly,  and  surveys  related  to  the  oil 
industry.  Immediate  online  delivery  of  the  Daily  Oil  Bulletin  to  your 
computer  for  internal  distribution. 

No.  of  Employees  in  Canada:  30. 

Nickle  Map  Service  Ltd. 

Main  Office:  Calgary,  AB.  T2P  OSS.  401 ,630-  6 Ave.  S.W. 

Ph.  (403)  269-7971  Fax:  265-2065 
Officers  & Key  Personnel  at  this  location: 

Pres,,  Gordon  R.  Belot. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Private, 


Type  of  Services  & Supplies:  A complete  mapping  service  to 
Canadian  and  Alaskan  oil  and  gas  industry.  Land-well-pipeli 
custom  drafting.  Products  manufactured:  maps.  Briefcase  land  offi 
detailed  land  maps,  frontier  P&NG  exploration  maps,  composite  le 
maps,  oil  sands  maps,  contract  land  services. 

No.  of  Employees  in  Canada:  10. 

Nickle’s  Oil  and  Gas  Statistics  Quarterly 

Main  Office:  Calgary,  AB.  T2R  1N7.  300,  999  - 8 St,  S.W. 

Ph.  (403)  244-61 1 1 Fax:  245-8666 

Toll  Free:  (800)  387-2446 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.  West,  Ward  Brandow; 

Publisher,  Rick  Charland; 

Incorporation:  Private. 

Affiliations: 

C.O.  Nickle  Publications,  Southam  Information  and  Technology 
Group, 

Type  of  Services  & Supplies:  Compiled  quarterly,  this  publicatio 
a review  and  analysis  of  key  measures  of  petroleum  activity 
Canada,  compiled  by  journalists  and  editorial  staff  of  C.O.  Nk 
publications. 

Nilex  Geotechnical  Products  Inc. 

Main  Office:  Edmonton,  AB.  T6E  6A4.  3448  - 93  St. 
Ph.(403)463-9535  Fax:463-1773 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.  Prairie  Reg.,  Murray  Banting, 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Supplierof  geosynthetics,  geotext 
liners,  erosion  control,  drainage  products,  geogrids. 

Nimbus  Projects  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0Z3. 1000, 717-7  Ave,  S.W. 
Ph.(403)266-3669  Fax:234-0108, 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Flans  Andersen; 

Chf.Eng.,  Lionel  Quinn, 

Type  of  Consulting:  Project  management,  engineering,  dej 
drafting,  regulatory  approvals  and  field  inspection  for  oil  and 
processing  facilities  and  pipeline  systems. 

No.  of  Employees  in  Canada:  6. 

Nisku  Rig  Repair 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  56. 

Ph.(403)955-2128  Fax  955-2082 
Officers  & Key  Personnel  at  this  location: 

Contact,  Dale  Clark; 

Contact,  Bill  Blackerman. 

Type  of  Services  & Supplies:  Drilling  equipment  design,  ra 
sales  and  rentals. 

Niven  Engineering  Corporation 

Main  Office:  Calgary,  AB.  T2P  2R9. 1200, 202  - 6 Ave.  S.W, 

Ph.  (403)  263-0700  Fax:  264-2850 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  D,  Niven. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1984).  Private. 

Type  of  Service:  Engineering,  procurement  and  constru 
management  (EPCM)  for  oil  and  gas  production,  processing 
pipeline  facilities. 

No.  of  Employees  in  Canada:  10. 

Noble  Drilling  (Canada)  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3E6.  850,  505  - 3 St.  S.W. 
Ph.(403)265-1511  Fax:264-9725 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Boris  Ewanchuk; 

Mgr.  Contracts  & Mktg.,  Ron  A.  Parsons. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Ontario  (1952).  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Newfoundland, 
Northwest  Territories,  Saskatchewan,  Yukon  Territories. 
Affiliations: 

Noble  Drilling  Corporation,  Noble  Offshore  Ltd. 

Type  of  Services  & Supplies:  Worldwide  onshore  and  off: 
drilling  contractor  specializing  in  platform  operations,  logistic 
foreign/remote  assignments  together  with  engineering,  procure 
construction  management,  capabilities  (EPCM).  Canadian  ji 
consists  of  nine  drilling  rigs  rated  2200/m  to  6500/m,  jj 

No.  of  Employees  in  Canada:  1 00. 
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Company  Profiles 


lor-Con  Contracting  Ltd. 

ain  Office:  Drayton  Valley,  AB.  TOE  OMO.  Box  6728. 

1 (403)  542-4885  Fax:  542-2043 
fficers  & Key  Personnel  at  this  location: 

es.,  David  V\/.  Coward; 

3C.,  Lois  D.  Coward. 

ain  Banking  Connection:  Alberta  Treasury  Branches, 
corporation:  Alberta  (1986).  Private, 
rpe  of  Services  & Supplies:  Lease  construction  and  clean-up. 
oeline  construction,  road  building,  line  clearing,  erosion  control, 
cility  construction.  All  equipment  needed,  including;  crawlers:  D8K, 
7G,  D6H,  D6D,  J.D.  650:  track  hoes;  Cat  325,  J.D.  790D:  Reclamation 
luipment:  Challenger65,  Cat  950  loader,  350  hp  Rotoiller,  discs,  sub- 
tler, gravel  trucks. 

).  of  Employees  in  Canada:  8. 

ordic  Cogen  Systems  Inc. 

ain  Office:  Calgary,  AB.  T2P  3Y7.  4510, 150-6  Ave.  S.W, 
11.(403)221-9750  Fax;  266-0682 
ficers  & Key  Personnel  at  this  location: 
es.,  A.W.  Hansen: 

;e-Pres.  Mktg./SIs.,  E.M,  Cutlan: 

ain  Banking  Connection:  Royal  Bank  of  Canada. 

corporation:  Alberta  (1990).  Private. 

■pe  of  Services  & Supplies:  Design,  packaging  and  assembly  of 
Ddular  cogeneration  power  plants  for  electrical/thermal  energy  cost 
joidance.  Services  include  project  financing,  installation,  operation 
'd  maintenance,  remote  monitoring,  and  service  and  parts.  Modular 
generation  power  plants  in  the  1 0MW  and  under  range.  Primarily  gas 
rbine  driven  units. 
yj>.  of  Employees  in  Canada:  19. 

brdic  Engineering  Ltd. 

ain  Office:  Calgary,  AB.  T2R  1 H5.  701 , 1 520  - 4 St.  S.W. 

1.  (403)  292-0370  Fax:  292-0377 
ficers  & Key  Personnel  at  this  location: 
es.,  Michael  Theilgaard: 
jc.,  Astrid  Theilgaard. 

ain  Banking  Connection:  Bank  of  Nova  Scotia, 
borporation:  Alberta  (1985).  Private. 

).  Registered  In:  Alberta, 

pe  of  Service:  Nordic  Engineering  Ltd.  is  a fully  integrated  facility 
gineering  company  sen/icing  both  domestic  and  international  markets. 
;ir  capabilities  include  project  engineering,  project  management,  and 
iciplines  of  process,  mechanical,  civil,  structural,  instrumentation 
d electrical.  We  also  provide  procurement,  inspection,  construction 
Inagement  and  field  start-up.  Particular  areas  of  expertise  are  oil  and 

Is  processing  facilities  and  refining. 

).  of  Employees  in  Canada:  25. 

bremac  Concrete  Pumping  Ltd. 

^in  Office:  Edmonton,  AB.  T6B  2W4.  3930  - 78  Avenue. 

(403)  469-9966  Fax:  469-7552 
ficers  & Key  Personnel  at  this  location: 
ps.,  Cameron  Currah; 
jr,  Bus.Dev,,  Tim  Johnston: 
tin  Banking  Connection:  Bank  of  Nova  Scotia, 
porporation:  Alberta.  Private. 

I.  Registered  In:  Alberta, 
filiations: 

irent  Company:  Noremac  Industries  Ltd. 
pe  of  Services  & Supplies:  Concrete  pumping  (boom  and  line 
trips),  concrete  precast  pipeline  weights,  concrete  contractor, 
jhwing  boom  and  line  pumps. 

).  of  Employees  in  Canada:  30, 

premac  Industries  Ltd. 

iin  Office:  Edmonton,  AB.  T6B  2W4.  3930  - 78  Avenue. 

|.  (403)  469-9966  Fax:  469-7552 
ficers  & Key  Personnel  at  this  location: 

3S.,  Cameron  Currah: 

)r.  Bus.Dev.,  Tim  Johnston; 

lin  Banking  Connection:  Bank  of  Nova  Scotia. 

:orporation:  Alberta.  Private, 

I.  Registered  In:  Alberta, 
filiations: 

lolly  Owned:  Noremac  Concrete  Pumping  Ltd. 

pe  of  Services  & Supplies:  Pipeline  weights;  concrete  contractor. 

I.  of  Employees  in  Canada:  25. 

orjet  Geotechnologies  Inc. 

)rmerly:Norwest  Shooters  Ltd.) 

fin  Office:  Calgary,  AB.  T2P  3T3. 850, 521  - 3 Ave,  S.W. 

!.  (403)  266-6161  Fax:266-2011 


Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Douglas  Robinson; 

Sr.Vice-Pres.  Mktg.,  Barry  Lee. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1994).  Private. 

Type  of  Services  & Supplies:  Oilfield  services  including  cased  hole 
logging,  production  logging,  perforating,  pipe  recovery,  video  logging, 
pipe  recovery. 

No.  of  Employees  in  Canada:  140. 

Norsat  Audio  Visual 

Main  Office:  Edmonton,  AB.  T6E  5Y1 . 5845  - 99  St. 
Ph.(403)434-7564  Fax:435-2109 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Paul  Hokanson; 

Dir.  Mktg.,  Curtis  Nikel; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1981).  Private. 

Affiliations: 

Procom  Leasing  Ltd. 

Type  of  Services  & Supplies:  Sales,  rental  and  leasing  of  Satellite 
television  entertainment  equipment,  UTV,  rig  intercom,  SKYCOM 
satellite  telephone. 

Norseman  Shelters  Ltd. 

Main  Office:  Calgary,  AB.  T2G  2Y8.  3824  - 7 St.  S.E. 

Ph,  (403)  287-31 85  Fax:  287-2219 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Terry  Dean. 

Typs  of  Services  & Supplies:  Portable  industrial  buildings;  drilling  rig 
winterizing. 

Nortech  Surveys  (Canada)  Inc. 

Main  Office:  Calgary,  AB.  T2A  6K1 . 1 , 820  - 28  St.  N.E. 

Ph.  (403)  248-5000  Fax:  248-51 96 
Officers  & Key  Personnel  at  this  location: 

C.F.O.,  Doug  Morrison; 

Mgr.  Inti. Bus.Dev.,  Eldon  Edey; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Canada  (1982),  Private, 

Co.  Registered  In:  Aiberta  (1982). 

Affiliations: 

Parent  Company:  Nortech  Surveys  (Canada)  Inc. 

Wholly  Owned:  Nortech  Atlantic  Ltd. 

Type  of  Services  & Supplies:  Offshore  surveys.  GPS  static  and 
dynamic  positioning.  Inertial  surveys.  Software  and  hardware 
development  related  to  navigation  and  position  determinations. 
Specialized  integrated  systems  including  Digital  Video  Geographic 
(DVG)  Systems  and  Airborne  Laser  Terrain  Profiling  (ALTPS)  Systems. 

North  Am  Energy  Consultants  Ltd. 

Main  Office:  Marwayne,  AB.  TOB  2X0.  Box  417. 

Ph.  (403)  847-3800  Fax:  847-3083. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  E.  Allen  Randal; 

Sr.Eng,,  Brian  Nickel,  P.Eng. 

Type  of  Consulting:  Supervision  of  petroleum  and  natural  gas  projects 
(critical,  thermal,  multi  well  gas  and  heavy  oil).  Complete  project 
management  involving  engineering,  field  level  supervision  of  drilling, 
completions,  workovers  production  and  facilities  consturction  and 
inspection.  Safety,  training  and  analysis.  Horizontal  drirlling  and 
completions. 

No.  of  Employees  in  Canada:  50. 

North  American  Construction  Group  Inc. 

Main  Office:  Edmonton,  AB.  T5M  2S4. 1 6745  - 1 1 1 Ave. 

Ph,  (403)  484-71 71  Fax:  489-4295 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Roger  Gouin; 

Head  Bus.Dev,,  Bob  Roloff; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1953),  Private. 

Type  of  Service:  All  earthworks,  pipeline,  piling,  underground  piping, 
and  concrete  structures. 

No.  of  Employees  in  Canada:  50. 

North  American  Valve  Company  Limited 

Navco-Nutron 

Main  Office:  Edmonton,  AB.  T6E  4S8.  Box  4042. 
Ph.(403)469-2557  Fax:440-1354 

Officers  & Key  Personnel  at  this  iocation: 

Exec.Vice-Pres.,  Gary  Williams. 


Type  of  Services  & Suppiies:  Navco/Nutron  ball  valves.  Navco  gate, 
globe  and  check  valves. 

No.  of  Employees  in  Canada:  12. 

North  Star  Flow  Products  Inc. 

Main  Office:  Edmonton,  AB.  T6E  0E1 . 9605  - 62  Ave. 

Ph.  (403)  435-4667  Fax:  435-0526 
Officers  & Key  Personnel  at  this  iocation: 

Pres.,  A.E.  Dudiak; 

Sis. Mgr.,  J.  Schurman. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1985).  Private, 

Co.  Registered  in:  Alberta  (1985), 

Type  of  Services  & Supplies:  Flow  measurement  calculations. 
Orifice  flow  measurement  equipment  - meter  runs,  orifice  plates. 

No.  of  Employees  in  Canada:  20, 

North  West  Tent  & Awning  Ltd. 

Main  Office:  Edmonton,  AB.  T5M  2B8. 14545  - 115  Ave. 

Ph.  (403)  451  -6828  Fax:  452-2334 
Officers  & Key  Personnel  at  this  location: 

Pres.,  R.A.  Bryant; 

C.E.O.,  A.E.  Bryant, 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1921).  Private. 

Type  of  Services  & Supplies:  Custom  fabricator  and  repair  services 
to  all  industrial  fabrics.  Tarpaulins,  hoarding  systems,  curtains,  filters, 
flags,  heat  shrouds,  heater  ducts,  pond,  sump  pit  liners,  oil  containment 
booms,  portable  buildings,  welding  screens,  valve  covers,  rig  covers. 
No.  of  Employees  in  Canada:  150. 

Northern  EnviroSearch 

Main  Office:  Calgary,  AB.  T2P  3K7.  720,  665  - 8 St,  S.W. 

Ph.  (403)  234-8943  Fax:  262-4344 
Officers  & Key  Personnel  at  this  location: 

Mgr.Env.Serv.,  Bob  Raina; 

Env.Tech.,  Stan  McBride. 

Type  of  Services  & Supplies:  EnviroSearch  offers  services  in 
environmental  planning  and  management.  Some  of  the  services 
include:  waste  management,  property  transfer  audits,  public 
consultation,  environmental  assessment,  environmental  auditing,  well- 
site planning  and  reclamation  and  operations  in  environmentally 
sensitive  areas. 

Northern  Metalic  Sales  (Alta.)  Ltd. 

Main  Office:  Grande  Prairie,  AB.  T8V  4E2.  9708  - 108  St. 

Ph.  (403)  539-9555 

Officers  & Key  Personnel  at  this  location: 

Pres,,  H.A.(AI)  Side; 

Gen. Mgr.,  Gene  Bombier. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  (1969).  Private. 

Affiliations: 

Baron  Oilfield  Supply  Ltd.,  Prairie  Truck-Trailer  Parts  Ltd.,  Visa 
Truck  Rentals  (1991)  Ltd. 

Type  of  Services  & Supplies:  Cater  to  industrial  accounts  with 
expediting,  supply  and  sourcing  of  all  industrial  supplies  and  equipment. 
All  industrial  and  oilfield  supplies. 

No.  of  Employees  in  Canada:  300. 

Northern  Oil  Separators 

Main  Office:  Drayton  Valley,  AB.  TOE  OMO.  Box  6478  5610  - 50 
Ave. 

Ph.  (403)  542-4733  Fax:  542-5092 

Officers  & Key  Personnel  at  this  location: 

Mgr.,  Kenneth  J.  (Ken)  Byram; 

Sis, Mgr.,  Frank  (Brad)  Wilson, 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Private. 

Affiliations: 

Byram  Industrial  Services  Ltd. 

Typeof  Services& Supplies:  Processing  plantforthe  processing  and 
disposal  of  production  and  drilling  waste  and  the  subsequent  recovery 
of  crude  oil.  Rig  frac  and  tank  truck  washing.  Hot  and  cold  service  water 
sales. 

No.  of  Employees  in  Canada:  4. 

Northern  PetroSearch 

Main  Office:  Calgary,  AB.  T2P  3K7.  720,  665  - 8 St.  S.W, 

Ph,  (403)  234-8943  Fax:  262-4344 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Mark  Leriger; 

Vice-Pres.,  Tim  Kemp. 


95  Edition 


53 


Alberta  Petroleum  Equipment  & Services  Directory 


Type  of  Service  & Supplies:  PetroSearch  is  a project  management 
company  specializing  in  services  to  the  oil  and  gas  sector.  Some  of 
the  services  include:  government  approvals,  survey  data  processing 
and  management,  field  services,  geographic  information  systems, 
extensive  mapping  capabilities  and  safety  management. 

Northgate  Trailer  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  0A2.  7072  - 72  Ave. 

Ph.  (403)  448-9222  Fax:  469-0255 
Officers  & Key  Personnel  at  this  location: 

Sis.  Mgr.,  Jelle  Braaksma; 

Pres.,  Sid  Braaksma. 

Type  of  Services  & Supplies:  Manufacture  of  modular  buildings  - full 
service  and  repair,  including  accommodation  facilities,  sewage 
treatment,  water  treatment,  camps,  schools,  houses,  kitchens. 
Manufacture  of  portable  warehouses,  totally  collapsible  for  transport 
several  times.  Industrial  "camps"  complete  with  sleeping  rooms, 
recreation  rooms,  kitchens,  etc.  Wheeled,  modular  or  skid  mounted. 
Industrial  sewage  and  water  treatment  systems  in  transportable  form 
as  modules.  Housing  - panelized  or  modular.  Movable  warehousing, 
completely  transportable  and  collapsible.  Schools,  apartments,  medical 
clinics,  modular  or  panelized. 

Northland  Production  Testing  Ltd. 

Main  Office:  Calgary,  AB.  T2V  2X5. 400  C,  9705  Horton  Rd.  S.W. 
Ph.  (403)  255-9700  Fax:  258-0854 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Leo  Jegen; 

Sis, Mgr.,  Neil  Munro. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1982), 

Type  of  Services  & Suppiies:  Production  testing  of  oil  and  gas  wells. 
Rental  of  production  test  equipment.  Sour  service  specialists. 
Production  test  equipment.  Surface  control  equipment  for 
underbalanced  drilling. 

No.  of  Employees  in  Canada:  100. 

Northstar  Drillstem  Testers  Inc. 

Main  Office:  Caigary,  AB.  T2P  3S2.  430,  510-5  St.  S.W. 

24  Hour  Phone:  (403)  265-8987 
Officers  & Key  Personnei  at  this  location: 

Pres.,  Neil  Marshall,  P.Eng.; 

Vice-Pres.,  Diana  Schick. 

Main  Banking  Connection:  Bank  of  Nova  Scotia, 
incorporation:  Private. 

Type  of  Services  & Supplies:  Drillstem  testing  ■ oil  and  gas. 

No.  of  Employees  in  Canada:  10. 

Northstar  Flameless  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2J2. 12,  4380  - 76  Ave.  S.E. 
Mailing  address:  Calgary,  AB.  T2H  2G7,  Box  130,  Stn.  T. 

Ph.  (403)  236-9627  Fax:  279-5356 
Officers  & Key  Personnei  at  this  location: 

Vice-Pres.  Optns.,  Harry  Pelton: 

Vice-Pres.  Mktg.,  Noel  Winter. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1989).  Private. 
TypeofServices&Supplies:Manufacturecatalyticpropane  heaters 
for  industrial,  recreational  vehicles,  and  truck  cargo  needs. 
TRADENAME  - NORTHSTAR  FLAMELESS. 

No.  of  Employees  in  Canada:  8. 

Northwell  Rentals  Ltd. 

Main  Office:  Edmonton,  AB.  T6H  2J2.  6820  - 103  Street. 

Ph.  (403)  437-7469  Fax:  436-8988 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Drill  pipe,  power  swivels,  drill  collars, 
subs,  casing  scrapers,  power  tongs,  fishing  tools,  wellsite  units  and 
other  related  equipment. 

No.  of  Employees  in  Canada:  5. 

Northwest  Pipe  & Supply  Co.  Ltd. 

Main  Office:  Calgary,  AB.  T2H  0G4.  2 FI.,  5915  - 1A  St.  S.W. 

Ph.  (403)  253-4461  Fax:  259-8350 
Officers  & Key  Personnel  at  this  location: 

SIs.Mgr.,  Neal  F.R.  Bard. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1962).  Private. 

Co.  Registered  In:  Alberta  (1962),  Saskatchewan  (1981),  British 
Columbia  (1990). 


Type  of  Services  & Supplies:  Manufacturers  of  oilfield  storage 
tanks,  reconditioning  of  equipment,  pressure  welding,  fabrication, 
oilfield  hauling  and  hotshots,  yard  storage,  rentals  of  production 
equipment.  Casing  and  tubing,  float  and  wellhead  equipment,  line 
pipe,  sucker  rods,  valves  and  fittings,  rig  and  industrial  supplies, 
reconditioned  production  equipment. 

No.  of  Employees  in  Canada:  100. 

Norward  Energy  Services  Corp. 

Main  Office:  Calgary,  AB.  T2R  1J4. 703, 1015  - 4 St.  S.W. 

Mailing  address:  Calgary,  AB.  T2P  2E6.  Box  6686,  Stn.D. 
Ph.(403)290-0264  Fax:265-6142 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Garry  Smith; 

SIs.Mgr.,  Grant  Stevens. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1976).  Private. 

Affiliations: 

Norward  Inc. 

T ype  of  Services  & Supplies:  Production  well  testing  and  evaluations. 
Fabrication  of  well  test  equipment  and  production  facilities  forsale  and 
lease.  Complete  land  and  offshore  testing  and  production  facilities 
including:  manifolds  and  flowlines,  heaters  and  heat  exchangers, 
separators  and  metering  equipment,  oil  burners  and  booms,  pumps, 
and  tanks. 

No.  of  Employees  in  Canada:  60. 

Norwesco  Industries  (1983)  Ltd. 

Main  Office:  Caigary,  AB.  T2H  2K4. 6908  L - 6 St.  S.E. 

Ph.  (403)  258-3883 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.  Calgary,  Sec.  Calgary,  R.  Scott; 

Sis. Rep.,  Steve  Coupland; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  (1961).  Private. 

Type  of  Services  & Suppiies:  Manufacture  and  distribution  of 
industrial  gaskets  and  seals,  custom  gasket  cutting,  heat  exchanger 
gaskets,  distribution  industrial  rubber  products.  Vulcanized  belt  splicing; 
Scandura  belting;  Goodyear  hose;  Durabla  sheet  gasket;  Lamons 
spiral  gaskets;  Teflon  cork,  and  most  composition  materials,  industrial 
plastics.  Double  jacketed  heat  exchangers,  gaskets  to  specification, 
custom  gasket,  cutting  from  raw  materials. 

No.  of  Employees  in  Canada:  53. 

Norwest  Engineering  Ltd. 

Main  Office:  Caigary,  AB.  T2R  1 J4.  902, 1015  - 4 St.  S.W. 
Ph.(403)290-1648  Fax:261-5048 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  J.D.  Smith; 

Optns. Mgr.,  Neil  Darling. 

Type  of  Consulting:  Petroleum  engineering,  project  management, 
supervision  of  drilling,  completions,  workovers  and  production 
operations,  foreign  and  domestic. 

No.  of  Employees  in  Canada:  20. 

Nor’wester  Energy  Systems  Ltd. 

Main  Office:  Calgary,  AB.  T2L  2K7. 100,  3553  - 31  St.  N.W. 
Ph.(403)249-3337  Fax:282-1238 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Jason  Edworthy; 

Mgr.,  Mike  Bourns. 

Main  Banking  Connection:  First  Calgary  Financial  Savings  & 
Credit  Union  Ltd. 

Incorporation:  Alberta  (1980).  Private. 

Type  of  Services  & Supplies:  Remote  power  system  design, 
installation  and  assessment.  Photovoltaic,  wind,  hydro  and  battery 
power  systems,  component  and  accessories. 

No.  of  Employees  in  Canada:  4. 

Novacorp  International  Inc. 

Main  Office:  Calgary,  AB.  T2P  2N6.  645  - 7 Ave.  S.W. 
Ph.(403)261-5200  Fax:290-6090 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Pierre  Choquette; 

Sr.  Vice-Pres.,  Dale  Richards. 

Type  of  Services  & Supplies:  Novacorp  international  provides 
natural  gas  service  expertise  around  the  world.  We  develop  equity 
investments  in  gas  transmission  pipelines  and  provide  pipeline  related 
project  management,  design  engineering,  and  operating  expertise  to 
our  clients. 


NOWSCO  Well  Service  Ltd. 

Main  Office:  Calgary,  AB.  T2P  4E1. 1300,  801  - 6 Ave.  S.W. 

Ph.  (403)  261  -2990  Fax:  264-7489 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.O.O.,  Ron  Simard; 

Vice-Pres.,  Gen. Mgr.  Cdn. Optns.,  Blair  Albers; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1965).  Public. 

Co.  Registered  In:  Saskatchewan,  Nova  Scotia,  Newfoundland, 
British  Columbia,  Alberta. 

Affiliations: 

Wholly  Owned:  International  Nowsco  Well  Service  Inc.,  McKenn 
and  Sullivan  Limited,  Nowsco  (IFC)  B.V.,  Nowsco  Inti  Limited, 
Nowsco  (NETH)  Group  B.V.,  Nowsco  (UK)  Group  Limited,  Nowsc 
Well  Service  Company  Limited,  Nowsco  Well  Service  Gmbh, 
Nowsco  Well  Service  Norge  A/S,  Nowsco  Well  Service  (SE  Asia) 
Nowsco  Well  Service  (UK)  Limited,  N.W.S.  Administrative 
Services  Limited. 

Type  of  Equipment:  Oilfield  service,  cementing,  acidizing,  endle; 
tubing,  fracturing,  liquid  nitrogen,  pumping  chemicals,  carbon  dioxid 
leak  detection,  equipment  manufacturing  etc.  Large  mobile  oilfie 
servicing  units.  Tank  desludging,  pipeline  pigging  and  purging. 

No.  of  Employees  in  Canada:  714. 

N Services 

Mmn  Office:  Red  Deer,  AB.  T4N  5E1 . R.R.1 . 

Ph.  (403)  343-0169  Fax:  347-7979 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Jim  McOuarrie; 

Dist.Mgr.,  Duncan  McIntosh. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1988).  Private. 

Affiliations: 

StimCo  Services  Ltd. 

Type  of  Services  & Supplies:  Purging,  pressure  testing,  inertir 
displacements,  drill  stem  testing,  perforating,  tubing  unit  cleanou 
nitrified  fluids,  bulk  nitrogen  supply  and/or  transport. 

No.  of  Employees  in  Canada:  10. 

Nusco  Manufacturing  & Supply  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3N3. 1 1 30, 1 40  - 4 Ave.  S.W. 

Ph.  (403)  266-3449  Fax:  265-8544 
Officers  & Key  Personnel  at  this  location: 

Pres.,  F.A.  (Fred)  Moore; 

Vice-Pres.,  N.S.  (Norm)  Denoon; 

Main  Banking  Connection:  National  Bank  of  Canada. 
Incorporation:  Alberta  (1983).  Private. 

Type  of  Service:  Sales  and  rentals  of  new  and  used  oil  and  gas  vi 
production  equipment.  IPSCO  ERW  and  seamless  - casing,  tubi 
and  line  pipe.  Pumping  units  and  engines.  Steel  storage  tan 
Separators,  line  heaters  and  treaters.  Sucker  rods  and  well  he 
equipment. 

No.  of  Employees  in  Canada:  100. 

Nutron  Manufacturing  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2H8. 4318  - 76  Ave. 

Ph.  (403)  468-2732  Fax:  466-7741 
Officers  & Key  Personnel  at  this  location: 

Sr.Vice-Pres.,  Dan  Worley; 

Mgr.  Mktg.,  Denis  Gaulin. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1980).  Private. 

Affiliations: 

North  American  Valve  Company  Limited. 

Type  of  Services  & Supplies:  Nutron  ball  valves,  nutron  chok 
including  chokes  for  high  temperature  service.  Nutron  down  h 
plugs  for  geophysical  contractors. 

No.  of  Employees  in  Canada:  68. 

NWS  Inspection  Inc. 

(Formerly:Moker  Coating  Inspection  Ltd.) 

Main  Office:  Calgary,  AB.  T2H  0K5. 244, 6100  Macleod  Tr.  S.V 
Unit  601. 

Ph.(403)236-5982  Fax:236-7189 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Doug  Wade. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993),  Canada  (1993). 

Type  of  Services  & Supplies:  Coating  consulting  and  inspecti 
expediting,  qualityassurance/qualitycontrol,  expert  witness,  inspect 
equipment  sales. 

No.  of  Employees  in  Canada:  15. 
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ak  Environmental  Equipment  Supply  Ltd. 

lin  Office:  Calgary,  AB.  T2E  6P1. 103,  4712  - 13  St,  N.E. 
.(403)250-9810  Fax:250-3978 

fleers  & Key  Personnel  at  this  location: 

3S.,  Michael  O'Connor; 
ir.,  Terry  McNeill. 

lin  Banking  Connection:  Bank  of  Nova  Scotia, 
lorporation:  Alberta  (1985),  Private, 
filiations: 

Connor  Associates  Environmental  Inc. 

pe  of  Services  & Supplies:  Flazardous  waste,  soil  and  groundwater 

ntamination. 

. of  Employees  in  Canada:  12. 

■A.S.  Oilfield  Accounting  Service  Ltd. 

in  Office:  Calgary,  AB.  T2P  3N3. 1000, 140-4  Ave.  S.W. 

^ (403)  263-2600 

’icers  & Key  Personnel  at  this  location: 
js.,  F.E,  Viglietti; 
n.Mgr.,  N.L.  Kanuka; 

in  Banking  Connection:  Bank  of  Montreal, 
orporation:  Alberta.  Private, 
illations: 

hadian  Flow  Measurement  Company  Ltd.,  P.S.  Purchasing 
p/ices  (1970)  Ltd. 

je  of  Services  & Supplies:  Production  accounting  gas  chart 
^gration  and  calculation;  development,  sale,  and  service  of 
nputerized  gas  measurement;  production  accounting  and  joint 
Mure  programs. 

. of  Employees  in  Canada:  50. 

pOM  Systems  Ltd. 

I in  Office:  Calgary,  AB.  T2E  6P1 . 1 01 , 471 2 - 1 3 St.  N.E. 
i(403)  291-6878 

icers  & Key  Personnel  at  this  location: 

;S.,  Stuart  Flemming; 

'.Mgr.,  Dan  Larson. 

Sn  Banking  Connection:  Toronto-Dominion  Bank, 
orporation:  Alberta  (1989).  Private, 
j.  Registered  In:  Alberta  (1989). 

jeof  Services  & Supplies:  The  primary  interest  of  OCOM  Systems 
ne  development,  marketing  and  support  of  geological  and  other 
;ware  for  the  oil  and  gas,  mining  and  environmental  industries, 
items  and  data  integration  with  other  disciplines  is  another  priority, 
^tegic  alliances  with  other  entities,  developers  and  data  vendors  are 
corned.  OSL  Software  Support  services  include  24  hourtelephone 
'port,  installations,  upgrades,  training,  field  and  office  on  site  support, 
documentation,  custom  software  services,  user  groups  and  more. 
IP-log  (Geological  Reporting  & Information  Processing)  was 
iplete  and  released  in  1991.  Version  2.2  (1994  Feb)  major 
(ancements  to  report  generator  and  improved  core  plot  routine. 
!sion  3.0  (1994  Fall)  upgraded  DBMS,  graphics  and  symbols  editor. 
1P-log  includes  a DBMS  (Database  Management  System).  GRIP- 
jfeatures:  almost  20  tracks,  complete  morning  and  well  end  reports, 
i.l  flexibility  for  track  placement,  size  and  inclusion,  use  any  output 
lie,  output  to  virtually  any  device,  color  or  B&W,  portable,  use  it  at 
he  or  anywhere,  single  data  entry  description,  engineering  reports, 
'I  encrypted,  integrated  communications,  IBM  PC  compatible  and 
Is  CANSTRAT/AMSTRAT  digital  data.  GRIP-core  available  (1 994 
) for  detailed  rock  core  logging  complement  the  geologists  tool  kit 
le  fully  integratable  with  GRIP-log  data  base. 

' of  Employees  in  Canada:  7. 

H.M.  Steel  Ltd. 

in  Office:  Calgary,  AB.  T2M  4L5.  4315  - 72  Ave.  N.E. 
1(403)293-6970  Fax:293-4552 

jCers  & Key  Personnel  at  this  location: 

[-Treas.,  Bryan  Makowski; 
f.,  Frank  Huseby: 

ih  Banking  Connection:  Alberta  Treasury  Branches, 
orporation:  Alberta  (1985).  Private. 

Registered  In:  Alberta  (1985). 

•e  of  Service:  Steel  Fabrication.  Structural  steel, 
of  Employees  in  Canada:  7. 

) & Gas  Exploration  Journal  Ltd. 

n Office:  Calgary,  AB.  T2P  1X5.  3005,  505  - 6 St.  S.\A/. 

‘(403)237-0318  Fax:264-1313 

jeers  & Key  Personnel  at  this  location: 

lisher.  Robert  Elias; 

ig. Editor,  Susan  Zyba. 

h Banking  Connection:  Canadian  Imperial  Bank  of 
omerce. 

irrporation:  Alberta  (1968).  Private, 
nations: 
i Gas  Index. 


Type  of  Services  & Supplies:  Bi-weekly  publication  of  exploration 
activity  in  western  Canada. 

No.  of  Employees  in  Canada:  4. 

Oil  & Gas  Index 

Main  Office:  Calgary,  AB.  T2P  1X5.  3005,  505  - 6 St.  S.W. 

Ph.  (403)  237-031 8 Fax:  264-1 31 3 
Officers  & Key  Personnel  at  this  location: 

Publisher,  R.J.  Elias; 

Mgng. Editor,  Susan  Zyba, 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Private. 

Affiliations: 

Oil  & Gas  Exploration  Journal  Ltd. 

Type  of  Services  & Supplies:  Quarterly  index  of  oil  and  gas  producers 
and  explorers,  petrochemical  plants,  refineries,  pipeline  companies 
and  their  respective  field  and  district  offices. 

No.  of  Employees  in  Canada:  4. 

Oilweek  Magazine 

Main  Office:  Calgary,  AB.  T2P  3P4.  2450, 101  -6  Ave.  S.W. 

Ph.  (403)  266-8700  Fax:  266-6634 

Toll  Free:  (800)  561-1294 

Officers  & Key  Personnel  at  this  location: 

Associate  Editor,  Robert  J,  Curran; 

Sis. Mgr.,  Tony  Poblete; 

Incorporation:  Alberta  (1955).  Private. 

Affiliations: 

Maclean  Flunter  Ltd. 

Type  of  Services  Si  Supplies:  Publishes  weekly  statistical  and 
monthly  issues  analysis  on  the  Canadian  oil  and  natural  gas  industry. 
No.  of  Employees  in  Canada:  1 1 . 

OJ.  Pipelines 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  169, 1409-4  St. 
Ph.(403)955-3900  Fax;  955-3518 
Officers  & Key  Personnel  at  this  location: 

Pres.,  John  M.  Rypien; 

Mgr,  Equip.  & Purch.,  Allan  Van  Walleghem; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  (1977).  Private. 

Co.  Registered  In:  Alberta  (1977). 

Type  of  Service:  Pipeline  construction  contractor.  Field  offices 
established  on  a project  by  project  basis. 

No.  of  Employees  in  Canada:  19. 

OK  Rathole  Drilling  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5E7.  Box  117. 

Ph.  (403)  343-8860  Fax:  346-7723 

Toll  Free:  (800)  661-5254 

Officers  & Key  Personnel  at  this  location: 

Pres.,  David  Roberts: 

Optns.Mgr.,  Glen  Miller; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1978),  Private, 

Type  of  Services  & Supplies:  Drill,  set  and  cement  conductor  barrel, 
drill  rathole  and  mousehole. 

No.  of  Employees  in  Canada:  28. 

Olsen  We!!  Services  Ltd. 

Main  Office:  Medicine  Hat,  AB.  T1 A 4C1 . 642  Prospect  Dr,  S.W. 
Ph,  (403)  527-5680 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Lloyd  Olsen; 

Sec-Treas,,  Audrey  Olsen. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1984).  Private. 

Type  of  Services  & Supplies:  Equipment  rental  and  sales. 

No.  of  Employees  in  Canada:  2, 

Omega  Inspection  Ltd. 

Main  Office:  Millet,  AB.  TOC  1Z0.  Box  309. 

Ph,  (403)  387-4690  Fax;  387-5252 
Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Lorenson; 

Sec-Treas.,  Dale  Lorenson. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1979),  Private. 

Co.  Registered  In:  Alberta  (1979). 

Type  of  Services  & Supplies:  Non-Destructive  testing  on  pressure 
welding  as  per  ASME  Codes  and  CSA  Codes.  Written  practice  as  per 
ASME  Codes,  ASNT  and  Boilers’  Branch  requirements.  Personnel 
certified  to  CGSB  and  ASNT  Standards. 

No.  of  Employees  in  Canada:  10, 


Online  Rig  & Equipment 

Division  of  Taro  Industries  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  149,  703  - 19  Ave. 

Ph.  (403)  955-2981  Fax:  955-9488 
Officers  & Key  Personnel  at  this  location; 

Sis. Mgr.,  Gary  Tracy; 

Shop  Frmn.,  Bernd  Mosa. 

Main  Banking  Connection:  Bank  of  Montreal. 

Affiliations; 

Parent  Company;  Taro  Industries  Limited. 

Type  of  Services  & Supplies:  Manufacture  ‘‘Mainland  Service  Rigs”; 
service,  repairand  recondition  service  rigs  (all  brands);  custom  package 
pumps  mobile/skidded;  drive  components,  masts/substructures, 
mudtanks  and  buildings.  Mainland  service  rigs,  hot  oilers,  flush-by 
units,  pressure  trucks  and  other  mobile  oilfield  equipment  and  related 
ancillary  equipment  and  supplies. 

Opsco  92  Industries  Ltd 

Main  Office:  Calgary,  AB.  T2A  2L1 , 2601  Centre  Ave.  E. 

Ph.  (403)  272-2206  Fax:  569-241 9 
Officers  & Key  Personnel  at  this  location; 

Pres.,  Flarvey  Prang; 

Vice-Pres,  Fabrication,  Asaraf  Rajabali, 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1965).  Private. 

Co.  Registered  In:  Alberta  (1965). 

Affiliations: 

Partly  Owned:  Opsco  '92  Petroleum  Services  (Cyprus)  Ltd.,  Opsco 
’92  Petroleum  Services  Ltd. 

Type  of  Services  & Supplies:  Subsurface  pressure  surveys;  gas  & oil 
■well  testing;  fluid  level  determination;  G.O.R.  tests;  production  equipment 
manufacturing;  equipment  rental.  Gas/liquid  separators,  line  heaters, 
dehydration  packages;  packaged  process  equipment. 

No.  of  Employees  in  Canada:  130. 

Optima  Engineers  and  Constructors  Inc. 

Main  Office:  Calgary,  AB.  T2P  3T4.  700, 744  - 4 Ave.  S.W, 

Ph.  (403)  269-9555 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  R.E,  McTague; 

Vice-Pres.  Bus.Dev.,  John  H.  Newman. 

Mairt  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1987),  Private. 

Type  of  Service;  Process  engineering,  detail  engineering  design, 
procurement,  construction,  project  management  and  fabrication 
services  to  the  oil  and  gas  and  petrochemical  industny  including 
refinery,  tarsands,  petrochemical  facilities,  gas  plant,  compressor 
stations,  oil  batteries,  gathering  systems  and  waterflood  and  EOR 
facilities.  Specialists  in  natural  gas  processing,  sour  gas  treating, 
sulphur  recovery,  liquids  recovery,  plant  optimization  debottlenecking. 
Feasibility  studies,  technology  selection  and  liaison  with  licensors. 
No.  of  Employees  in  Canada:  90. 

Optima  ianufacturing  Inc. 

Main  Office:  Calgary,  AB.  T2E  8M5. 2370  Pegasus  Way  N.E. 
Ph.(403)291-2007  Fax:291-2013 

Officers  & Key  Personnel  at  this  location: 

Exec.  Off.,  Joe  Trotta; 

Contact,  Duane  Hertzer. 

Type  of  Services  & Supplies:  Precision  machining  of  small  to 
medium  size  parts  in  various  material  configurations. 

Optima  Publishing  Ltd. 

Main  Office;  Calgary,  AB.  T2P  3T4.  744  - 4 Ave.  S.W. 

Ph,  (403)  232-8380  Fax:  232-8380 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Lynne  Paul. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1992).  Private. 

Co.  Registered  In:  Alberta  (1992). 

Type  of  Services  & Supplies:  Graphic  design,  full  and  self  serve 
publishing,  i.e.  response  and  safety  plans,  public  affairs,  financial 
publications  etc.  Printing  foil  stamping,  embossing,  die  cutting 
numbering,  Fligh  volume  business  stationery,  Macintosh  environment. 
No.  of  Employees  in  Canada:  3. 

Orbit  88  Manufacturing  & Services  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2N2. 4815  - 68  Ave. 

Ph.  (403)  465-3835  Fax:  465-3836 
Officers  & Key  Personnel  at  this  location: 

Pres,,  Gerhard  Gruenenwald. 
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Alberta  Petroleum  Equipment  & Services  Directory 


Type  of  Services  & Supplies:  Prototypes  and  specialty  machinery, 
custom  and  production  machining  facilities,  welding  and  fabrication 
shop,  drafting  and  design  services,  quality  assurance  program  with 
QMICert.  #000991. 

Orbit  Valve  Canada  Ltd. 

A Division  of  Orbit  Valve  International  Inc. 

Main  Office:  Calgary,  AB.  T2E  7E4. 1 , 1 935  - 27  Ave.  N.E. 

Ph.  (403)  250-7747 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Fred  Buchan; 

Sec.,  Robert  Lehody  (232-0611). 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1982).  Private. 

Co.  Registered  In:  Alberta  (1980). 

Affiliations: 

Orbit  Valve  Co.,  Orbit  Valve  International  Inc.,  Orbit  Valve  Ltd., 
Orbit  Valve  PLC. 

Type  of  Services  & Supplies:  Valve  sales,  service,  repair.  Valves 
and  actuators  for  the  oil,  gas  and  petrochemical  industries. 

No.  of  Employees  in  Canada:  8. 

The  Orthoshop 

Main  Office:  Calgary,  AB.  T2E  7E1. 1723  - 27  Ave.  N.E. 

Ph.  (403)  250-7830  Fax:  291  -9327 
Officers  & Key  Personnel  at  this  location: 

Pres.,  John  McMurchy; 

Vice-Pres.,  Alan  Reilly. 

Type  of  Services  & Supplies:  Photogrammetric  Mapping,  Cadd 
Services,  Digital  Orthophoto-Helava  System,  Stereo  Mates,  Digital 
Terrain  Models,  Project  Management,  Aerial  Photography, 
Reproduction,  Survey  Control  Layout,  High  End  Digital  Hard  Copy, 
Project  Planning.  1 0 fully  analytical  Leica  stereo  work  stations,  5 CAD 
stations.  Digital  Orthophoto  is  generated  using  the  Helava  system. 
Hard  copy  is  produced  on  a linotype  high  resolution  image  setter. 

0-Tech  Services  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5E3.  R.R.3. 

Ph.  (403)  340-2545  Fax:  340-3977 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Jim  Borreson. 

Type  of  Services  & Supplies:  Strapjack  sales  and  service.  Portable 
strapjack  rental.  Oilfield  engine  repair. 

Ownership  Structures  of  Principal 
Petroleum  Companies  in  Canada 

Main  Office:  Calgary,  AB.  T2R  1N7.  300,  999  - 8 St.  S.W. 

Ph.(403)244-6111  Fax:245-8666 

Toll  Free:  (800)  387-2446 

Officers  & Key  Personnel  at  this  location: 

Publisher,  Doreen  McArthur; 

Data  Proc.,  Brenda  Wyand-Wiebe. 

Incorporation:  Private. 

Affiliations: 

Southam  Information  & Technology  Inc. 

Type  of  Services  & Supplies:  This  publication  provides  a 
comprehensive  reference  to  “who  owns  whom”  in  the  Canadian 
petroleum  industry.  Included  in  the  ownership  outline  is  a description 
of  major  events  of  the  company’s  history.  Ownership  Structures  also 
provides  a list  of  petroleum  industry  takeovers  (1976-1993). 

Oxford  Machine  & Welding  Ltd. 

Main  Office:  Edmonton,  AB.  T5M  3P9, 16715-114  Ave. 

Ph.  (403)  451-6424  Fax:  451-3106 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  E.  Pombert; 

Export  Mgr.,  Allan  Vicker. 

Type  of  Services  & Supplies:  Customs  equipment;  custom 
machining;  security  shields. 

Pacific/Ramsay  Valve  Services  Inc. 

Main  Office:  Edmonton,  AB.  T6E  4N2.  8106  Davies  Rd, 

Ph.  (403)  463-3972 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Don  R.  Thompson; 

Sis. Mgr.,  Wayne  Speight; 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1965).  Private. 

Affiliations: 

Ramsay  Oilfield  Services  (1977)  Ltd. 


Type  of  Services  & Supplies:  Gate  valve,  mud  valve,  kellycock 
repairs.  Choke  manifold  and  B.O.P.  related  equipment  repairs. 
Specialty  wellhead  valve  repairs  and  service.  New  and  reconditioned 
gate  valves,  kellycocks,  B.O.P.  products,  and  wellhead  equipment. 

No.  of  Employees  in  Canada:  12. 

Pact  Production  Services  Ltd. 

Main  Office:  Red  Deer,  AB.  T4P  3E3. 4040  - 78  St.  Cres. 

Ph,  (403)347-1865  Fax:347-1944 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Lee  Loeppky; 

FId.Frmn.,  Bob  Bagshaw. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private, 

Type  of  Services  & Supplies:  Oil  and  gas  well  and  gas  plant 
operating  (by  contract).  Oilfield  production  equipment  rentals  and 
sales.  Independent  field  supervision  and  consulting. 

No.  of  Employees  in  Canada:  20. 

Page-Direct  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7T6. 2420  - 42  Ave.  N.E. 
Ph.(403)291-5400  Fax:291-5505 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Marc  Bombenon; 

Vice-Pres,  Sis.,  Sylvia  Shakotko. 

Main  Banking  Connection:  Toronto-Dominion  Bank, 
Incorporation:  Alberta  (1982).  Private. 

Type  of  Services  & Supplies:  Total  wireless  communications 
including  area  paging  and  North  America  wide  satellite  paging, 
cellular  and  digital  cellular,  2-way  radios  by  Motorola,  data  and  fax 
remote  equipment.  Full  service  and  installation  of  most  major  brands. 
No.  of  Employees  in  Canada:  52. 

Pajak  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0Z3. 1660,  717  -7  Ave.  S.W. 
Ph.(403)264-1197  Fax:264-1584 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Syd  Robertson; 

Vice-Pres,,  Mgr.Mktg.,  Victor  Lapointe. 

Type  of  Consulting:  Provide  theoil  and  gas  industry  with  engineering, 
project  management  and  wellsite  supen/isory  services  for  wellsite 
preparation,  drilling,  completion,  production  and  lease  restroation, 
both  onshore  and  offshore,  foreign  and  domestic. 

No.  of  Employees  in  Canada:  40. 

Pamco  (Division  of  Enerflex  Systems  Ltd) 

Main  Office:  Calgary,  AB.  T2C  1H9. 8241  - 31  St.  S.E. 

Ph.  (403)  279-5561  Fax:  279-7649 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Niels  Bang; 

Mgr.  Mktg.,  Darrol  Craik; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Public. 

Co.  Registered  In:  Alberta,  British  Columbia,  Saskatchewan. 
Affiliations: 

Enerflex  Systems  Ltd, 

Type  of  Services  & Supplies:  Distributor  for  Dresser-Rand 
compressors,  Waukesha  engines,  Ariel  compressors,  Worthington 
compressors.  Endyn  replacement  parts,  engine-generator  set 
fabricator,  24  hour  parts  and  service  availability.  Repair  parts  and 
service  for  natural  gas  engines  and  compressors. 

No.  of  Employees  in  Canada:  166. 

The  Panila  Group  of  Companies 

Main  Office:  Calgary,  AB.  T2G  4X4, 1 1 65  J - 44  Ave.  S.E. 

Ph.  (403)  243-7930 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ivan  Polancec; 

Vice-Pres.  Mktg,,  Les  Tomlin. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1987).  Private. 

Affiliations: 

Members:  Adrico  Machine  Works  Ltd.,  Cryogenic  Technology, 

Inc.,  Cryomec  Canada  Inc,,  Global  Metal  Industries  Inc.,  Microflex 
Tools  International  Inc.,  Panila  Machining  Corp.,  Rebound  Rig 
International  Ltd.,  Select  Energy  Systems  Inc. 

Type  of  Services  & Supplies:  Complete  range  of  products  and 
services  for  the  coiled  tubing  and  wireline  industries  including  cryogenic 
equipment  and  computerized  water  lift  systems.  Coiled  tubing  rigs 
and  accessories,  coiled  tubing  wellhead  and  downhole  tools  and 
equipment,  wireline  winching  equipment  and  accessories,  drill  stem 
testing  equipment,  complete  machine  shop  and  steel  fabrication 
facilities  compliment  parts  and  service  infrastructure  for  all  equipment 
available  through  the  Panila  Group. 


Paragon  Controls  Limited 

Main  Office:  Calgary,  AB.  T2R  1 Ml . 900, 1 1 22  - 4 St.  S.W. 
Ph.(403)265-8100  Fax:265-9615 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Rick  Knoll. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1980).  Private. 

Company  Directors:  Rick  Knoll. 

Affiliations: 

The  Arlstos  Corporation. 

Type  of  Services  & Supplies:  Manufacturers  Rep. 

No.  of  Employees  in  Canada:  13. 

Paragon  Drilling  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3G9. 410, 1040-7  Ave,  S.W. 

Ph.  (403)  269-2037  Fax:  269-2652 
Officers  & Key  Personnel  at  this  location: 

Mgr,  Contracts,  Randy  Kwasnicia. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1987).  Private. 

Type  of  Equipment:  Contract  drilling. 

No.  of  Employees  in  Canada:  65. 

Les  Parcels  Trucking  (1987)  Ltd. 

Main  Office:  Stettler,  AB.  TOC  2L0.  Box  760. 

Ph.  (403)  742-2781  Fax:  742-2760 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Danny  Pochylko; 

Sec.,  Kim  Pochylko. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1987).  Private. 

Type  of  Services  & Supplies:  Crude  oil  and  water  hauling.  Hot 
service,  tank  truck  service,  pipe  line  fills,  methanol,  KCL.  3 - 50  Bl 
tank  trucks,  6-100  BBL  tank  trucks,  3 puptrailers,  3 tractor-trai 
units,  2 hot  oil  units,  1 pressure  truck  and  1 anchor  truck. 

No.  of  Employees  in  Canada:  20. 

Park  Ambulance  Service  Ltd. 

Main  Office:  Calgary,  AB. 

Mailing  address:  Calgary,  AB.  T1Y  6R6.  Box  55121,  Temple  P.O 

Ph.  (403)  226-0884  Fax:  226-0936 

Toll  Free:  (800)  661-1133 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ken  Muir; 

Vice-Pres.,  Sharon  Muir; 

Main  Banking  Connection:  Royal  Bank  of  Canada, 
Incorporation:  Alberta  (1965).  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Yukon  Territories, 
Northwest  Territories. 

Type  of  Services  & Supplies:  Industrial  Nurses,  Paramedics,  Medi 
Doctors,  First  Aid  Attendants,  certified  weather  observers,  ra( 
operators,  flight  planning,  first  aid/medical  trailer,  first  aid/medi 
supplies,  communication  systems,  meteorological  equipment,  fii( 
watch  software,  and  related  hardware. 

No.  of  Employees  in  Canada:  25. 

Park  Lake  Welding  & Manufacturing 

Main  Office:  Lethbridge,  AB. 

Mailing  address:  Picture  Butte,  AB.  TOK  1 VO.  Box  22. 

Ph.(403)381-4706  Fax:381-3788 

Toll  Free:  (800)  567-4706 

Officers  & Key  Personnel  at  this  location: 

Mgr.,  John  Van  Schothorst. 

Main  Banking  Connection:  Bank  of  Nova  Scotia, 

Type  of  Services  & Supplies:  Welding,  manufacturing  and  repc 
specializing  in  vacuum  tanks.  Vacuum  pumps  and  texas  gates. 

No.  of  Employees  in  Canada:  5, 

Parker's  Machine  Shop  (1976)  Ltd. 

Main  Office:  Red  Deer,  AB.  T4P  1A5.  6780  - 65  Ave. 

Ph.  (403)  346-2495  Fax:  347-7050 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Ed  Neilson: 

Exec.Off.,  Mark  Pszczolkowski. 

Type  of  Services  & Supplies:  Custom  oil  patch  products. 

Parkland  Oilfield  Construction  (1983)  Ltd, 

Main  Office:  Olds,  AB.  T4H  1M6. 11  Imperial  Close. 

Ph.  (403)  556-3790  Fax:  556-2989 

Calgary  Direct:  294-0597 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Mgr.  Const.,  Jim  McNall; 

Vice-Pres.,  Walter  Petersen;  .j 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 
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Company  Profiles 


irporation:  Alberta.  Private. 

e of  Services  & Supplies:  Pipeline  and  flowline  systems,  general 
ind  gas  field  construction  and  maintenance,  facility  erection  and 
ication,  general  plant  maintenance. 

of  Employees  in  Canada:  75. 

rkland  Projects 

n Office:  Olds,  AB.  T4H  1M6. 11  Imperial  Close. 

,(403)  556-3790  Fax:  556-2989 

,ct  Line:  (403)  291-4138 

cers  & Key  Personnel  at  this  location: 

. Optns.,  Alex  Sharp; 

. Contracts.  Harry  Wanjoe; 
n Banking  Connection:  Bank  of  Nova  Scotia, 
rrporation:  Private, 
iations: 

dand  Oilfield  Construction  (1983)  Ltd. 
e of  Service:  Construction  of  compressor  stations,  process  plants 
well  site  facilities,  general  pipe  fabrication. 

of  Employees  in  Canada:  38. 

rsec  Productions  Ltd. 

,1  Office:  Calgary,  AB.  T2G  2E6.  300, 1509  Centre  St.  South. 
(403)262-5455  Fax:262-1200 

cers  & Key  Personnel  at  this  location: 

)unt  Rep.,  James  Kanygin; 

Cunt  Rep.,  Adrian  Marshall. 

e of  Services  & Supplies:  A full  service  bureau  specializing  in 
1 quality  presentation  images  and  training  in  business  graphics, 
aim  is  to  produce  images  that  communicate  to  your  audience 
ijgh  our  creations  or  by  outputting  your  designs.  Design: 
tion  through  computer  graphics  and  scanning:  photographic 
fial  effects  and  production:  the  creation  of  slides  in  all  modes  for 
(entations. 

squale  Mancuso  Construction  Ltd. 

■1  Office:  Red  Deer,  AB.  T4P  2B3.  7, 4812  - 78  St. 
(403)346-6715  Fax:342-1549 

:ers  & Key  Personnel  at  this  location: 
i.,  Pasquale  Mancuso; 

Bus.Dev.,  John  Bonnett; 

1 Banking  Connection:  Toronto-Dominion  Bank, 
rporation:  Alberta  (1965).  Private. 
i of  Service:  All  types  of  civil  concrete  construction,  general 
,ld  facility  and  pipeline  construction. 

of  Employees  in  Canada:  20, 

^on  Well  Services  Ltd. 

I Office:  Calgary,  AB.  T2H  2L7. 14,  6120-11  St.  S.E. 
1403)255-3158  Fax:253-9681 

!ers  & Key  Personnel  at  this  location: 

i,  Jim  Hill; 

iSftw.Dev.,  Francis  Dunlop; 

I Banking  Connection:  Royal  Bank  of  Canada, 
irporation:  Alberta  (1978).  Private. 

? of  Services  & Supplies:  Rental  and  sales  of  rig  instrumentation 
control  equipment.  Remote  control  choke  valves,  mud  pit  volume 
(zers,  electronic  drilling  recorders,  mud  flow  recorders,  trip  tank 
tors,  pump  stroke  counters, 
jf  Employees  in  Canada:  10. 

;ch  H^S  Services  Ltd. 

I Office:  Red  Deer,  AB.  T4P  1 M8.  4,  781 9 - 50  Ave. 

403)  346-8200  Fax:  342-0342 
;ers  & Key  Personnel  at  this  location: 
t,  Gary  O'Connor; 

•Treas.,  Barb  Robinson. 

! Banking  Connection:  Parkland  Savings  & Credit  Union, 
rporation:  Alberta  (1989). 

I of  Services  & Supplies:  H^S  safety  trailers,  electronic  monitors, 
nstruction,  H^S  supervision.  On  site  supervisors,  portable  radio 
:ms,  high  density  lighting  systems  safety  air  trailers,  security 
cnnel. 

)f  Employees  in  Canada:  24. 

L Drilling  Tools  Ltd. 

I Office:  Calgary,  AB.  T2P  3T7. 1650, 736  - 6 Ave.  S.W. 

I 103)  264-3903  Fax:  233-2506 
brs  & Key  Personnel  at  this  location: 

:,  Paul  B.  Lee. 

i of  Services  & Supplies:  Oilfield  down  hole  drilling/completion 
(onshore  and  offshore.  PBL  Bypass  System  (Multi-functional 
ps  system).  PBL  adjustable  stabilizer  (down  hole  adjustable 
■izer). 


PCL  Industrial  Constructors  Inc. 

Main  Office:  Edmonton,  AB.  T6E  3N7,  5402  - 99  St. 

Mailing  address:  Edmonton,  AB.  T5J  2P1.  Box  1720. 
Ph.(403)430-3519  Fax:437-3671 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Alan  Bodie; 

Mgr.  Bus.Dev.,  Stan  Shewchuk. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Private. 

No.  of  Employees  in  Canada:  100. 

Peacock  Inc. 

Main  Office:  Edmonton,  AB.  TOE  5W2.  4737  - 97  St. 
Ph.(403)438-1122  Fax:437-5218 

Officers  & Key  Personnel  at  this  location: 

Plant  Mgr.Serv.,  Harry  Kornel: 

SIs.Mgr.Prod.,  Douglas  Wallace, 

Type  of  Services  & Supplies:  Services  division  - specialize  in 
rebuilding  of  mechanical  equipment  including  pumps,  steam 
turbines,  centrifuges,  compressors,  blowers  and  fans.  Precision 
Dynamic  balancing,  babbitting,  and  flame  sprayed  coatings.  On  site 
machinery  service  and  field  service  available  on  24  hour  basis. 
Products  division  - warehousing  and  manufacturing  facilities. 
Distributor  of  products  manufactured  by  leading  North  American, 
British  and  European  companies. 

Peco  Filters  Limited 

Main  Office:  Caigary,  AB.  T2G  3G8.  2912  - 11  St.  S.E. 

Ph.  (403)  243-6700  Fax:  243-4491 
Officers  & Key  Personnel  at  this  location: 

Pres.,  A.D,  Kingsford  (243-4773); 

Sec.,  G.B.  Sears  (243-6700): 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1971).  Private. 

Affiliations: 

Petro  Equipment  Sales  Ltd. 

Type  of  Services  & Supplies:  Replacementfilterelementsforfiltration 
of  air,  gas,  liquids. 

No.  of  Employees  in  Canada:  12. 

PEDERSEN,  M.V.,  Engineering  Inc. 

Main  Office:  Calgary,  AB.  T3C  0M5.  201 , 121 9 - 1 1 Ave.  S.W. 

Ph.  (403)  245-2225  Fax:  245-6440. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Morten  V.  Pedersen,  P.Eng. 

Type  of  Consulting:  Consulting  mechanical  engineering,  H.V.A.C., 
process  steam,  preventive  maintenance,  energy  analysis,  trouble 
shooting. 

No.  of  Employees  in  Canada:  8. 

Pembina  Controls 

Division  of  D.V.  Meter  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  88  609  - 21  Ave. 

Ph.  (403)  955-3626  Fax:  955-2489 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Rob  Manton; 

Rep.  Inside  Sis.,  Barrie  Westerhaue; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1964).  Public. 

Affiliations: 

D.V.  Meter  Ltd. 

Type  of  Services  & Supplies:  Instrumentation  and  metering  sales 
and  service.  Sampling  systems,  P.D.  meters,  gas  meters;  turbine 
meters,  disposable  pens;  transmitters,  etc.  Volumetric  oil  meter 
providing,  repair  and  calibration  of  all  oilfield  meters,  service  to  all  types 
of  relief  valves,  dump  valves,  level  controls,  pressure  switches,  pressure 
gauges,  etc. 

No.  of  Employees  in  Canada:  30. 

Pembina  Oil  Separators 

A Division  of  Byram  Industrial  Services  Ltd. 

Main  Office;  Drayton  Valley,  AB.  TOE  OMO.  Box  6478, 5610  - 50 
Ave. 

Ph.  (403)  542-4626  Fax:  542-5092 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Kenneth  J.  Byram,  P.Eng.; 

Sis. Mgr.,  Frank  (Brad)  Wilson. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta.  Private. 

Affiliations: 

By  ram  Industrial  Services  Ltd. 

Type  of  Services  & Supplies:  Processing  plant  for  the  processing  and 
disposal  of  upstream  side  oilfield  wastes  and  the  subsequent  recovery 
of  crude  oil.  Rig,  frac  and  tank  truck  washing.  Custom  treating  and 
water  disposal.  Hot  and  cold  service  water  sales. 

No.  of  Employees  in  Canada:  13. 


Pembina  Pipeline 

Main  Office:  Calgary,  AB.  T2P  2M7.  Box  1948,  707  - 8 Ave.  S.W. 
Ph.(403)231-7500  Fax:237-0254 

Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O,,  W.R.  Stedman; 

Vice-Pres.,  Gen.Counsel,  D.J.  Watkinson; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Manitoba,  Northwest 
Territories,  Saskatchewan,  Yukon  Territories. 

No.  of  Employees  in  Canada:  70. 

Pembina  Pump  Ltd. 

Main  Office:  Drayton  Valley,  AB.  TOE  OMO.  Box  6817. 

Ph.  (403)  542-4805 

Telephone;  (403)  542-491 1 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Jim  J.  Quinn  (347-1128); 

Sec-Treas.,  James  Novosel. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1973).  Private. 

Affiliations; 

Quinn's  Oilfield  Supply  Ltd. 

Type  of  Services  & Supplies:  Bottom  hole  pump  services.  Related 
oilfield  supplies. 

No.  of  Employees  in  Canada:  5, 

Pendemak  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T6N  1B7.  3207  - 97  St. 

Ph.  (403)  435-5706  Fax:  438-3290 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gordon  Mackenzie; 

Sr.Rep.  Fid. Sis.,  Keith  Mackenzie. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1981).  Private. 

Type  of  Services  & Supplies:  Supply  full  line  of  new  Varel  oilfield 
drilling  bits  with  sizes  ranging  from  3 3/4"  through  36".  Journal  bearing 
insert  bits,  journal  bearing  tooth  bits,  nonsealed  steel  tooth  bits,  sealed 
bearing  insert  and  tooth  bits  and  nozzles. 

No.  of  Employees  in  Canada:  10. 

Penetrators  Canada  Inc. 

Main  Office:  Red  Deer,  AB.  T4P  1X8. 6, 7450  - 49  Ave.  Crescent. 

Ph.  (403)  346-7474 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Grant  McQueen; 

Exec.Vice-Pres.,  Derek  Martin. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1989).  Private. 

Type  of  Services  & Supplies:  Hydraulic  perforating  and  rock 
penetration  services. 

Penfabco  Oilfield  Equipment  Sales  & 
Service  Ltd. 

Main  Office;  Edmonton,  AB.  T6H  2J5. 5720  - 103A  St. 
Ph.(403)434-0222  Fax:436-1467 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Harry  Byrt; 

Vice-Pres.,  Don  McKenzie; 

Main  Banking  Connection;  Alberta  Treasury  Branches. 

Incorporation:  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Pressure  vessel  manufacturing. 
Separators,  treaters,  dehydrators. 

No.  of  Employees  in  Canada;  10. 

Penta  Completions  Supply  & Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0Z3. 1000, 717-7  Ave.  S.W. 
Ph.(403)262-1688  Fax:234-0108 

Officers  & Key  Personnel  at  this  location: 

Wayne  Adolphe; 

John  Roslaniec. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1987).  Private. 

Type  of  Services  & Supplies:  Designing  and  optimization  of  new  and 
existing  pumping  oil  wells.  Field  service  technicians  and  consultants. 
Fiberglass  and  steel  sucker  rods,  sinker  bars,  polish  rods,  pup  joints, 
pump  off  controllers  and  sucker  rod  accessories. 

No.  of  Employees  in  Canada:  6. 

Performance  Filter  Systems 

Division  of  Performance  Industries  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5E1 . Site  14,  Box  29,  R.R.1 . 
Ph.(403)340-3120  Fax:346-9720 

Incorporation:  Alberta  (1986).  Private. 
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Affiliations: 

Performance  Industries  Ltd. 

Type  of  Services  & Suppiies:  Fluid  filtration  system  and  service. 

Personnel  & Confidential 

Main  Office:  Caigary,  AB.  T2P  0M2. 1 920,  540  - 5 Ave.  S.W. 

Ph.  (403)  265-4020  Fax:  264-2340 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Sharlene  Massie. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987). 

Type  of  Services  & Suppiies:  Temporary  and  permanent  personnel 
recruiting  service  -accounting,  technical,  data  processing,  secretarial, 
receptionists,  administrative,  sales,  all  professional  fields. 

No.  of  Employees  in  Canada:  5. 

Petrel  Robertson  Ltd,  Core  Laboratory 

Main  Office:  Caigary,  AB.  T2E  7K5.  2801  - 18  St.  N.E. 

Ph.  (403)  250-8299  Fax:  291  -9355 

Type  of  Services  & Supplies:  Core  analysis/special  core  analysis. 
Petrography  (S.E.M.,  X.R.D,,  Thin  Sections).  Regional  geological 
studies. 

Petrel  Robertson  Ltd. 

Main  Office:  Caigary,  AB.  T2E  7K5.  2801  - 18  St.  N.E. 

Ph.  (403)  250-8299  Fax:  291  -9355 
Officers  & Key  Personnel  at  this  iocation: 

Pres..  C.E.O.,  Michael  E.  Doyle; 

Vice-Pres.  Inti.,  Sandro  Silenzi; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1979).  Private. 

Affiliations: 

Partly  Owned:  Canpetro 
Other:  Petrel  Robertson  Inc. 

Type  of  Services  & Suppiies:  Petroleum  and  natural  resource 
exploration  consulting  in  conjunction  with  core  analysis,  professional 
training  and  petroleum  management. 

No.  of  Employees  in  Canada:  20. 

Petro  Equipment  Sales  Ltd. 

Main  Office:  Calgary,  AB.  T2G  3G8. 2912  - 1 1 St.  S.E. 

Ph.  (403)  243-4773  Fax:  243-4491 
Officers  & Key  Personnel  at  this  location: 

Pres.,  P.A.  Kingsford; 

Sis.Mgr.,  W.  Scheuerman; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  (1965).  Private. 

Type  of  Services  & Supplies:  Engineered  sales  and  service  to  gas 
processing  and  pipelines,  petro-chemical  plants,  petroleum  producers. 
Perry  Equipment  Corp.  - filtering  equipment  for  gas,  process  liquids, 
refined  products,  quick  opening  closures,  high  efficency  mist 
eliminators,  “Divmesh”  wire  mesh  and  plastic  mist  eliminator  pads. 
Riley-Beaird  Inc.  - Maxim  silencers,  waste  heat  recovery  units,  fuel 
gas  expanders.  Peco-orifice  fittings  and  plates,  meter  runs,  turbine 
meters.  Greening  Donald  - woven  wire  cloth,  catalyst  bed  supports. 
US  Filter  Corp.  - leaf  filters,  flotation  separation.  United  Filters  Inc.  - 
String  wound  filter  cartridges,  Mokveld  non  slam  check  valves. 

No.  of  Employees  in  Canada:  45. 

Petro  Well  Servicing 

Division  of  477750  Albetia  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3J4. 1440,  700  - 4 Ave.  S.W. 
Ph.(403)263-2811  Fax:263-2852 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Niedermaier; 

Vice-Pres.  Contracts,  Sis.Mgr.,  Gary  Rutley; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  85. 

PETROCLEAN  Systems  Inc. 

Main  Office:  Calgary,  AB.  T2E  2L7.  636  - 36  Ave.  N.E. 
Ph.(403)247-6255  Fax:247-6197 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Pierre  de  Froidmont; 

Gen, Mgr.,  Derek  Broadway. 

Type  of  Services  & Supplies:  Petro-chemical  recovery  systems 
applicable  to  the  widest  range  of  oil  spill  clean-up  operations.  The 
Petroclean  systems  are  not  oleophilic  and  will  therefore  recover 
any  type  of  floating  oil  regardless  of  the  viscosity  or  thickness  of 
the  oil  layer.  Some  units  are  remote-controlled. 


Petrocraft  Products  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6J9.  C,  2410-2  Ave.  S.E. 

Ph.  (403)  272-9590  Fax:  278-7999 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  FI.R.  Morris; 

Mgr.,  David  Karam. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1964).  Private. 

Type  of  Services  & Supplies:  Geological  wellsite  supplies  and 
sample  processing,  microscope  and  fluoroscope  sales,  rental  and 
servicing.  Computerized  storage  of  bagged  or  vialed  sample  and 
boxes  of  core.  Vials,  labels,  bags,  geochemical  and  shipping  containers. 
“Petrologs-Metrologs-SampleFlies”,  wellsite  chemicals  and  other 
geological  accessory  equipment.  Laboratory  equipment  and  supplies 
including  a complete  listing  of  chemicals  in  small  sizes. 

No.  of  Employees  in  Canada:  2. 

The  Petroleum  Explorer/Rudyard 
Publishing  Inc. 

Main  Office:  Calgary,  AB.  T3A  5C4.  Box  84009,  Market  Mall  P.O. 
Ph.  (403)  237-8837  Fax:  237-8837 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Peter  Flarrington. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1992).  Private. 

T ype  of  Services  & Supplies:  Publishes  a monthly,  24  page  newsletter 
with  articles  of  interest  to  geologists,  geophysicists,  and  engineers 
working  in  Western  Canada  and  beyond. 

No.  of  Employees  in  Canada:  1 . 

Petroleum  Information  Canada  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3G6.  500,  255  - 5 Ave,  S.W. 

Ph.  (403)  263-3822  Fax:  262-6067 

Order  Desk:  (403)  263-5373 

Officers  & Key  Personnel  at  this  location: 

Pres.,  A.J.  (Tony)  Murphy: 

Vice-Pres.  Sls.&  Prod.  Delivery  Systems,  Mitch  Tarr; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Private. 

Affiliations: 

Parent  Company:  Petroleum  Information  Corporation  (Houston, 
Tx) 

Other:  Petroleum  Information  (Denver,  Co),  Petroleum  Information 
(Erico)  Ltd. (London,  England),  PI  Energy  Services  Pty.  Ltd. 
(Perth.Australia). 

Type  of  Services  & Supplies:  Important  well  and  land  information 
from  government  sources  and  operators  for  the  entire  Western 
Canada  Sedimentary  Basin.  Land  information  includes  Crown, 
Freehold,  Dominion  Crown,  and  Indian  Lands;  well  information  includes 
PI  Scouted  data.  Some  of  our  key  products  include  Accumap,  Land 
& Well  Atlases,  Land  Title  Searches,  PIX  Well  Cards,  Production 
Books,  Progress  Report  (outlining  all  active  wells  in  Western  Canada), 
Land  & Well  Township  Plats,  PetroROM,  and  Custom  Mapping 
Products. 

No.  of  Employees  in  Canada:  60. 

Petroleum  Recovery  Institute 

Main  Office:  Calgary,  AB.  T2L  2A6. 100,  3512  - 33  St.  N.W. 
Ph.(403)282-1211  Fax:289-1988 

Officers  & Key  Personnel  at  this  location: 

Exec. Dir.  Conrad  Ayasse; 

Mgr.Tech.Dev.,  Blaine  Hawkins. 

Type  of  Service  & Supplies:  Provides  laboratory  and  consulting 
services  and  technical  training  related  to  oil  and  gas  recovery  including 
field  development,  well  workover  and  stimulation  design,  and 
secondary  and  tertiary  oil  recovery  processes.  Design  and  manufacture 
specialized  equipmentfor  laboratory  testing  of  oil  recovery  processes. 
Provides  magnetic  resonance  imaging  services  for  non-destructive 
petrophysical  properties  determination  and  material  analysis. 

Petroleum  Technology  Transfer  Inc. 

Main  Office:  Calgary,  AB.  T2P  3P4. 1965, 101  -6  Ave.  S.W. 

Ph.  (403)  232-6772  Fax:  265-9363 
Officers  & Key  Personnel  at  this  location: 

Mgng.Dir,,  W.R.  Porteous. 

Type  of  Service  & Supplies:  Technical  training  programs  for  the 
international  petroleum  industry  including  needs  assessment, 
program  design,  sourcing,  delivery  and  evaluation. 

Petrolite  Canada  Inc.  - Tretolite  Division 

Distribution/Technology 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  101, 1406  - 8 St. 

Ph.  (403)  955-2222  Fax:  955-7858 
Officers  & Key  Personnel  at  this  location: 

Mgr.  Distribution,  Nigel  Boos. 


Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1980).  Private. 

Affiliations: 

Parent  Company:  Petrolite  Corporation. 

Type  of  Equipment:  Supply  of  oilfield  drilling,  stimulation  e 
production  specialty  and  production  specialty  chemicals  to 
Demulsifiers,  corrosion  inhibitors,  scale  inhibitors,  paraffin  inhibitc 
paraffin  solvenfs,  mutual  solvents,  microbiocides,  oxygen  scavenge 
No.  of  Employees  in  Canada:  62. 

Petroseis  90  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3E7.  980, 555  - 4 Ave.  S.W. 
Ph.(403)264-3180  Fax:265-6126 

Officers  & Key  Personnel  at  this  location: 

Off. Mgr.,  H.  Luttmer. 

Type  of  Services  & Supplies:  Seismic  data  brokers. 

Petro-Trade 

Main  Office:  Calgary,  AB.  T2P  0M2. 800,  540  - 5 Ave.  S.W. 

Ph.  (403)  263-71 71  Fax:  263-71 74 

Officers  & Key  Personnel  at  this  location: 

Exec.Dir.,  Jim  Perry; 

Pres.,  Roger  Soucy. 

Type  of  Services  & Supplies:  Petro-T  rade  is  a non-profit  associal 
of  over  sixty  Canadian  oilfield  service,  supply,  engineering  ; 
manufacturing  companies,  whose  mandate  is  to  assist  its  memb 
to  expand  their  international  business. 

Phelps  Drilling  International  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3P4. 1450, 101  -6  Ave.  S.W. 
Ph.  (403)  269-2858  Fax:  262-2497 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.  Fin.,  T.V.  Dumont; 

Vice-Pres.  Contracts,  A.G.  (Art)  Hibbard; 

Main  Banking  Connection:  Alberta  Treasury  Branches, 
Incorporation:  Alberta  (1983).  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  North  Dakota, 
Saskatchewan,  Texas,  Wyoming,  Northwest  Territories. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  265. 

Phillips  Petroleum  International  Canada 
Ltd. 

Main  Office:  Calgary,  AB.  T2P  3N4. 2800, 144-4  Ave.  S.W. 
Ph.  (403)  298-0429 

Officers  & Key  Personnel  at  this  location: 

Eng.  Sls.&  Serv.,  Paul  Goehner. 

Banking  Connections:  Royal  Bank  of  Canada,  Royal  Bank  of 
Canada. 

Incorporation:  Alberta  (1975).  Private. 

Affiliations: 

Drilling  Specialties  Company. 

Type  of  Services  & Supplies:  Sales  and  service  for  drilling  r 
additives,  cement  additives,  well  stimulation  chemicals  and  E 
chemicals. 

No.  of  Employees  in  Canada:  2. 

Phoenix  Fence  (1986)  Ltd. 

Main  Office:  Edmonton,  AB.  T5V  1E9. 12816-  156  St. 

Ph,  (403)  447-1 91 9 Fax:  447-251 2 

Toll  Free:  (800)  661-9847 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Bob  Rowe. 

Main  Banking  Connection:  Canadian  Western  Bank. 
Incorporation:  Alberta  (1986),  Private. 

Type  of  Services  & Supplies:  Supply  and  installation  of  chain 
fencing  and  related  products.  Chain  link  fencing  and  gates,  port, 
wellhead  enclosures;  plastic  safety  and  snow  fence;  T -posts,  elei 
operated  power  gates,  panic  exit  gates. 

No.  of  Employees  in  Canada:  25. 

Phoenix  Oilfield  Rentals 

Main  Office:  Red  Deer,  AB.  T4N  6J5. 79  Hammond  Cr. 

Ph.  (403)  347-2336 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1979).  Private, 

Type  of  Services  & Supplies:  Specializing  in  sump  pump  ren 
water  pumping  and  various  other  rentals  available. 

No.  of  Employees  in  Canada:  2 

Photon  Systems  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3R7.  600,  520  - 5 Ave.  S.W. 
Ph.(403)233-0170  Fax:233-0212 
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Company  Profiles 


icers  & Key  Personnel  at  this  location: 

s..  George  Palmer; 

SIs.Mgr.,  Joe  Tischner. 

m Banking  Connection:  Royal  Bank  of  Canada, 
orporation:  Canada  (1990).  Private. 

Registered  In:  Alberta. 

le  of  Services  & Supplies:  Geophysical  Interpretation  software 
plopment  - currently  have  several  products  on  market  - most 
jbly  SeisX.  Software  - SeisX,  GeoSection,  Quickpro,  GeoBuild. 

of  Employees  in  Canada:  20. 

Resource  Consultants  (1971)  Ltd. 

n Office:  Calgary,  AB.  T2T  3B1 . 3801  - 38  St.  S.W. 

(403)  243-5754  Fax:  243-5754. 

Icers  & Key  Personnel  at  this  location: 

3.,  Tom  Boleantu,  BA,  P.Geol.; 

B.M.  Boleantu. 

:e  of  Services  & Supplies:  International  financial  planning  and 
)urce  investments.  A complete  range  of  one-stop  services  to 
adians  going  to  work  or  working  overseas,  including:  cross-culture 

Iimunication,  culture  shock,  tax  haven  banking,  will  preparation  (for 
rnational  purposes),  obtianing  non-resident  status,  tax  planning, 
hternational  financial  planning  firm. 

e Pickford  Group  Ltd. 

Office:  Calgary,  AB.  T2R  1 M7,  700,  550-  11  Ave.  S.W. 
403)261-0011  Fax:264-1465 

cers  & Key  Personnel  at  this  location: 

3.,  R.A.  Williamson; 

.Mgr.,  J.E.  Grisdale: 

1 Banking  Connection:  Canadian  imperial  Bank  of 
nmerce. 

rrporation:  Alberta  (1989).  Private, 
e of  Services  & Supplies:  Manufacture,  supply  and  service  of 
i Series  600  RTU  equipment  for  beam  pump  control,  gas  volume 
jliquid  measurement  and  satellite  monitoring.  Sales  and  service  of 
cester  ball  valves  and  actuators  both  electr'c  or  pneumatic  for 
bhing  or  modulating  control.  Rental  and  service  of  Sweeney  Slect- 
)rq  hydraulic  torque  tools.  Rental  and  service  of  HTI  hydraulic  stud 
loners.  Sales  of  GTI  stud  removal  gripping  tools.  Supply  and 
ice  of  Expando  Seal  testing  and  plugging  tools  for  heat  exchanger 
Is.  Sales  for  Gulf  Wafer  check  valves,  Statiflo  static  in-line  mixers. 
Red  casing  bowl  welding  pre-heaters.  Canadian  agent  for 
(Ratigan  B.O.P.’s  and  stuffing  boxes, 
lof  Employees  in  Canada:  17. 

lar  Oilfield  Projects  Ltd. 

|i  Office:  Calgary,  AB.  T2R  1 M7.  502,  550-  11  Ave.  S.W. 
i403)  266-7070  Fax:  233-7802 
bers  & Key  Personnel  at  this  location: 

!.,  Joseph  A.  Samaska,  P.Eng.; 

, Gen, Mgr,,  Robert  J.  Unrau,  C.E.T.; 

(1  Banking  Connection:  Royal  Bank  of  Canada. 

Irporation:  Alberta  (1983).  Private. 

Registered  In:  Alberta,  British  Columbia,  Saskatchewan, 
b of  Service:  Plant  and  field  construction  of  oil  batteries,  compressor 
ons,  heavy  oil  facilities,  plant  modifications  etc.  Shop  fabrication  of 
packages,  pipe  spooling,  pressure  vessels,  flare  stacks,  structural 
1 etc. 

of  Employees  in  Canada:  60. 

>6  Coatings  Systems/Div.  of  Garneau  Inc. 

!i  Office:  Nisku,  AB.  TOC  2G0.  2003  - 5 St. 
ing  address:  Nisku,  AB.  TOC  2G0.  Box  137. 

,403)955-2398  Fax:955-7715 

:ers  & Key  Personnel  at  this  location: 

Glen  Garneau: 

'ntl.Mktg.,  Rudy  Garneau; 

1 Banking  Connection:  Alberta  Treasury  Branches, 
rporation:  Alberta  (1980).  Private. 

Registered  In:  Alberta  (1980). 
iations: 

mt  Company:  Garneau  Inc. 

b of  Services  & Supplies:  Pipe  coating  plant,  equipment 
jfacturer.  Protective  coatings  (pipe),  pipe  line  equipment  and 
ils. 

pf  Employees  in  Canada:  60. 

letech  Corporation  Ltd. 

) Office:  Calgary,  AB.  T2G  1 Y6.  534  - 42  Ave.  S.E, 

!403)  287-3558  Fax:  243-6279 
ters  & Key  Personnel  at  this  location: 

.,  Bob  Lotwin; 
j Inside  Sis.,  Kim  Gibson. 


Incorporation:  Alberta  (1987).  Private. 

Affiliations: 

Wholly  Owned:  Industrial  Case  & Light. 

Type  of  Services  & Supplies:  Consulting  for  pigging  systems, 
procedures,  programs.  Pipeline  pigs  (2"  thru  60")  cup.  Bi-directional, 
scraper,  brush,  paraffin,  multi-size,  sphere  and  foam  pigs.  Pig  signals, 
meter  prover  spheres  and  consulting  services. 

No.  of  Employees  in  Canada:  6. 

Plains  Fabrication  and  Supply 

A Division  of  Plains  Oil  Ltd. 

Main  Office:  Calgary,  AB.  T2G  1 P5.  803  - 24  Ave,  S.E. 

Ph.  (403)  269-1870  Fax:  269-2050 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ron  Piche: 

Vice-Pres.  Production,  Barry  Newman; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1988).  Private. 

Affiliations: 

Plains  Oil  Ltd. 

Type  of  Services  & Supplies:  Steel  fabrication  of  pressure  vessels 
and  products  tor  the  oil  and  gas  industry.  Surface  and  underground 
steelstorage  tanks,  pressure  vessels,  separators,  dehydrators,  treaters, 
pipe  spooling. 

No.  of  Employees  in  Canada:  40. 

Plains  Perforating  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0L6,  860,  400  - 5 Ave.  S.W. 

Ph.  (403)  262-6306  Fax:  266-3960 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Tom  Kusumoto; 

Vice-Pres.,  Dan  Remenda: 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1973).  Private. 

Co.  Registered  In:  Alberta  (1973). 

Company  Directors:  Tom  Kusumoto,  Dan  Remenda. 

Affiliations: 

Wholly  Owned:  DHN  Services  Ltd. 

Partly  Owned:  Tri-Ener-Tech  Petroleum  Services  Ltd. 

Type  of  Services  & Supplies:  Complete  cased  hole  wireline  services, 
logging,  perforating,  swabbing,  13  perforating  units,  1 swabbing  unit, 
2 portable  mast  units  and  2 grease  units,  computer  service,  tubing 
conveyed  perforating. 

No.  of  Employees  in  Canada:  48. 

Plainsman  Mfg.  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  4N6. 8135  Wagner  Rd. 

Ph.  (403)  496-9800  Fax:  463-9800 
Officers  & Key  Personnel  at  this  location: 

Pres.,  R.B.  McDougall; 

Sec-Treas.,  L.A.  Makelki. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1968), 

Type  of  Services  & Supplies:  Distributor  to  pipeline,  gas,  production, 
water  and  waste.  Pigs,  insulator,  polyethylene  fittings,  trans.  riser 
types,  flange  insulator. 

No.  of  Employees  in  Canada:  12. 

Plastron  Spray  Inc. 

Main  Office:  Calgary,  AB.  T2C  2H8. 12, 4420  - 75  Ave.  S.E. 

Ph.  (403)  236-0506  Fax:  236-3524 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Tony  Shorthouse. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  (1981).  Private. 

Type  of  Service:  Thermal  sprayed  coatings  in  metals  and  ceramics, 
using  plasma  and  other  metallizing  processes,  including  on-site  work. 
No.  of  Employees  in  Canada:  3, 

Platinum  Gover  Int.  Inc. 

Main  Office:  Calgary,  AB.  T2R  1 L9.  750, 333-  11  Ave.  S.W. 

Ph.  (403)  264-6688  Fax:  237-8271 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Tim  Juristy. 

Type  of  Services  & Supplies:  Buy  and  sell:  piling  pipe,  waterwell 
pipe,  structural  pipe,  production  tubing,  casing. 

Polar  Environmental  Services  Ltd. 

Main  Office:  Edmonton,  AB.  T6P  1K7. 1705  - 90  Ave. 

Ph.  (403)  449-4600  Fax:  449-71 84 
Officers  & Key  Personnel  at  this  location: 

Optns.Mgr.,  Noble  Monkman. 

Main  Banking  Connection:  Royal  Bank  of  Canada, 


Incorporation:  (1986).  Public. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Polar  Oilfield  Services, 

Type  of  Services  & Supplies:  Mobile  mechanical  dewatering 
contractor.  Unitized  dewatering  systems  featuring  high  “G”,  force 
speed  decanting  centrifuges.  Various  size  centrifuges  for  oilfield  use. 

No.  of  Employees  in  Canada:  7. 

Polaris  Equipment  Company  Ltd. 

Main  Office:  Calgary,  AB.  T2M  3K8. 1 1 1 8 - 9 St.  N. W, 

Ph.  (403)  289-9007 

Officers  & Key  Personnel  at  this  location: 

Pres.,  M.L.  McLafferty,  Jr. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1966).  Private. 

TypeofServices&Supplies:Distributorofspecialtyoilfieldequipment. 
Collapsible  fuel  storage  containers. 

No.  of  Employees  in  Canada:  1 . 

R.  Pollitt  Oilfield  Construction  Ltd. 

Main  Office:  Leslieville,  AB.  TOM  1H0.  Box  250. 

Ph.  (403)  729-3778  Fax:  729-2048 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Darren  Pollitt; 

Sec.,  Rocky  Blair, 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1976).  Private, 

Type  of  Services  & Supplies:  Winch  work,  pipefitting,  labour  crews, 
pile  driver,  picker  truck,  fencing  crews,  lease  mowing,  bobcat  work,  hot 
shot  service. 

No.  of  Employees  in  Canada:  40. 

Polytubes  (1977)  Ltd. 

Main  Office:  Edmonton,  AB.  T5V  1 H5, 1 21 60  - 1 60  St. 

Ph.  (403)  452-8375  Fax:  452-8397 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr,,  Jim  McCaffery. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1977).  Private. 

Type  of  Services  & Supplies:  Manufacturer  of  polyethylene  pipe  and 
tubing. 

No.  of  Employees  in  Canada:  49. 

Poncho  Well  Servicing  Ltd. 

Main  Office:  Edmonton,  AB.  T6H  2J2.  6810  - 103  St. 

Ph.  (403)  437-7066  Fax:  436-8988 
incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta,  British  Columbia. 

Affiliations: 

Grizzly  Ledcor  Well  Servicing  Limited. 

Type  of  Equipment:  Five  service  rigs  capable  of  handling  any  oil  or 
gas  well  workover,  completion,  abandonment  or  swab  job  to  a depth  of 
4,500m. 

No.  of  Employees  in  Canada:  30. 

Porta-Test  Inc. 

Main  Office:  Edmonton,  AB.  T6P  1S4, 5710-17  St. 
Ph.(403)440-1122  Fax:440-1129 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Rudie  Kocken; 

Vice-Pres.  Sis.,  Bill  Kocken. 

Incorporation:  Private. 

Type  of  Service:  Design  and  engineer  through  to  fabrication  of  oil  and 
gas  separation  equipment. 

No.  of  Employees  in  Canada:  60, 

Portatrain  On-Site  Training  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0T8. 1920,  700  - 6 Ave.  S.W. 

Ph.  (403)  263-5563  Fax;  263-5570 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  B.  Edmond; 

Partner  & Sr.  Cons,,  D.B.  (Blaine)  Macinnes. 

Type  of  Services  & Supplies:  Operations  training  and  development 
program,  petroleum  training  and  consulting  services,  on-site  field 
operator  training,  custom  program  design,  project  management  for 
technology  transfer. 

Porteous  Engineering  Limited 

Main  Office:  Calgary,  AB.  T2P  3P4. 1965, 101  -6  Ave,  S.W. 

Ph.  (403)  232-6772  Fax:  265-9363, 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  Porteous. 
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Type  of  Consulting:  Petroleum  engineering  services  for  the 
international  petroleum  industry,  including  well  completions, 
workovers,  stimulation,  production  optimization,  project  planning, 
organization  and  management,  engineering  training  programs  and 
seminars.  Production  facilities  audits.  Servicesfor  international  funding 
organization,  governments  and  agencies. 

No.  of  Employees  in  Canada:  6. 

Power  Ignition  Controls  Ltd. 

Main  Office:  Edmonton,  AB.  T6H  2J7.  5967  - 103A  St. 

Ph.  (403)  436-9047 

Officers  & Key  Personnel  at  this  location: 

Contr.,  David  A.  Foulkes-Jones: 

Raymond  Redpath. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta  (1974). 

Company  Directors:  David  A.  Foulkes-Jones,  Raymond  Redpath. 
Type  of  Services  & Supplies:  Sales,  service  and  installation  of 
sfandard  and  explosion  proof  ignition  systems  on  natural  gas  engines. 
Types  of  supplies,  Bendix,  American  Bosch,  Fairbanks,  Altronic 
magnetos,  STITT,  CHAMPION  and  BG  spark  plugs,  PIC  manufactured 
wiring  harnesses,  Dynalco  monitoring  equipment,  Pow  R Quik  air  and 
gas  starting  systems.  Startmaster  gas  starters.  Frank  W.  Murphy  Mfr. 
Instrumentation.  Sales,  service  and  installation  of  the  above. 
Consultants  for  ignition  system  needs. 

No.  of  Employees  in  Canada:  25. 

Prairie  Biological  Research  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5V2. 4290  - 91 A St. 

Ph . (403)  450-3957  Fax:  450-3960 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dr.  Ram  Mehta; 

Vice-Pres.  Optns.,  Dr.  Frank  Kozar. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1984).  Private. 

Affiliations: 

Wholly  Owned:  Achra  Bioanatycal  Laboratories  Inc. 

Type  of  Services  & Supplies:  Bioremediation  of  hydrocarbon 
contaminated  sites;  toxicological  evaluation  of  industrial  effluents: 
indoor  air  quality;  product  safety  and  efficiency  evaluation;  microbial 
corrosion  testing,  and  risk  assessment. 

No.  of  Employees  in  Canada:  9. 

Precimax  Mfg.  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5Z5.  9503  - 49  Ave. 
Ph.(403)436-2301  Fax;  436-9936. 

Officers  & Key  Personnel  at  this  location: 

Exec.  Off.,  Morris  Kool. 

Type  of  Services  & Supplies:  Four  axis  numerically  confrolled 
milling;  tool  making;  valves;  drilling  tools,  wireline  tools;  downhole 
tools. 

Precise  Directional  Services,  Inc. 

Main  Office:  Calgary,  AB.  T2P  3G2.  900,  840  - 7 Ave.  S.W. 

Ph.  (403)  233-2730  Fax:  266-4855 
Additional  Fax:  (403)  269-4738 
Officers  & Key  Personnel  at  this  location: 

Pres.,  K.W.  Cuthill; 

Tech. Rep.  Sis.,  Ron  Christensen. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993). 

Affiliations: 

Wholly  Owned:  Precise  Directional  Services,  Inc.  (Texas). 

Type  of  Services  & Supplies:  Horizontal  drilling  short,  medium  and 
long  radius,  directional  drilling  - deviation  control,  performance  drilling, 
computerized  well  design  and  services.  Re-entries  and  sidetracks. 
Downhole  motors,  measurement  while  drilling,  non-magnetic  drilling 
collars,  gamma  ray  logging  while  drilling,  stabilization,  re-entry  window 
cutting  service,  wireline  steering  tools,  magnetic  single  and  multi  shot 
surveys.  Whipstocks  and  mills. 

No.  of  Employees  in  Canada:  12. 

Precision  Contractors  Ltd. 

Main  Office:  Lloydminster,  AB.  S9V  0Y7.  Box  578. 

Ph.  (403)  875-1962 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Elwin  R.  Page; 

Mgr.  Optns.,  Rick  Goulet. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1986).  Private. 


Type  of  Services  & Supplies:  Earth  moving  - plant  site  construction. 
Oilfield  lease  and  road  building  and  abandonment.  Right-of-way 
construction  and  abandonment. 

No.  of  Employees  in  Canada:  30. 

Precision  Drilling  Corporation 

Main  Office:  Calgary,  AB.  T2P  3N4. 1600, 144-4  Ave.  S.W. 

Ph.  (403)  264-4882  Fax:  266-1 480 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Hank  Swartout; 

Vice-Pres.  Optns.,  Dwayne  Peters; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1985).  Public. 

Co.  Registered  In:  Alberta,  British  Columbia,  Manitoba,  Northwest 
Territories,  Saskatchewan. 

Affiliations: 

Geosearch  Drilling,  LRG  Camp  & Catering  Ltd.,  Perforaciones 
Sierra  C.A. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  1 ,200. 

Precision  Fittings  Ltd. 

Main  Office,:  Calgary,  AB.  T2G  2X2. 1211  - 5 St.  S.E. 

Ph.  (403)  290-0995  Fax:  265-9247 
Officers  & Key  Personnel  at  this  location: 

Pres. &Gen. Mgr.,  P.E.  (Phil)  Thoms. 

Type  of  Services  & Supplies:  Suppliers  of  new  and  remanufactured 
orifice  fittings  and  parts,  2-3  pen  recorders  and  parts. 

Precision  Helicopters  Inc. 

Main  Office:  Grande  Prairie,  AB.  T8W  2G6.  9231  - 49  Ave. 

Ph.  (403)  538-1 1 55  Fax:  532-3377 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.  Carlton; 

Mgr.,  J.  Carlton. 

Incorporation:  Alberta  (1980).  Private. 

Type  of  Services  & Supplies:  Helicopter  charter.  Bell  206B,  SA  341 
G Gazelle,  1 Bell  206  L-1. 

No.  of  Employees  in  Canada:  6. 

Precismeca  Canada  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  306. 

Ph.  (403)  955-2733 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  M.A.  Vance. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1974).  Private. 

Affiliations: 

TLT  Babcock. 

Type  of  Services  & Supplies:  Manufacturer  of  conveyor  idler  rolls, 
sets,  and  pulleys. 

No.  of  Employees  in  Canada:  50. 

Premay  Equipment  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  2B5. 1 1 31 0 - 21 5 St. 

Ph.  (403)  447-5555  Fax:  447-3744 
Officers  & Key  Personnel  at  this  location: 

Logistics  Mgr.,  Ken  Kobi; 

Br.  Mgr.,  Ed  Clarke. 

Type  of  Services  & Supplies:  Premay  provides  a complete  scope  of 
fransportation  services  and  can  arrange  to  transport  your  equipment 
from  any  point  in  the  world  to  Canada.  We  specialize  in  the  transportation 
of  modules,  vessels,  equipment,  machinery  and  supplies  for  clients 
in  the  Engineering,  Procurement,  Construction,  Mining,  Oil,  Gas  and 
other  energy  related  industries  as  well  as  manufacturers  and 
fabricators.  Premay  has  operating  authority  throughout  Canada  and 
the  continental  United  States.  Equipment  includes:  Scheuerle  Platform 
T railers  1 200  ton  capacity,  T railers  - 20  ton  to  1 200  ton,  portable  500 
ton  Gantry  Crane,  Marshalling  yard  with  rail  siding.  Transportation 
Logistics  Studies  and  Planning,  Storage  Facilities,  Jacking  and 
Skidding,  Rail  Car  Loading/Unloading,  Transportation  Management 
Services. 

Premay  Pipeline  Hauling  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  1X6. 21004  - 109  St. 

Ph,  (403)  447-301 4 Fax:  447-3040 
Officers  & Key  Personnel  at  this  location: 

Optns,  Mgr.,  Vern  Andres; 

Sis.  & Mktg.,  Don  Cusack. 

Type  of  Services  & Supplies:  Pipeline  stringing,  hauling  and 
stockpiling  for  all  diameters  of  pipe.  T ransport  80  foot  joints  of  pipe  on 
our  specially  built  self-steering  trailers. 


Premay  Sales  & Rentals  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  2B5. 1 1 31 0 - 21 5 St. 

Ph.  (403)  447-5555  Fax:  447-3744 
Officers  & Key  Personnel  at  this  location: 

Sis.,  James  Myshak; 

Sis.,  Jim  Sinclair. 

Type  of  Services  & Supplies:  Rental  and  sales  of  speciali 
equipment  for  maintenance  and  construction  of  petro-chemical 
gas  plants,  compressor  stations,  hydra  electric  facilities,  pulp 
paper  mills  and  many  other  projects.  Equipment  includes:  Pic 
Trucks  - 3 - 19.25  ton..  Oil  & Lube  Trucks,  Water  Trucks,  Cat: 
Dozer,  Crane  Matts,  Rigging  Equipment,  Fuel  Trucks,  Backhoes, 
Wheel  Tractors,  Trailers, 

Premium  Oilfield  Inspection  Services  LtC 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  610,  2606  - 8 St. 

Ph.  (403)  955-3380 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Charles  Garvey; 

SIs.Rep.,  Fred  Lahaie. 

Main  Banking  Connection:  Bank  of  Monfreal. 

Incorporation:  Alberta  (1987).  Private. 

Type  of  Services  & Supplies:  T ubing,  casing,  drill  pipe,  line  pipe, 
collar,  sub  inspection,  pipe  straightening,  tool  joint  refacing,  thr 
gauging,  hardness  testing,  sucker  rod  inspection,  tubular  consult 
thread  protectors  - all  types  and  sizes. 

No.  of  Employees  in  Canada:  35. 

Premium  Pipe  Services  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  0E6.  5420  - 82  Ave. 

Ph,  (403)  463-3333  Fax:  463-2444 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Dave  Kastelic; 

Mgr.  Optns.,  Jim  Black; 

Main  Banking  Connection:  Toronto-Dominion  Bank, 
Incorporation:  Alberta  (1990).  Private. 

Affiliations: 

Pipe  Protector  Sales  & Services,  Tubular  Supervision  Services 
Type  of  Services  & Supplies:  Computer  torque  monitoring 
analysis  of  premium  casing  and  tubing  connections,  hydraulic  pc 
tong  services,  coupling  buck-on  services,  connection  maki 
supervision  services  and  thread  protector  recycling. 

No.  of  Employees  in  Canada:  20. 

Presidential  Industries  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6W1 . N,  1007  - 55  Ave.  N.E. 
Ph.(403)  295-0010 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Friesen; 

Sec.,  Shannon  Friesen; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 
Incorporation:  Alberta  (1986).  Private. 

Type  of  Services  & Supplies:  Fencing  - cattle  guard,  pate 
design  known  as  The  Tex  Fence. 

No.  of  Employees  in  Canada:  10. 

Presson  Manufacturing  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  2103-8  St. 

Mailing  address:  Nisku,  AB.  TOC  2G0.  Box  146. 

Ph.  (403)  955-2447  Fax:  955-8058 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Kelly  Smith,  P.Eng.; 

Mgr.  Fab.,  Georg  Dethlefsen; 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1979),  Private. 

Co.  Registered  In:  Alberta  (1979). 

Type  of  Service:  Engineering,  design  and  fabrication  of  oil 
natural  gas  production  and  processing  equipment.  Refriger; 
dewpoint  control  systems,  amine  sweetening  systems  for  H^S  rem 
TEG  dehydration  systems,  line  heaters,  heater/ separator  packa 
oil  test  satellites  pressure  vessels,  custom  skid  packaging,  equip: 
refurbishment  and  pipe  spooling. 

No.  of  Employees  in  Canada:  90. 

Pressure  Tech  Services  Ltd. 

Main  Office:  St.  Albert,  AB.  T8N  0S9.  37  Greenview  Cres. 

Ph.  (403)  458-2099  Fax:  458-2099 
Officers  & Key  Personnel  at  this  location: 

Mr.SIs.S  Serv,,  Foster  Elder; 

SIs.Rep.,  Bernadette  Giblin. 

Type  of  Services  & Supplies:  Closed  chamber  drillstem  tes 
complete  on-site  report  and  analysis. 
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Company  Profiles 


retec  Wireline  & Production  Testing 
ervices  Inc. 

Jin  Office:  Calgary,  AB.  T2H  0R4.  245  - 61  Ave.  S.E. 

i.  (403)  259-2454  Fax;  259-2331 

lora:  (403)  551-6980 

llular:  (403)  540-5445 

ficers  & Key  Personnel  at  this  location: 

as.,  R.B.  (Rod)  McBride; 

itns.Mgr.  Testing,  Ron  Pederson. 

Jin  Banking  Connection:  Bank  of  Montreal. 

:orporation:  Alberta  (1988).  Private. 

).  Registered  In:  Alberta,  British  Columbia,  Saskatchewan, 
pe  of  Services  & Supplies:  Production  testing,  pressure  surveys, 
'eline  services.  Electronic  BMP  gauges. 

I.  of  Employees  in  Canada:  15. 

rime  Brokerage  Consultants  Ltd. 

lin  Office:  Calgary,  AB.  T2P  0S8.  8 FI.,  630  - 6 Ave.  S.W. 
.(403)290-1121  Fax:269-2575 

ficers  & Key  Personnel  at  this  location: 

3S.,  Terry  Topak; 

;e-Pres.,  Sec-Treas.,  Ron  Ewing; 

)in  Banking  Connection:  Royal  Bank  of  Canada. 

iorporation:  Alberta  (1983).  Private. 

pe  of  Services  & Supplies:  Seismic  Brokerage. 

).  of  Employees  in  Canada:  14. 

hme  Explosives  Perforating  Supplies  Ltd. 

lin  Office:  Calgary,  AB.  T2G  4A7.  4,  391 1 A Brandon  St.  S.E. 
(403)287-3144  Fax:243-3247 

icers  & Key  Personnel  at  this  location: 
s..  Norm  Lussier; 

|e-Pres.  Mktg.,  Dale  Flansen; 
corporation:  Alberta  (1981).  Private, 
illations: 

Research  Centre  Inc. 

pe  of  Services  & Supplies:  Magazine  shaped  charge  explosives 
!l  stock  carrier  systems  for  the  perforating  industry.  Shaped  charge 
plosives  and  carrier  systems. 

|.  of  Employees  in  Canada:  9. 

ime  Surveys  Ltd. 

in  Office:  Calgary,  AB.  T2P  088.  8 FI.,  630  - 6 Ave.  S.W. 
1(403)290-1121  Fax;  269-2575 
'icers  & Key  Personnel  at  this  location: 

!S.,  Sr.Geol.  Expl.,  Mark  Spilker. 

torporation:  Alberta  (1994).  Private. 

jse  of  Services  & Supplies:  Seismic  surveys. 

. of  Employees  in  Canada:  1 . 

I'imus  Consulting  Ltd. 

lin  Office:  Calgary,  AB.  T2A  4A9.  5572  - 4 Ave.  N.E. 

1 (403)  235-6691 

[icers  & Key  Personnel  at  this  location: 

;s.,  K.  Pak,  P.Eng. 

pe  of  Services  & Supplies:  Geotechnical  engineering  and  material 
jtings.  Soil  survey  for  compressor  stations,  plant  sites  and  pipeline 
‘tes.  Dynamic  analysis  for  compressor  foundation  design;  vibraiton 
dy  for  machine  foundation  performance,  piling  and  blasting 
^rations;  slope  stability  and  groundwater  study:  terrain  evaluation; 
■nular  resource  inventory;  foundation  inspection  and  geotechnical 
trumentation;  material  testing  for  soil/concrete/asphalt. 

iingle’s  Power  Swivel  Service  Ltd. 

in  Office:  Edmonton,  AB.  T6E  0C2.  9327  - 60  Ave. 
1(403)437-0430  Fax:436-3118 

icers  & Key  Personnel  at  this  location: 

Is.,  Larry  Pringle; 

t.Rep.,  Brian  McKay. 

in  Banking  Connection:  Royal  Bank  of  Canada, 
orporation:  Private. 

: Registered  In:  Alberta  (1979). 

36  of  Services  & Supplies;  Rental  of  power  swivels,  drill  collars 
1 related  handling  tools.  Powerswivels , drill  collars,  casing  scrapers, 
idling  equipment,  drilling  safety  valves,  drill  bits. 

[ of  Employees  in  Canada;  8. 

[iority  Projects  Ltd. 

jn  Office:  Nisku,  AB.  TOC  2G0.  Box  638  1603-8  St. 

I (403)  955-3320  Fax;  955-2561 
icers  & Key  Personnel  at  this  location: 
is.,  Gordon  Hougestol; 
fch.,  Doug  Lawrence; 

in  Banking  Connection:  North  West  Trust  Company. 


Incorporation:  Alberta  (1978).  Private. 

Type  of  Services  & Supplies:  New  and  used  oil  and  gas  production 
and  testing  equipment  - rentals,  rental  purchases  and  sales.  Separators, 
tanks,  heaters,  treaters,  dehydrators,  gas  boots,  flare  stacks,  satellites 
and  other  packaged  assemblies. 

No.  of  Employees  in  Canada:  15. 

Prism  Sulphur  Corporation 

Main  Office;  Calgary,  AB.  T2P  2W2.  3200,  700  - 2 St.  S.W. 

Ph . (403)  262-8766  Fax:  265-8362 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Doug  Stoneman; 

Vice-Pres.  Mktg.,  Bruce  Coulbourn; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  (1992).  Private. 

Affiliations; 

Wholly  Owned:  Canworld  Shipping  Co.  Ltd.,  Maple  Shipping. 

Type  of  Services  & Supplies:  Export  marketing  of  sulphur  to  offshore 
markets.  Elemental  yellow  sulphur. 

No.  of  Employees  in  Canada:  26. 

Pro  West  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0T8.  310,  700  - 6 Ave.  S.W. 

Ph,  (403)  263-7066  Fax;  263-7084 
Officers  & Key  Personnel  at  this  location: 

Pres.,  J.L  (Larry)  Child; 

Vice-Pres.,  R.B.  (Bruce)  Falk; 

Main  Banking  Connection:  Canadian  imperial  Bank  of 
Commerce. 

incorporation:  Alberta  (1986).  Private. 

Type  of  Service:  Engineering  design,  procurement  and  construction 
management  of  gas  plants,  compressor  stations,  liquid  recovery 
facilities,  gathering  systems  and  oil  production  facilities.  All  disciplines 
of  engineering  for  the  resource  industry. 

No.  of  Employees  in  Canada:  25. 

Proactive  Technologies  International,  Inc. 

Main  Office:  Calgary,  AB.  T2R  1 M7, 335, 550-  11  Ave.  S.W. 

Ph.  (403)  262-7885  Fax:  294-0755 
Officers  & Key  Personnel  at  this  location: 

Pres.,  John  P.  Hoigate,  P.Eng.; 

Vice-Pres.,  Nick  Lenstra,  P.Eng. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1984).  Private. 

Affiliations: 

InteCura  Consulting,  Proactive  Projects,  Proactive  Rehabilitation 
Technologies. 

Type  of  Service:  Engineering  and  project  management  services  for 
oil,  gas  and  petroleum  products  including  production,  gathering, 
transmission  and  distribution.  Engineering  and  management  services 
supporting  integrity  assessments,  monitoring  and  rehabilitation  of 
pipeline  facilities. 

No.  of  Employees  in  Canada:  8. 

Process  Industries  Inc. 

Main  Office:  Calgary,  AB.  T2G  1P5.  803  - 24  Ave.  S.E. 

Ph,  (403)  266-3400  Fax:  269-2594. 

Officers  & Key  Personnel  at  this  location: 

Prod.Mgr.,  Randy  Baytaluke. 

Type  of  Services  & Supplies:  Designer  and  manufacturer  of  oil  and 
gas  processing  and  production  equipment.  Pressure  vessels,  treater 
packages,  separator  packages,  dehydrators;  skid  packages. 

Process-Vessel  Services  loc. 

(Process  Services;  PSI) 

Main  Office:  Edmonton,  AB.  T5X  1Z4. 15227  - 124  St. 

Mailing  address:  Edm.onton,  AB.  T5L  4Y5.  Box  69099,  Kensington 
Stn. 

Ph.  (403)  457-5140  Fax:  456-6736 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  James  R.  Moses,  P.Eng. 

Main  Banking  Connection;  Royal  Bank  of  Canada. 

Incorporation:  Canada  (1988).  Private. 

Co.  Registered  In:  Alberta  (1988). 

Type  of  Services  & Supplies:  Supply  of  products  and  maintenance 
services  to  refineries,  chemical  plants,  gas  plants  and  power  plants. 
Products  related  to  the  operation  of  processing  equipment.  In  particular, 
hydro-processing  applications. 

No.  of  Employees  in  Canada:  7. 

Procor  Sulphur  Services  Inc. 

Main  Office:  Calgary,  AB.  T2W  3X6. 310, 10333  Southport  Rd. 
S.W. 

Ph.  (403)  253-5969  Fax:  259-2771 


Officers  & Key  Personnel  at  this  location: 

Pres.,  L.G.  Peppier; 

Vice-Pres.,  F.T.  Draycott; 

Main  Banking  Connection:  Canadian  imperial  Bank  of 
Commerce. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Designs,  manufactures,  constructs, 
owns,  operates,  maintains  and/or  sells  equipment  and  facilities  for  the 
processing,  remelting,  storing  and/or  handling  of  sulphur  in  all  states 
and  forms 

No.  of  Employees  in  Canada:  200, 

Production  Dynamics  Ltd. 

Main  Office;  Calgary,  AB.  T2E  6L7.  210,  4393  - 14  St.  N.E. 

Ph.  (403)  291  -5664  Fax;  291  -2077 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Richard  Ball; 

Exec.Vice-Pres.,  Marvin  WL  Flagel; 

Main  Banking  Connection:  Toronto-Dominion  Bank, 
incorporation:  Alberta  (1988).  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Wholly  Owned:  Protec  Distributors 

Other:  Dresser  Guiberson  Canada  & Production  Technologies 

International,  Inc. 

Type  of  Services  & Supplies:  Canadian  agentfor:  Guiberson  downhole 
hydraulic  jet  pump,  Paratrol  downhole  heater  system  for  paraffin 
control.  Manufacture  Brine  plants  for  non-damaging  well  kill  fluids. 
No.  of  Employees  in  Canada:  20. 

Production  Safety  Supply  Ltd. 

Main  Office:  Calgary,  AB.  T2E  2P2. 1, 1255  - 45  Ave.  N.E. 
Ph.(403)  250-2717 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Danny  Lee. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Production  blowout  preventers,  safety 
check  valve. 

No.  of  Employees  in  Canada:  2, 

Professional  Gas  Engineering  & 
ianagement  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6P7.  2220  - 39  Ave.  N.E. 
Ph.(403)250-9044  Fax:291-5681 

Officers  & Key  Personnel  at  this  location; 

Pres.,  W.B.  Hoitsbaum,  P.Eng.; 

Vice-Pres.,  J.F.  Chmilar,  P.Eng. 

Main  Banking  Connection:  Royal  Bank  of  Canada, 
incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Pipeline  locating,  mapping,  pipeline 
leak  detection  surveys,  and  equipment  inspections. 

No.  of  Employees  in  Canada:  8. 

Proficient  Oil  Tools  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2M8.  7131  C - 6 St.  S.E. 

Ph.  (403)  255-4070  Fax:  255-41 05 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Bill  Siska. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1985).  Private. 

Affiliations: 

CNC  Proficient  Machine  Works  Ltd. 

Type  of  Equipment;  Oil  and  gas  well  completion  flow  control  equipment 
and  accessories. 

No.  of  Employees  in  Canada:  1 1 . 

Progressive  Well  Servicing  Ltd. 

Main  Office:  Lloydminster,  AB.  S9V  1C3.  Box  887. 

Ph.  (403)  875-4259 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Lloyd  Babchuk; 

Mgr.,  Ernest  W.  Unick. 

Main  Banking  Connection:  Border  Credit  Union  Limited, 
incorporation:  Saskatchewan.  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  14. 

Proline  Pipe  Equipment  Inc. 

Main  Office:  Edmonton,  AB.  T6E  4M9.  6120  Davies  Road. 

Ph.  (403)  465-61 61  Fax:  469-3590 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ray  Smitke; 

Sec-Treas.,  Cliff  Anderson. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
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Incorporation:  Alberta  (1983),  Private. 

Type  of  Services  & Supplies:  Rental  and  sales  of  pipeline  construction 
equipment  and  supplies.  Pipe  bending  machines,  wrapping  machines, 
pipe  line-up  clamps,  pipe  cradles,  trenchers  and  parts,  pipe  coatings, 
yard  bending,  custom  pipeline  pigs,  misc. 

No.  of  Employees  in  Canada:  25. 

Propak  Systems  Ltd. 

Main  Office:  Airdrie,  AB.  T4B  2C3.  Bag  2, 505  East  Lake  Blvd. 
Ph.  (403)  948-2001  Fax:  948-5024 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen, Mgr.,  R.A.  McPike; 

Vice-Pres.  Tech. Sis.,  P.J.  Dewey,  P.Eng.; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1976).  Private, 

Type  of  Services  & Supplies:  Engineering  and  design  services, 
modular  plant  designs,  custom  equipment  fabrication,  field  installation, 
and  commissioning  and  maintenance  of  a wide  range  of  quality  gas 
and  oil  processing  products  from  wellhead  production  equipment 
through  packaged  skid-mounted  production  modules  to  large  turnkey 
processing  facilities.  Propak  can  undertake  any  of  these  disciplines 
separately  or  combine  them  to  efficiently  execute  a project  from 
conceptual  development  through  to  completion.  Products  include: 
mechanical  refrigeration,  J-T  processes,  refrigerated  J-T,  turbo 
expander  processes,  mixed  refrigeration,  desiccant  adsorption,  gas 
sweetening,  sulphur  recovery,  natural  gas  and  CO^  dehydration,  oil 
treaters,  LPG  treating  and  sweetening,  molecular  sieve  treaters, 
stabilizer  units,  crude  fractionation,  gas  liquids  fractionation,  satellites, 
glycol  regenerators,  LPG  vaporizers,  separators,  scrubbers  and  free 
water  knockout  vessels,  salt  bath  heaters,  direct  and  indirect  heaters, 
shell  andtube  exchangers,  pressure  vessels,  towers,  reactor  vessels, 
filter  vessels,  offshore  production  equipment  modules,  and  custom 
fabrication. 

No.  of  Employees  in  Canada:  300. 

Property  Acquistion  Brokering  Services 

Main  Office:  Calgary,  AB.  T2P  0L6. 500, 400  - 5 Ave.  S.W. 
Ph.(403)290-1267  Fax:290-1537 

Officers  & Key  Personnel  at  this  location: 

Partner,  Grant  S.  Blakely,  B.Comm; 

Partner,  A.  Larry  Brynlund,  P.Eng. 

Type  of  Consulting:  Economic  management  consulting  and  brokering 
services  for  mergers,  acquisitions,  divestitures  and  finance.  Project 
and  property  management,  administration  and  management  of 
production.  Consulting  engineering,  reservoir  evaluations  and  research 
senrices. 

No.  of  Employees  in  Canada:  2. 

Protec  Mud  Service  Ltd. 

Main  Office:  Calgary,  AB.  T2P  1H4.  800,  736  - 8 Ave.  S.W. 
Ph.(403)266-7383  Fax:263-1760 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Larry  Coston; 

Vice-Pres.,  Bob  Outhwaite; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1976). 

Company  Directors:  Neil  MacKenzie. 

Type  of  Services  & Supplies:  Sales  and  service  of  drilling  and 
completion  fluids.  Laboratory  and  training  facilities  available. 

No.  of  Employees  in  Canada:  16. 

Pro-Tech  Valve  Sales  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2L8.  9333  - 49  St. 

Ph.  (403)  466-4405  Fax:  469-1293. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Bob  Nolan; 

Mgr.,  Dave  Embury. 

Type  of  Services  & Supplies:  Industrial,  oilfield,  petrochemical 
valve  supplier. 

Protective  Apparel  Inc. 

Main  Office:  Edmonton,  AB.  T5B  1G2.  9146  Yellowhead  Trail. 

Ph.  (403)  479-4444 

Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Dan  Starco; 

Ntl.SIs.Mgr.,  Tim  LeMessurier. 

Main  Banking  Connection:  Flongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1990).  Private. 

Type  of  Services  & Supplies:  Supplying  uncompromising  quality 
flame  resistant  apparel  throughout  the  oil  and  gas,  forestry  utility  and 
mining  industry.  Full  range  of  flame  resistant  garments  (parka, 
coverall,  bomber  jacket,  vest,  shirt,  pant,  bib-overall,  hoods  and 
balaclavas).  Some  garments  available  in  winter  and  summer  styles. 
No.  of  Employees  in  Canada:  145. 


Provincial  Audiometric  Health  Services 
Inc. 

Main  Office:  Calgary,  AB.  T2P  3C1 . Box  2684,  Stn.  M. 

Ph.  (403)  249-0722  Fax:  242-6838 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Jan  Stuggert; 

Sec.,  Don  Ritchie. 

Incorporation:  Alberta  (1990).  Private. 

Type  of  Services  & Supplies:  Mobile  audiometric  testing,  complete 
hearing  conservation  programs,  hearing  protection. 

Prowest  Safety  and  Environmental 
Services  Ltd. 

Main  Office:  Calgary,  AB.  T2H  0T2.  7058-K  Farrell  Rd.  S.E. 
Ph.(403)640-1999  Fax:640-2385 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  Rae  Campbell; 

Sis. Mgr.,  Dwaine  Navratil. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce, 

Incorporation:  Alberta  (1989).  Private. 

Co.  Registered  In:  Alberta  (1989). 

Affiliations: 

Wholly  Owned:  Technical  Enterprise. 

Type  of  Services  & Supplies:  Safety  and  environmental  services  for 
critical  sour  gas  wells,  plant  turnarounds  and  hazardous  gas  situations. 
Fire  protection.  Training  in  H^S  firefighting  and  CPR,  W.H.M.I.S., 
T.D.G.,  First-Aid,  confined  space,  high  angle  rescue.  Mobile  air 
monitoring,  stack  sampling  and  emissions  surveys,  gas  detection 
equipment,  Data  loggers,  Pneupac  resuscitators,  safety  manuals, 
audits  developing  safety  programs.  Calibration  gases,  T rigas  detectors. 
Fire  protection  systems.  Breathing  air  systems.  Air  quality  monitoring 
systems.  Beckart  Waste  Water  Systems. 

No.  of  Employees  in  Canada:  55. 

Prudential  Steel  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2L6.  Box  1510, 1800, 140-4  Ave. 
S.W. 

Ph.(403)267-0300  Fax:261-0936 

Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  J.D,  Wilson; 

Vice-Pres.  Sis.,  C.R.  Fairman; 

Main  Banking  Connection:  Royal  Bank  of  Canada, 
Incorporation:  Alberta.  Public, 

Co.  Registered  In:  Alberta, 

Type  of  Services  & Supplies:  Manufacturers  of:  E.R.W,,  line  pipe; 
hollow  structural  sections;  Oil  Country  tubular  goods,  SOLIDRESIST 
600;  abrasive  resistant  pipe. 

No.  of  Employees  in  Canada:  200. 

PTI  Camp  Services 

Main  Office:  Edmonton,  AB.  TON  1B1. 3050  Parsons  Rd. 

Ph.  (403)  463-8872 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Mktg.,  Gary  Fortier, 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1977).  Private. 

Affiliations: 

Parent  Company:  PTI  Group  Inc. 

Type  of  Services  & Supplies:  Camp  sales,  rentals  and  maintenance, 
office  and  wellsite  rentals,  camp  hauling,  set-ups  and  service.  Complete 
camp  rentals  including  transport  and  set-up  with  full  catering  service 
available.  Generator  and  incinerator  rentals. 

No.  of  Employees  in  Canada:  100. 

Puhl  Employee  Benefits  Inc. 

Main  Office:  Calgary,  AB.  T2H  0H8.  101, 5918  - 3 St.  S.W. 

Ph:  (403)  221-9300  Fax:221-9309 

Officers  & Key  Personnel  at  this  location: 

Pres,,  David  A,  Puhl; 

Off.Mgr.,  Lorna  Ozzrio. 

Type  of  Services  & Supplies:  Flealth  and  dental  employee  benefit 
consulting. 

Pulsonic  Corporation 

Main  Office:  Calgary,  AB.  T2P  4H2.  301 ,400-3  Ave.  S.W. 

Ph.  (403)  262-0755  Fax:  262-0761 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Flugh  Stanfield: 

Gen. Mgr.,  Thane  McKay. 

Type  of  Services  & Supplies:  Seismic  data  processing,  2D,  3D,  3 
component,  prestack  time  and  depth  migration  (2Dand3D),  Interactive, 
fully  distributed,  seismic  data  processing  software  running  on  Unix 
platforms. 


Purus  Corporation 

Main  Office:  Calgary,  AB.  T2P  2Z1, 1300,  333  - 7 Ave,  S.W. 
Ph.(403)531-4300  Fax:531-4305 

Officers  & Key  Personnel  at  this  location: 

Pres.,Tunde  Agbi; 

Mgr.,  Sis.  & Mktg.,  Richard  Wilkie. 

Type  of  Services  & Supplies:  Windows  based  asset  managemr 
software.  Ameego  Economics,  MATBAL,  GMATBAL,  WTRFL 
Decline. 

Pyramid  Electric  Corporation 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  88,  609  - 21  Ave. 

Ph . (403)  955-2988  Fax:  955-2489 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Don  Basnett; 

Vice-Pres.  Optns.,  John  Wilson. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1965).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Electrical/instrumentation/contn 
construction  and  maintenance  services,  installation  of  flare  staci 
ignition  systems,  knockout  drums,  fume  incinerators.  Manufacture 
flare  stacks,  ignition  systems,  knockout  drums,  fume  incinerato 
Manufacture  of  surface/sub-surface  connectors  for  oilfield  submersil 
pumps  as  well  as  related  specialized  cable  splicing  and  rep; 
Manufacturer  of  CSA  approved  oilwell  controllers,  phase  converto 
power  factor  correction  capacitors  and  all  types  of  control  panels 
No.  of  Employees  in  Canada:  200. 

QBYTE  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3R5.  800,  777  - 8 Ave.  S.W. 
Ph.(403)691-7300  Fax:237-5662 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Peter  Fluggard: 

Dir.  Mktg.,  Mike  Fielding; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Private. 

Affiliations: 

Parent  Company:  Coopers  & Lybrand. 

Type  of  Services  & Supplies:  QBYTE  is  the  leading  supplier 
integrated  financial  accounting/production  accounting  and  lai 
contract  systems  and  services.  We  provide  solutions  in  the  AS/4i 
UNIX  and  client  server  environment. 

No.  of  Employees  in  Canada:  80. 

Q & Q Fencing  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5E4.  Box  6,  Site  12,  R.R.4. 

Ph.  (403)  347-7994  Fax:  343-9449 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Doug  Quartly; 

Mgr.,  Don  Clark. 

Incorporation:  Alberta  (1977).  Private. 

Type  of  Services  & Supplies:  Steel  fence  sales  and  installati 
Galvanized  steel  pipe  sales.  Pipe,  mesh  and  fittings  for  steel  fer 
(chain  link). 

No.  of  Employees  in  Canada:  12. 

Qualicase  Ltd. 

Main  Office:  Calgary,  AB.  T2G  4B7.  5,  4412  Manila  Rd.  S.E. 
Ph.  (403)  287-6588  Fax:  287-2737 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Bruce  Borstmayer. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1989). 

Type  of  Services  & Supplies:  Custom  designed  shipping  ; 
carrying  cases  including  - custom  aluminum  cases  with  sh( 
absorbing  interiors,  welded  sheet  aluminum  cases,  padded  ny 
carrying  bags.  Pelican  protector  cases,  fine  metal  fabricati 
Authorized  Alberta  distributor  for  Samsonite  custom  industrial  carry 
cases. 

No.  of  Employees  in  Canada:  3. 

Quality  Fabricating  & Supply  Limited 

Main  Office:  Edmonton,  AB.  T6B  2S8. 3751  - 76  Ave. 

Ph.  (403)  468-6762  Fax:  468-0995 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gino  Alessandrini; 

Vice-Pres.  Eng.,  Bob  Angerman,  P.Eng.; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1975).  Private. 

Affiliations: 

Partly  Owned:  TDQ  Inti.  Group  Inc. 

Type  of  Service:  Steel  fabrication  for  the  oilfield,  petrochemk 
plant,  mining,  pulp,  and  paper,  and  general  construction  industri 

No.  of  Employees  in  Canada:  25. 
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uality  Steel  Foundries  Ltd. 

lin  Office;  Edmonton,  AB.  T6H  2J7.  5807  - 103A  St. 

, (403)  434-7565  Fax:  434-7590 

Ilicers  & Key  Personnel  at  this  location: 
ec.Off.,  Dwight  Adamic. 

pe  of  Services  & Supplies:  Castings;  valve  bodies;  ground  engaging 
[is  and  parts:  wellhead  parts,  valves  and  components;  pump  housing; 
)ellors:  buckets  for  over  burden  chains;  pile  points. 

uantel  Engineering 

;in  Office:  Calgary,  AB.  T2P  3C5. 1200,  401  - 9 Ave.  S.W, 

. (403)  232-9800  Fax:  232-9840 
icers  & Key  Personnel  at  this  location: 
j'S.,  Said  S.  Arrata; 

r.  Intl.Bus.Dev,,  Larson  Brodner; 
in  Banking  Connection:  Bank  of  Nova  Scotia, 
orporation:  Alberta  (1975).  Private. 

3e  of  Service:  Complete  project  management,  engineering, 
curement  and  construction  management  of  oil  and  gas  production 
ilities,  gathering  system,  satellites  and  batteries,  gas  plants,  heavy 
oroduction,  sulphur  recovery,  FIVP  pipelines  and  storage,  refining, 
)-licensor  for  Comprimo  Superclaus,  ammonia  destruction  and 
bhur  degasification  technologies,  products  pipelines,  offshore 
;duction  technology,  sulphur  remelting  and  forming,  sour  gas 
cessing  specialists. 

1 of  Employees  in  Canada:  190. 

Liest  Computer  Consultants 

in  Office:  Calgary,  AB.  T2E  7H7. 145,  6815  -8  St.  N.E. 

I (403)  275-2775  Fax:  295-0732 
icers  & Key  Personnel  at  this  location: 

|s.,  A.J.  (Jim)  Benedict,  P.Eng.; 

0.  Intl.Mktg.,  Carol  Laycock. 

in  Banking  Connection:  Toronto-Dominion  Bank. 

orporation:  Alberta  (1978).  Private. 

; Registered  In:  Alberta  (1978). 
illations: 

jiedict  Associates  Ltd. 

^e  of  Services  & Supplies:  Computer  consultants,  software 
ielopment.  Electrical  and  Instrumentation  Consulting.  (T raffic®Quest 
Dftware  for  marketing  and  distribution  of  bulk  commodities.  Geo 
uest  - mapping  graphics  system.  Kard  Quest  - Software  for 
RDLOCK/POINT  OF  SALE.  Geo  Quest  (Graphic  user  interface.) 
of  Employees  in  Canada:  8. 

ijinn  Testers  Ltd. 

|n  Office:  Calgary,  AB.  T2P  3G9,  205, 1040-7  Ave.  S.W. 

,^(403)290-1704  Fax:266-1962 

jeers  & Key  Personnel  at  this  location: 

s.,  Patrick  Quinn: 

b-Pres.,  Rodney  Quinn. 

In  Banking  Connection:  Royal  Bank  of  Canada. 

[orporation:  Alberta  (1973).  Private. 

I Registered  In:  Alberta  (1973). 

Iliations: 

lent  Company:  Quinn  Management  Ltd. 

fe  of  Services  & Supplies:  Drill  stem  testing  sales  and  service 

uding  the  training  and  technology  of  same.  Drill  stem  testing  tools 

■sign,  operation,  sales. 

i of  Employees  in  Canada:  9. 

ijinn’s  Oilfield  Supply  Ltd. 

jn  Office:  Red  Deer,  AB.  T4N  4K9.  Box  846,  6798  - 52  Ave. 
1(403)347-1128  Fax:343-3210 

leers  & Key  Personnel  at  this  location: 

t,,  G.J.  (Jim)  Quinn; 

n.  International,  Yasser  El  Gohary. 

In  Banking  Connection:  Royal  Bank  of  Canada, 
prporation:  Alberta  (1965).  Private. 

Registered  In:  Alberta  (1965). 
nations: 

iwest  Oil  Tool  Ltd.,  Pembina  Pump  Ltd.,  Q-Bar  Equipment  Ltd. 
ie  of  Services  & Supplies:  Sales,  service  and  manufacturing  of 
sub-surface  oilwell  pumps  and  accessories.  Manufacture  of  Quinn 
i sub-surface  pumps, 
of  Employees  in  Canada:  90. 

idium  Well  Servicing  (1991)  Ltd. 

n Office:  Edmonton,  AB.  T5V  1 B2. 1 6020  - 1 21 A Ave. 

:(403)  452-3744 

icers  & Key  Personnel  at  this  location: 
s.,  Peter  Landry. 

h Banking  Connection:  Royal  Bank  of  Canada, 
jrporation:  Alberta  (1991).  Private. 


Affiliations: 

Parent  Company:  Lanco  Well  Services  Ltd. 

Type  of  Equipment:  Service  rigs,  well  servicing  and  completions. 
No.  of  Employees  in  Canada:  12. 

Raffin  Electric  Co.  Ltd. 

Main  Office:  Calgary,  AB.  T2FI 1FI9,  5539  - 1 St.  S.E. 

Ph.  (403)  250-9044 

Officers  & Key  Personnel  at  this  location: 

Pres.,  P.  Raffin: 

Contr.  Mfg,  & Syst.,  L.  Raffin; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1956).  Private. 

Co.  Registered  In:  Alberta  (1956). 

Type  of  Services  & Supplies:  Electrical  Contractors  - Industrial  - 
Petro  Chemical.  Manufacturers  of  high  voltage  portable  switch  gear 
control.  Systems  cabinetry  consols  custom  metal  cabinetry.  Systems 
design.  Custom  electrical  products,  medium  voltage  switch  gear 
electrical  control  systems.  Consols,  cabinets,  pneumatic  control 
systems,  mining  switch  gear,  retrofitting. 

No.  of  Employees  in  Canada:  60. 

Rakhit  Petroleum  Consulting  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0C5.  230,  309  - 2 Ave,  S.W. 

Ph.  (403)  264-4466  Fax:  263-2493. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Kaush  Rakhit; 

Sr.GeoL,  Dave  Flume. 

Type  of  Consulting:  Provides  technical  expertise  for  petroleum 
exploration  by  performing  reservoir  modelling,  hydrodynamic  and 
hydrogeologic  evaluations.  Development  and  marketing  databases  for 
petroleum  exploration 
No.  of  Employees  in  Canada:  14. 

RAM  Technical  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0Z3. 320, 717-7  Ave.  S.W. 

Ph.  (403)  263-3530  Fax:  263-3533 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Optns.,  Hank  Penner; 

Vice-Pres.,  Fin.  & Admin.,  Jim  Edwards. 

Type  of  Services  & Supplies:  Process  operations  services,  process 
operations,  consulting  services,  design  engineering,  industrial 
maintenance  and  industrial  maintenance  consulting. 

Ramco  Energy  Products  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2K6. 400,  7015  Macleod  Trail  S, 

Ph.  (403)  252-3336  Fax:  253-5750 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Tom  Ramsay,  P.Eng. 

Main  Banking  Connection:  Canadian  imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1986).  Private. 

Type  of  Services  & Supplies:  Sales  representation  of  manufacturers 
of  custom-engineered  mechanical  equipment  for  process  and  power 
recovery  applications.  Brazed  aluminum  heat  exchangers,  turbo 
expanders,  control  valves,  vent  valves  and  vent  silencers,  boilers, 
heaters. 

No.  of  Employees  in  Canada:  2, 

Ramrod  Systems  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3E8. 1000,  808  - 4 Ave.  S.W. 

Ph.  (403)  237-9393 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Wayne  R.  Sharp; 

Vice-Pres.  Fin.,  G.  Donald  Meades. 

Main  Banking  Connection:  Canada  Trust  Company. 
Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Gas  well  dewatering. 

Ramtech  Enterprises  Ltd. 

Main  Office:  Cochrane,  AB.  TOL  0W3.  50  Glenwood  PI. 

Ph.  (403)  932-4773  Fax:  932-3274 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  E,  Thrush, 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1986).  Private. 

Co.  Registered  in:  Alberta  (1986). 

Type  of  Services  & Supplies:  Water  and  waste  water  treatment 
equipment,  single  stage  centrifugal  blowers,  large  fibreglass  and 
aluminum  covers  and  industrial  noise  control  products. 

No.  of  Employees  in  Canada:  3. 


Rang  Hydraulics 

Main  Office:  Marwayne,  AB.  TOB  2X0.  Box  539. 

Ph.  (403)  847-3080 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  N.  Laidlaw. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1983),  Private. 

Affiliations: 

Rang  Consultants  Ltd. 

Type  of  Services  & Supplies:  Hydraulic  and  machine  design,  hydraulic 
maintenance  and  service,  technical  and  operator  levels  of  hydraulic 
training.  Manufacture  hydraulic  rod  pumps,  transfer  and  high  pressure 
pumps,  etc. 

No.  of  Employees  in  Canada:  3. 

Rapid  Printing  & Reproductions  Ltd. 

Main  Office:  Calgary,  AB.  T2R  0E2.  636-  11  Ave.  S.W. 

Ph.  (403)  262-3376  Fax:  265-8740 
Officers  & Key  Personnel  at  this  location: 

Dir.,  Greig  Forsyth. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  (1964),  Private. 

Type  of  Services  & Supplies:  Blueprinting  - filming  - frame  overlay 
printing,  offset  printing  - pick-up  & delivery. 

No.  of  Employees  in  Canada:  3. 

Rattler  Proving  Co.  Ltd. 

Main  Office:  Redcliff,  AB.  1, 1651  Broadway  Ave.  E. 

Mailing  address:  Redcliff,  AB.  TOJ  2P0,  Box  750. 

Ph.  (403)  548-6224  Fax:  548-6224 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Lloyd  Mann. 

Main  Banking  Connection:  Medicine  Hat  Credit  Union, 
incorporation:  Private. 

Co.  Registered  In:  Alberta  (1985). 

Type  of  Services  & Supplies:  Repair  and  calibration  of  oilfield 
instrumentation.  Parts  for  Barton,  Fisher,  Graphic  and  others. 

No.  of  Employees  in  Canada:  6. 

Raydan  Manufacturing  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  175. 

Ph . (403)  955-2859  Fax;  955-2386 

Officers  8i  Key  Personnel  at  this  location: 

Rep.  Purch.,  Lee  Babcook; 

Sis. Rep.,  Dennis  Blond; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation;  Alberta  (1992),  Private. 

Affiliations: 

Parent  Company;  Raydan  Transport  Ltd. 

Type  of  Services  & Supplies:  Manufacturers  of  Air  Link  and  Easy 
Slider,  and  complete  mechanical  and  welding  services. 

No.  of  Employees  in  Canada:  20. 

Raydan  Transport  Ltd. 

PJlain  Office:  Nisku,  AB.  TOC  2G0.  Box  175. 

Ph.  (403)  955-8951  Fax:  955-2386 
Officers  & Key  Personnel  at  this  location: 

Pres.,  William  (Bill)  English; 

Vice-Pres.,  Gen. Mgr.,  Ray  English; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1971).  Private. 

Affiliations: 

Raydan  Manufacturing  Ltd.,  Raydan  Oilfield  Services  Ltd, 

Type  of  Services  & Supplies:  Oilfield  hauling  throughout  Alberta, 
B.C.,  Sask.  and  the  N.W.T.,  pipe  handling  and  storage  in  Nisku. 

No.  of  Employees  in  Canada:  30. 

Raymac  Surveys  Ltd. 

Main  Office:  Calgary,  AB.  T2V  2X5. 10,  9715  Horton  Rd.  S.W. 

Ph.  (403)  259-5423  Fax:  253-6823 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Raymond  D.  MacDonald,  A.L.S.; 

Sec-Treas.,  Allan  Jamieson,  A.L.S. 

Main  Banking  Connection:  Aiberta  Treasury  Branches. 
Incorporation:  (1978).  Private. 

Type  of  Services  & Supplies:  Legal,  oilfield,  seismic  and  construction 
surveys  in  Alberta. 

No.  of  Employees  in  Canada:  40. 

Ray’s  Mobile  Service  & Preventative 
Maintenance  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2B3.  4156  - 64  Ave.  S.E. 

Ph.  (403)  279-2257 
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Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Ray  Dube; 

Off.Mgr,,  Joan  Dube: 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1979).  Private. 

Affiliations: 

Allcrane  Services  Inc. 

Type  of  Services  & Supplies:  All  repair  sales,  and  preventative 
maintenance  concerned  with  Detroit  Diesel  engines  for  all  heavy 
equipment  including:  rigs,  heavy  industrial  and  trucks.  Head  office, 
shop  and  one  mobile  service  truck.  All  related  parts  and  supplies  for 
Detroit  Diesel  engines,  Allison  transmissions,  brakes,  Rockford  Fan 
Hub  authorized  dealer  for  Alberta,  specialized  oil  additives  and 
gauges.  Authorized  distributor  for  Horton  Fan  Hubs,  and  flex-A-Lite 
Fans. 

No.  of  Employees  in  Canada:  5. 

Reaction  Oilfield  Products  Ltd. 

Main  Office:  Calgary,  AB.  T2R  1L5. 1050,  340-  12  Ave.  S.W. 

Ph.  (403)  266-6794  Fax:  266-6570 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Peter  0.  Paulson: 

Vice-Pres.,  James  E.  Paulson: 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1991).  Private. 

Type  of  Services  & Supplies:  Manufacture  and  installation  of  a 
patented  pumpjack  control  device  (Pumpjack  Pacesetter)  for  optimizing 
pumping  parameters,  such  as  speed,  gearbox  torque,  rod  load,  etc. 
Variable  speed  drives  and  reducers  for  pumpjacks. 

No.  of  Employees  in  Canada:  6. 

Rebound  Rig  International  Ltd. 

Main  Office:  Calgary,  AB.  T2G  4C7. 815  Highfield  Ave.  S.E. 
Ph.(403)287-0176  Fax:243-2061 

Toll  Free  In  Canada  and  USA:  (800)  465-0351 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.  Mktg.,  Les  Tomlin; 

Plant  Mgr.,  Chris  Petrovic. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1989).  Private. 

Affiliations: 

Adrico  Machine  Works  Ltd.,  Cryomec  Canada  Ltd.,  Global  Metal 
Industries  Inc.,  The  Panila  Group  of  Companies,  Zwick  Energy. 
Type  of  Service:  World  recognized  manufacturer  since  1973  of 
coiled  tubing  and  hydraulic  snubbing  rigs,  equipment  and  accessories 
for  3/4"  to  3"  sizes.  Coiled  tubing  units,  snubbing  units,  skid  and  mobile 
equipment;  CT  hangers,  BOP’s,  packers, setting  tools,  drilling  (Mud) 
motors,  injectors  and  compressor  packages  for  new  and  retro-fits. 
Complete  parts  infrastructure  for  equipment  almost  anywhere  in  the 
world.  Shallow,  intermediate  and  deep  applications.  LN^  and  FRAC 
pumping  units,  FRAC  instrument  vans,  C.T.  surface  and  sub-surface 
tools,  blenders,  cementers  and  other  well  stimulation  equipment, 
wireline  units  and  wireline  tools  and  accessories.  “CTCAD”  coiled 
tubing  computer  aided  job  design  software. 

No.  of  Employees  in  Canada:  25. 

Redwing  Tool  Co.  Ltd. 

Main  Office:  Drayton  Valley,  AB.  T7A  1S1.  Box  6629. 

Ph.  (403)  542-3522  Fax:  542-4777 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Bernice  Rezewski. 

Types  of  Services  & Supplies:  Centralizer;  blowout  preventer, 
check  valve;  pollution  control;  stablizer:  breakage  tools;  lubricators. 

Red-L  Distributors  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5M7.  9727  - 47  Ave. 

Ph.  (403)  437-2630  Fax:  435-4600 
Officers  & Key  Personnel  at  this  location: 

Pres..  Michael  Ludwig; 

Vice-Pres.  Corp.Purch.,  Andy  Hudema; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  (1961).  Private. 

Co.  Registered  In:  Alberta  (1961). 

Affiliations: 

Wholly  Owned:  P.R.  Flo  Hose  Products,  Red-L  Firegard 
International  Ltd, 

Other:  Red-L  Chemicals  Ltd. 

Type  of  Services  & Supplies:  All  types  of  oilfield,  industrial  and 
hydraulic  hose  and  related  fittings,  B.O.P.  control  hose,  choke  and  kill 
hose,  kelly  and  vibrator  hoses. 

No.  of  Employees  in  Canada:  46. 

Reda  Pump  Limited 

Main  Office:  Calgary,  AB.  T2P  2Z1 . 904,  333  - 7 Ave.  S.W. 
Ph.(403)269-1941  Fax:269-2173 


Officers  & Key  Personnel  at  this  location: 

Mgr.  Area.,  Art  Berg. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1988).  Private. 

Co.  Registered  In:  Alberta  (1988). 

Affiliations: 

Wholly  Owned:  Bara  Oilfield  Services 
Other:  Reed  Tool  Company  Ltd. 

Type  of  Services  & Supplies:  Sales  and  service  of  oilfield  Reda 
Pumps.  Submergible  pumps,  motors,  power  cables,  control  panels, 
and  related  accessories.  Cable  spooling  services. 

No.  of  Employees  in  Canada:  65. 

Redmont  Equipment  Inc. 

Main  Office:  Calgary,  AB.  T2E  7L8.  2915  A,  15  St.  N.E. 

Ph.(403)297-0910  Fax:297-0929 

Toll  Free:  (800)  461-6668 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dennis  Moffatt; 

Vice-Pres.,  Gen. Mgr.,  Ervin  Ollenberger. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987). 

Type  of  Services  & Supplies:  Buy  and  sell  used  oilfield  equipment. 
Distributor  for  Omega  Pumps.  Butterworth  Partec.  Cement,  acid, 
fracturing  pumps  and  parts.  Industrial  vacuum  loaders.  High  pressure 
water  blast  pumps  and  accessories. 

No.  of  Employees  in  Canada:  4. 

Redwater  Machining  & Mfg.  Co.  Ltd. 

Main  Office:  Redwater,  AB.  TOA  2W0.  Box  428. 4713  - 48  St. 

Ph.  (403)  942-3437  Fax:  942-2358 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  John  (Jack)  Ames; 

Shop  Supvr.,  Larry  Krause. 

Type  of  Services  & Supplies:  Machine  shop;  valve  repair  and 
instrumentation;  hydraulics;  millwrighting;  welding;  general  shop  and 
counter  sales. 

Reed  Tool  Company  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3P4. 550, 101  -6  Ave.  S.W. 

Ph.  (403)  234-9999  Fax:  237-2333 
Officers  & Key  Personnel  at  this  location: 

Reg. Mgr.,  Greg  Petterson,  P.Eng,; 

Reg.SIs.Mgr.,  Arnold  Slager; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  (1949).  Private. 

Affiliations: 

Cameo  International  Inc.,  Hycalog,  Reda  Pump  Limited,  Reed  Tool 
Company. 

Type  of  Services  & Supplies:  Manufacture  and  sales  of  oilfield 
drilling  bits  and  supplies.  Rock  bits,  PDC  bits,  nozzles  and  bit 
breakers. 

No.  of  Employees  in  Canada:  26. 

Reef  Mud,  Division  of  Fleming  Oilfield 
Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3G3.  360,  800  - 6 Ave.  S.W. 
Ph.(403)261-3925  Fax:261-8863 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Harold  C.  Fleming; 

Vice-Pres.,  Dave  Fleming; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1975).  Private. 

Affiliations: 

DOC  Environment  Control  Ltd.,  Fleming  Oilfield  Services. 

Type  of  Services  & Supplies:  Drilling  workover  and  completion 
fluids,  premix  tanks,  storage  vans,  technical  laboratory. 

No.  of  Employees  in  Canada:  38. 

The  Regulatory  Times 

Main  Office:  Calgary,  AB.  T2R  1N7.  300,  999  - 8 St.  S.W. 
Ph.(403)244-6111  Fax:245-8666 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.  West,  Ward  Brandow; 

Publisher,  Rick  Charland; 

Affiliations: 

C.O.  Nickle  Publications,  Southam  Information  and  Technology 
Group. 

Type  of  Services  & Supplies:  The  Regulatory  Times  is  a bi-weekly 
newsletter  dedicated  exclusively  to  Canadian  energy  regulation. 
Launched  in  January  1992,  The  Regulatory  Times  covers  National 
Energy  Board  hearings,  along  with  the  proceedings  of  public  utility 
regulators  across  Canada.  The  Regulatory  Times  provides  in-depth 
news  on  gas  and  electric  utility  rate  reviews,  pipeline  expansion  plans, 
jurisdictional  issues  and  regulatory  policy. 


Reinhold  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0E1 . 9621  - 62  Ave. 
Ph.(403)434-8552  Fax:435-1550 

Officers  & Key  Personnel  at  this  location: 

Exec.  Off.,  Hans  Klutke. 

Type  of  Services  & Supplies:  Down  hole  tubular  products;  sucki 
rod  couplings,  polished  rods. 

Reliable  Engine  Services  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5T8.  531 1 - 86  Street. 

Ph.  (403)  468-6220  Fax:  468-5777 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Ray  Peets; 

Sis. Rep.,  Archie  Fedor  (554-4201); 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1966).  Private. 

Type  of  Services  & Supplies:  Engine  rebuilder  - cylinder  bloc 
cylinder  head,  power  cylinder,  crankshaft  and  camshaft  repair,  industri 
hard  chroming,  porous  chrome  plating,  shot  peening,  machine  sho 
dyno  testing.  Engine  and  compressor  parts,  remanufactured  gas  ar 
diesel  engines  and  components. 

No.  of  Employees  in  Canada:  89. 

Remedy  Resource  Consultants  Ltd. 

Main  Office:  Calgary,  AB.  T2A  6R3.  255,  720  - 28  St.  N.E. 

Ph.  (403)  272-0703  Fax:  272-0624 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Rand  Silkie, 

Vice-Pres.  Intl.Optns.,  Buckley  Robertson; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1991).  Private. 

Co.  Registered  In:  Alberta  (1991),  British  Columbia, 
Saskatchewan. 

Company  Directors:  Rand  Silkie. 

Type  of  Service:  Provides  a complete  range  of  services  includii 
minerals  acquisition,  surface  land  engineering,  construction  ai 
project  management  to  the  petroleum  resources  industry,  domes 
and  internationally.  Well  abandonment  and  reclamation  services 
various  levels  including  turnkey.  Environmental  audits  and  remed 
services.  Field  supervision  for  drilling  and  completions,  civil  ai 
facilities  construction  and  rig  move  supervision.  Administrative  servic 
include  contract  design  and  administration,  file  management,  w 
licensing,  safety  program  and  ERP  preparation. 

No.  of  Employees  in  Canada:  20. 

Rene’s  instrumentation  and  Compressor 
Service  Ltd. 

Main  Office:  Calgary,  AB.  T3B  2J2, 4115-67  St.  N.W. 

Ph.  (403)  288-8793  Fax:  288-4365 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Rene  Charron; 

Sec-Treas.,  Aline  Charron. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  (1976).  Private. 

Type  of  Services  & Supplies:  Engine,  compressor  and  instrumr 
installation,  maintenance  and  service  mobile  cylinder  head  rebuildir 
on  site  lapping  of  packing  boxes  and  compressor  valves.  Valve 
guides,  seats,  bearings,  liners,  gaskets,  pistons,  rings  and  filters 
White  Superior  and  Waukesha,  compressor  rods,  packings  and  rinr 
No.  of  Employees  in  Canada:  6. 

Renown  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  3E4. 5608  - 94A  St. 

Ph.  (403)  435-3447  Fax:  436-6691 
Officers  & Key  Personnel  at  this  location: 

Mgr.,  Myron  Kraushar; 

SIsmn.,  Barry  Kane. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1965).  Private. 

Type  of  Services  & Supplies:  Service  and  supply  industrial  engin 
and  pumps.  Pumps,  engines,  electric  motors  and  portable  generate 
air  compressors. 

No.  of  Employees  in  Canada:  9. 

Result  Communications  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3T1 . 1 1 50,  940  - 6 Ave.  S.W. 

Ph.  (403)  237-9669  Fax:  237-6626 
Officers  & Key  Personnel  at  this  location: 

Pres.,  K.  Jane  Muir. 

Type  of  Services  & Supplies:  Shareholdercommunications:  ann 
reports,  interims,  corporate  profiles,  speeches,  slides,  investor  relatic 
programs.  Strategic  communication  plans  and  marketir 
communication  audits,  media  training,  corporate  brochures,  put 
relations  planning,  corporate  identity  programs. 


64 


1995  Edit 


Company  Profiles 


5S  Consultants  Ltd. 

n Office:  Calgary,  AB.  T2R  0A4.  639  - 15  Ave.  S.W. 

(403)  245-5544. 

cers  & Key  Personnel  at  this  location: 

Ron  Shirley. 

e of  Consulting:  Geological  wellsite  supervision, 
of  Employees  in  Canada:  16. 

eotech  Drilling  Fluid  Services  Inc. 

1 Office:  Calgary,  AB.  T2P  3N8.  440,  910-  7 Ave.  S.W. 

(403)  237-8870  Fax:  263-4955 
cers  & Key  Personnel  at  this  location: 

Roger  Bloom; 

■Treas.,  Harvey  Hall. 

1 Banking  Connection:  Canadian  Imperial  Bank  of 
iimerce. 

irporation:  Alberta  (1987).  Private. 

B of  Services  & Supplies:  Drilling  fluio  products  and  services, 
of  Employees  in  Canada:  2. 

ilta  Supply  Ltd. 

It  Office:  Red  Deer,  AB.  T4P  3E3.  2, 4040  - 78  St.  Cres. 
(403)342-4884  Fax:347-1944 

cers  & Key  Personnel  at  this  location: 

, Jim  Brimacombe  (346-5040). 

li  Banking  Connection:  Alberta  Treasury  Branches. 

irporation:  Alberta  (1987).  Private. 

b of  Services  & Supplies:  Production  equipment  - rentals  and 

s.  Tanks,  separators,  treaters,  flare  stacks,  line  heaters  and  other 

jellaneous  equipment. 

of  Employees  in  Canada:  3. 

?e  Engineering  & Operating  Ltd. 

|i  Office:  Edmonton,  AB.  T6C  4B2.  8505  Argyll  Road. 

;403)  469-1356  Fax:469-2587 

cers  & Key  Personnel  at  this  location: 

L Gen. Mgr.,  T.W.  Kunyk; 
j Mktg.,  E.D.  Dorman: 

1 Banking  Connection:  Royal  Bank  of  Canada, 
irporation:  Alberta.  Private. 

3 of  Services  & Supplies:  Design,  construction  and  operation  of 
ir  injection  systems,  PVC  and  fiberglass  lining  of  steel  pipe  and 
)g,  fabrication  of  PVC  and  ABS  plastic  pipe,  fittings  and  valves. 
;o  pressure  repair  fittings;  Robar  repair  fittings;  Bowie  rubber 
iller  gear  pumps:  PVC  plastic  pipe,  fittings  and  valves,  groundwater 
itoring  supplies  and  equipment.  Products  manufactured  Duoline 
or  fiberglass  lines  tubing;  Rice  longpath  insulating  nipples; 
cated  PVC  and  ABS  fittings;  slotted  and  perforated  pipe. 

))f  Employees  in  Canada:  30. 

ihfield  Equipment  Ltd. 

!i  Office:  Calgary,  AB.  T2H  1Z7.  5677  Burleigh  Cr.  S.E. 

(403)  255-3845 

pers  & Key  Personnel  at  this  location: 

[Mgr.,  Morley  Hepfner; 

I Sls.&  Serv.,  Darin  Rieger. 

I Banking  Connection:  Royal  Bank  of  Canada, 
fporation:  Alberta  (1988).  Private. 

;of  Services  & Supplies:  Mudcheck  P.V.T.  (Pit  VolumeTotalizer): 
;en  cushion  subs  and  jars;  Shale  tanks  401  x 10'W:  Burgess 
jjum)  degassers;  Marco  mud  vacuums;  Diesel  wash  guns. 

ihlyn  Engineering  Ltd. 

™ Office:  Calgary,  AB.  T2P  1G5.  600,  610-8  Ave.  S.W. 

403)233-9110  Fax:237-9626 

j:ers  & Key  Personnel  at  this  location: 

R.B.  Williams,  P.Eng. 

p of  Services  & Supplies:  Engineering  design,  drafting, 
urement,  project  management  and  construction  management 
ices  for  oil  and  gas  production  facilities.  Projects  include  gathering 
;ransmission  pipelines,  wellhead  faciltiies,  compressor  and  pump 
3ns,  natural  gas  processing  plants,  crude  oil  cleaning  plants, 
riood  plants,  packaged  equipment  and  other  industry  related 
fcts. 

Igegate  Petroleum  Services  Ltd. 

1 Office:  Rocky  Mountain  House,  AB.  TOM  1T0.  R.R.1 . 

|403)  845-7355  Fax:  845-5923 
:ers  & Key  Personnel  at  this  location: 

.,  Dir.,  Wayne  Tarney; 

■Pres.,  Dir.,  Linda  Tarney. 

||i  Banking  Connection:  Rocky  Mountain  House  Credit  Union, 
rporation:  Alberta  (1987).  Private. 


T ype  of  Services  & Supplies:  Contract  operating  oil  and  gas  production. 
Consulting  for  construction  and  production  operations. 

No.  of  Employees  in  Canada:  18. 

Rig  Locator 

Main  Office:  Calgary,  AB.  T2R  1N7.  300,  999  - 8 St.  S.W. 
Ph.(403)244-6111  Fax:245-8666 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.  West,  Ward  Brandow; 

Publisher,  Rick  Charland. 

Incorporation:  Private. 

Affiliations: 

Parent  Company:  Southern  Inc. 

Partly  Owned:  Southern  Information  & Technology  Inc. 

Type  of  Equipment:  Weekly  list  of  drilling  and  service  rig  activity, 
including  maps,  operator  information  and  well  information. 

Rig  Service  Equipment  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0E1 , 9525  - 62  Ave. 

Ph.  (403)  435-3451  Fax:  430-6575 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Lyle  Abraham; 

Mgr.  Optns.,  Mike  Connell; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  (1952).  Private. 

Affiliations: 

Slurry  Cementers  Ltd. 

Type  of  Services  & Supplies:  Hydraulic  casing  and  pipe  jacking 
service,  hydraulic  power  tong  service,  computer  torque  monitoring, 
pipe  handling  tools,  well  abandonments.  Rental  of  oilfield  equipment, 
drill  pipe,  drill  collars,  blow  out  preventors,  accumulator  units,  power 
swivel  service  and  tubing. 

No.  of  Employees  in  Canada:  10. 

Riley’s  Datashare  International  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7W1. 1223  - 31  Ave.  N.E. 

Ph.(403)291-3370  Fax:291-3894 

Technical  Support  Line:  (403)  291-4362 

Digital  Customer  Service:  (403)  250-2241 

Log  Orders  Only:  (403)  291-3411 

Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Don  E.  Plewes; 

Vice-Pres.  Sis.,  Randy  Striemer. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1968).  Private. 

Type  of  Services  & Supplies:  Canadian  Log  Library  in  half  scale  and 
full  scale  prints.  Microfiche  log  system,  updates  and  equipment  Cross 
section  service.  Custom  microfilm  services.  Digitization  of  oil  well  logs, 
Digital  Library  of  digitized  and  wellsite  recorded  logs.  Sonic  Log  Digital 
Database,  Microcomputer  based  geological  workstations  and  well 
data  systems  including  LogBase,  GeoSection,  SoniBase,  GeoWell 
and  TerraStation. 

No.  of  Employees  in  Canada:  75. 

Riley’s  Reproduction  & Printing  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0W9. 621  - 8 Ave.  S.W. 
Ph.(403)297-1111  Fax:297-1191 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Terry  Sparks; 

Gen. Mgr.,  Bill  Creighton; 

Sis. Mgr.,  Tony  Militano. 

Incorporation:  Alberta  (1950).  Private. 

Type  of  Services  & Supplies:  Electronic  printing  including  CAD 
colour  plotting,  full  colour  laser  prints,  full  colour  prints  up  to  42"  x 1 2". 
Colour  copying  - charts,  graphs,  maps,  reports,  colour  transparencies, 
copies  from  35  mm  slides,  architectural  renderings.  Desktop  publishing 
- linotronic  output,  paper  or  negative.  Scanning  and  colour  enlargements. 
Our  extensive  reprographic  services  include,  instant  copying, 
signmaking,  colour  slides,  large  size  copying,  Diazo  prints,  colour 
cibachrome,  printing,  photographic,  binding,  screen  printing, 
drymounting,  lamenating,  creative  design.  Docutech  electronic  printing. 
No.  of  Employees  in  Canada:  100. 

River  Valley  Equipment  Sales  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  1H7. 17403  - 109  Ave. 
Ph.(403)483-2942  Fax:489-7813 

Officers  & Key  Personnel  at  this  location: 

Pres.,  R.A.  Nowicki; 

Sis. Mgr.,  Gene  Huse. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1979).  Private. 

Type  of  Services  & Supplies:  Heavy  equipment  sales  and  rentals. 
Dozers,  loaders,  compactors,  excavators,  scrapers,  rome  discs. 

No.  of  Employees  in  Canada:  14. 


Riverside  Machine  and  Welding  Ltd. 

Main  Office:  Athabasca,  AB.  TOG  OBO.  5107  - 58  St. 

Mailing  address:  Athabasca,  AB.  TOG  OBO.  Box  921 . 

Ph.  (403)  675-2048  Fax:  675-3869 
Officers  & Key  Personnel  at  this  location: 

Owner,  Mgr.,  Ron  Wagner. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1977).  Private. 

Type  of  Services  & Supplies:  Welding  - portable  and  shop  welding. 
Machine  shop  steel. 

No.  of  Employees  in  Canada:  5. 

Rivest  Testing  Inc. 

Main  Office:  Edmonton,  AB.  T6P  1N2.  2430  - 80  Ave. 

Ph.  (403)  440-6630  Fax:  440-1 1 85 
Officers  & Key  Personnei  at  this  location: 

Pres.,  Simon  Rivest; 

Gen. Mgr.,  Terry  Althouse; 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1971).  Private. 

Affiliations: 

Q.E.D.  Technologies  Ltd.,  Sasktech  Inspection  Ltd. 

Type  of  Services  & Supplies:  Non-destructive  testing,  gamma  or  X- 
Rays,  ultrasonic,  magnetic  particle,  dye  penetrant,  concrete 
radiography,  valve  and  casting  inspection,  crane  inspection  and  visual 
inspection.  Corrision  surveys,  tank  strapping  and  inspection, 
maintenance  control  systems. 

No.  of  Employees  in  Canada:  90. 

RJV  Gas  Field  Services  Ltd. 

Main  Office:  Vegreville,  AB.  T9C  1C3. 4901  - 47  St. 

Ph.  (403)  632-7774  Fax:  632-6820 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  John  F.  Iftody. 

Type  of  Services& Supplies:  Pressure  vessels;  meterruns;  dehydrator 
towers;  gas  separators. 

Roadway  Trailers  Limited 

Main  Office:  Edmonton,  AB.  T6H  2J1. 6925  - 103  St. 

Ph.  (403)  434-7576 

Officers  & Key  Personnel  at  this  location: 

Pres.,  H.  Semotiuk; 

Mgr.,  N.  Dutkowski. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1953).  Private. 

Type  of  Services  & Supplies:  Manufacture  and  lease  of  industrial 
camps,  office  and  wellsite  trailers.  Parts,  accessories,  service  for 
industrial  trailers  and  recreational  trailers. 

No.  of  Employees  in  Canada:  8. 

Robco  Pressure  Services  Ltd. 

Main  Office:  Red  Deer,  AB.  T4P  1L5.  223  Piper  Drive. 

Ph.  (403)  340-3400  Fax:  342-0342 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Rob  Robinson; 

Sec.,  Barb  Robinson. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1984).  Private. 

Type  of  Services  & Supplies:  Patented  hydraulic  freeze  service,  hot 
tapping  and  valve  drilling.  Self  contained  freeze  unit,  hot  tap  unit  and 
valve  drilling  equipment. 

No.  of  Employees  in  Canada:  4. 

DB  Robinson  Design  & Manufacturing  Ltd. 

Main  Office:  Edmonton,  AB.  T6N  1 E5.  941 9 - 20  Ave. 
Ph.(403)463-8638  Fax:450-1668 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Frank  Nolte. 

Affiliations: 

DB  Robinson  & Associates  Ltd.,  DB  Robinson  Research  Ltd. 

Rockbit  Industries  of  Canada  (1985)  Ltd. 

Main  Office:  Calgary,  AB.  T2H  1Z7.  5677  Burleigh  Cres.  S.E. 

Ph.  (403)  255-3730  Fax:  255-3721 
Officers  & Key  Personnel  at  this  location: 

Pres.,  L.M.  (Larry)  Pedersen: 

Mgr.  Tungsten  Carbide  Insert  Mktg.,  Ron  Mason. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1985).  Private. 

Type  of  Services  & Supplies:  Design  and  manufacture  polycrystalline 
diamond  compact  (PDC)  drill  bits.  Distributors  of  tungsten  carbide 
insert  (TCI)  drill  bits.  PDC  and  TCI  rock  bits,  core  heads,  and  drilling 
tools. 

No.  of  Employees  in  Canada:  12. 
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Rockwell  Servicing  Inc. 

Main  Office:  Calgary,  AB.  T2P  0L6.  900, 400  ■ 5 Ave.  S.W. 

Ph.  (403)  265-6361  Fax:  266-3596 
Officers  & Key  Personnel  at  this  location: 

Pres.,  George  S.  Ward; 

Mgr.  Mktg.,  Ken  W.  Mclnnis; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1989).  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Parent  Company:  Ensign  Resource  Services  Group  Inc. 

Other:  Chandel  Equipment  Rentals,  Ensign  Drilling  Inc.,  Leyen 
Oilwell  Servicing  Inc.,  Tri  City  Drilling  (1968)  Ltd. 

Type  of  Equipment:  Oil  and  gas  well  completions,  workovers, 
swabbing  and  rod  and  tubing  work  to  4725  Class  III  wells. 
Abandonments,  heavy  oil  slant  service  rig  work  and  horizontal  re- 
entry. 

No,  of  Employees  in  Canada:  120. 

Roda  Deaco  Valve  Ltd. 

Main  Office:  Edmonton,  AB.  T6N  1G9.  3104  - 101  St. 

Ph.  (403)  465-4429  Fax:  469-6275 
Additional  Phone:  (403)  465-4438 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ron  J.  Bodnar; 

Off.Mgr.,  Conrad  Bodnar, 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1980).  Private, 

Type  of  Services  & Supplies:  Manufacturer  and  supplier  of  Roda 
positive  diesel  engine  air  cut  off  valves  for  all  makes  of  diesel  engines. 
Provides  safety  emergency  control  diesel  engine  run  away  due  to 
combustible  vapors  in  the  engine  environment. 

No.  of  Employees  in  Canada:  7, 

Roda  Machine  & Mfg.  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  0A7.  6327  - 76  Ave. 

Ph.  (403)  469-5838  Fax:  469-2497 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Flubert  Ranger. 

Type  of  Services  & Supplies:  General  machining  and  fabricating; 
wellhead  equipment;  flanges;  crosses  and  tees;  test  adaptors;  testing 
equipment;  swivel  joints  (ball  and  straight). 

Roke  Oil  Enterprises  Ltd. 

Main  Office:  Calgary,  AB.  T2A  2P2. 516  Moraine  Rd.  N.E. 

Ph.  (403)  273-5553  Fax:  272-7330 
Officers  & Key  Personnel  at  this  location: 

Sec-Treas.,  Bonnie  P.  Banks; 

Gen. Mgr.,  Keith  M.  Banks. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1966).  Private. 

Type  of  Services  & Supplies:  Specializing  in  comprehensive  cased- 
hole  logging  and  practical  methods  of  evaluating  well  and  reservoir 
conditions,  based  on  unique  electrical  logging  systems  designed, 
built  and  operated  by  Roke. 

No.  of  Employees  in  Canada:  10, 

RoH’n  Oilfield  Industries  Inc. 

Main  Office:  Red  Deer,  AB.  T4N  5K2.  305,  5208  - 53  Ave. 

Ph.  (403)  343-1710 

Officers  & Key  Personnel  at  this  location: 

Pres.,  R.FI.  (Ron)  Rowbotham; 

Gen. Mgr.,  B.A.  (Brian)  Flepp; 

Incorporation:  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Saskatchewan. 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

Ronaco  Industries  (1977)  Ltd. 

Main  Office:  Calgary,  AB.  T2C  1 V6,  6404  - 30  St.  S.E. 

Ph.  (403)  279-2840  Fax:  279-61 80 
Officers  & Key  Personnel  at  this  location: 

Pres.,  J.D.  Morison; 

Vice-Pres.,  Gen. Mgr.,  Gordon  W.  Gillespie, 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1977).  Private. 

Co.  Registered  In:  Alberta  (1977). 

Affiliations: 

Parent  Company;  Golden  Metal  Buildings  Limited. 

Type  of  Services  & Supplies:  Manufacturer  of  rigid  frame  and 
frametess  metal  buildings  and  accessories.  Also  provide  crews  tor 
field  erection  of  buildings. 

No.  of  Employees  in  Canada:  20. 


Rosemount  Instruments  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6Y4.  808  - 55  Ave.  N.E. 

Ph.  (403)  275-8400  Fax:  275-4331 

Toll  Free:  (800)  268-1151 

Officers  & Key  Personnel  at  this  location: 

Dir.  Optns.,  Gord  Suchia; 

Gen, Mgr.,  J,  Flayes; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1972).  Private, 

Affiliations: 

Emerson  Electric  Co.,  Rosemount  Inc. 

Type  of  Services  & Supplies:  Manufacturer/Distributor  of 
instrumentation  for  pressure,  temperature,  flow  measurement,  liquid 
and  gas  analysis.  Pressure  transmitters,  temperature  sensors  and 
transmitters,  test  equipment,  non-contacting  nuclear,  density,  level, 
weight  gauges,  pFI,  conductivity,  turbidity  instruments,  gas  analyzers 
and  magnetic  flowmeters. 

No.  of  Employees  in  Canada:  200. 

Rostel  Industries,  Division  of  Taro 
Industries  Limited 

Main  Office:  Calgary,  AB.  T2C  4K5.  9699  Shepard  Rd.  S.E. 

Ph.  (403)  720-3999  Fax:  720-3838 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Yook  Tong,  P.Eng.; 

Sis. Rep.,  Tom  Langley; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1976). 

Co.  Registered  In:  Alberta  (1976), 

Affiliations: 

Taro  Industries. 

Type  of  Services  & Supplies:  Manufacture  and  repair  of  oil  and  gas 
well  drilling  equipment  with  complete  machining,  fabricating  and 
inspecting  facilities.  Supply  and  recut  of  tubular  goods.  B.O.P.  sales 
and  certification. 

No.  of  Employees  in  Canada:  40. 

Rotary  Sales  & Service  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0C9.  9516  - 62  Ave. 

Ph.  (403)  434-3621 

Officers  & Key  Personnel  at  this  location: 

Pres.,  R.  Wayne  Cox; 

Sec-Treas.,  Earline  Cox. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta.  Private. 

Affiliations: 

Excell  Specialty  Ltd. 

Type  of  Services  & Supplies:  Wire  line  spooling  system  for  drilling 
and  service  rigs.  LeBus  spooling  system. 

No.  of  Employees  in  Canada:  5. 

Rotating  Equipment  Services  Inc. 

Division  of  Odessa  Industries  Inc. 

Main  Office:  Calgary,  AB.  T2C  2G5.  (Administration)  4315  - 72 
Ave.  S.E. 

Ph.  (403)  279-8851  Fax:  720-0249 

Shop  Fax:  (403)  236-241 1 

Toll  Free:  (800)  661-8412 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Walter  T.  Royal; 

Vice-Pres.,  Kurt  Wechselberger; 

Main  Banking  Connection:  Bank  of  Montreal. 

Co.  Registered  In:  Alberta.  British  Columbia,  Saskatchewan. 

Type  of  Services  & Supplies:  Service  crews  (mechanics  and 
millwrights)  for  overhaul  or  repair  of  natural  gas  reciprocating  engines, 
compressors,  turbines  and  pumps.  Parts  department  with  inventory 
for  all  makes  of  engines  and  compressors  including  emergency  shut 
down  devices;  centralized  lubrication  systems;  Bicera  explosion 
proof  doors.  Large  machine  shop  including  largest  planner  mill  in 
Western  Canada. 

No.  of  Employees  in  Canada:  50. 

Rotork  Controls  (Canada)  Ltd. 

Main  Office:  Calgary,  AB.  T2A  6K1.  9,  820  - 28  St,  N.E. 

Ph,  (403)  569-9455  Fax:569-9414 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Gen. Mgr.,  C.l,  Bone. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  (1968).  Private, 

Co.  Registered  In:  Ontario  (1968). 

Affiliations: 

Rotork  P.L.C. 


Type  of  Services  & Supplies:  Application  engineering,  sales,  ref 
and  retrofit  of  valve  actuators  and  associated  control  systems.  Rot 
multi-turn  and  quarterturn  electric  valve  actuators.  Rotork  quarterti 
pneumatic  and  hydraulic  valve  actuators.  Rotork  control  systems ; 
software.  Oil/product  tank  water  removal  system. 

No.  of  Employees  in  Canada:  24, 

The  Roughneck 

Main  Office:  Calgary,  AB.  T2P  3J4, 1600, 700  - 4 Ave.  S.W. 
Ph.  (403)  263-6881  Fax:  263-6886 
Officers  & Key  Personnel  at  this  location: 

Publisher,  Scott  Jeffrey; 

SIs.Mgr.,  Jim  Graham; 

Main  Banking  Connection:  Canada  Trustee  Mortgage  Compar 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta  (1952). 

Affiliations: 

Parent  Company:  Northern  Star  Publications  Ltd. 

Other:  Alberta  Gas  Plant  Directory,  Energy  Processing/Canada, 
Propane  Canada,  The  Roughneck  Joke  Book. 

Type  of  Services  & Supplies:  Oil  industry  trade  publication  (1 
Roughneck). 

No.  of  Employees  in  Canada:  6. 

Roughneck  Bit  Services  Inc. 

Main  Office:  Edmonton,  AB.  T6N  1B7.  3233  - 97  St. 

Ph,  (403)  944-0814  Fax:  944-1360 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Don  Watson; 

Administrator,  Belle  Bertrand. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993). 

Type  of  Services  & Supplies:  Sales,  services,  rentals  of  new ; 
reconditioned  oilfieid  rock  bits.  Expediting  services.  New  Smith  b 
new,  retipped,  rerun  rock  bits;  workover  and  completion  bits;  re 
tungsten  carbide  bits;  new  and  redressed  Economills;  bit  subs;  ca 
tool  bits. 

No.  of  Employees  in  Canada:  2. 

Round-Up  Well  Servicing  Inc. 

Main  Office:  Calgary,  AB.  T2P  0C5. 120,  309  - 2 Ave.  S.W. 
Ph.(403)234-9313  Fax:269-7920 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Thomas  (Slim)  Wood; 

Off.Mgr.,  Michelle  Bennett. 

Main  Banking  Connection:  RoyNat  Inc. 

Incorporation:  Alberta  (1963).  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Wholly  Owned:  Round-Up  Completions  Ltd. 

Type  of  Equipment:  Oil  and  gas  well  completions  and  workove 

No.  of  Employees  in  Canada:  35. 

Ruffneck  Heaters 

Div.  of  Starozik  Industries  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7K5.  2827  - 18  St.  N.E. 

Ph,  (403)  291-5488 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Kevin  Starozik: 

Mgr.  Mktg.,  Darren  Ochosky; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1976).  Private. 

Affiliations: 

Parent  Company:  Starozik  Industries  Ltd. 

Other:  J.l.T.  Powder  Coaters. 

Type  of  Services  & Supplies:  Manufacturer  of  heavy-duty  Indus 
heaters.  Fleat-exchanger  unit  heaters,  (steam,  glycol,  oil,  et 
explosion-proof  electric  unit  heaters  (3-30kw),  explosion-pr 
thermostats,  and  mounting  kits. 

No.  of  Employees  in  Canada:  35. 

Russell  Technologies  Inc. 

Main  Office:  Edmonton,  AB.  T6B  2S3 , 4909  - 75  Ave. 

Ph.  (403)  469-4461  Fax:  462-9378 
Officers  & Key  Personnel  at  this  location: 

Int'l  Sis.,  Jim  Yukes; 

Tech.  Sis.,  Larry  Bartley. 

Type  of  Service  & Supplies:  Non-destructive  examination  special^ 
in  tubular  evaluations  using  eddy  current,  remote  field  (ferroscoj 
and  ultrasonic  iris.  Bolt  stretch  analysis,  ultrasonics,  magnetic  part 
inspections,  radiography  and  pipeline  inspections  using  inline  to 
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■oscope  - for  boiler,  heat  exchanger  and  reformer  tube  examinations, 
ultrasonic  tube  evaluations,  radalarm  radiation  meters  and 
liters, 

l/V.I.  Oilfield  Service  Ltd. 

n Office:  Edmonton,  AB.  T6G  2A7.  8303  Saskatchewan  Dr. 
(403)  433-7623 

cers  & Key  Personnel  at  this  location: 

f.Mgr.,  R.W.  (Wally)  Irwin, 
n Banking  Connection:  Bank  of  Montreal, 
jrporation:  Alberta  (1983).  Private. 

Ieof  Services  & Supplies:  Drilling  and  completion  rental  equipment, 
ibarrel  tanks,  test  separators,  sump  tanks,  open  ended  shale  tanks, 
lage  bins,  3 1/2"  OD  hydril  workover  tubing  and  wellsite  trailers. 

of  Employees  in  Canada:  2. 

an  Energy  Technologies  Inc. 

n Office:  Calgary,  AB.  T2P  0Z1 . 705, 706  - 7 Ave.  S.W. 

(403)  269-5981  Fax:  263-2031 
cers  & Key  Personnel  at  this  location: 

>.,  Richard  Ryan; 

, IS. Mgr.,  Brent  Clark. 

h Banking  Connection:  Toronto-Dominion  Bank, 
rrporation:  Alberta  (1991).  Private. 

Registered  In:  Alberta  (1991). 

8 of  Services  & Supplies:  Complete  directional  and  horizontal 
ng  services.  Non-mag  drill  collar  and  single  shot  equipment 
als,  measure  while  drilling  systems  (MWD  Systems).  Also  providing 
nical  information  regarding  mud  motor  selection  and  uses, 
ptional  drilling  equipment  and  processes,  and  Measure  While 
ng  and  surveying  techniques.  Directional  and  horizontal  drilling 
pultation  services, 
of  Employees  in  Canada:  10, 

£L  Inspection  Ltd. 

1 Office:  Calgary,  AB.  T2T  3E8. 1740-  10  St,  S.W, 

(403)245-1499  Fax;  245-8173 

bers  & Key  Personnel  at  this  location: 

s.,  Barry  Singleton; 

ice-Pres.,  Bryan  Singleton; 

1 Banking  Connection:  First  Calgary  Financial  Savings  & 
fit  Union  Ltd. 

irporation:  Alberta  (1982),  Private, 

iations: 

lleton  Associated  Engineering  Ltd. 

5 of  Services  & Supplies:  Pipeline  and  Facilities  Inspection; 
btruction  Supervision;  Procurement  Services. 

of  Employees  in  Canada:  10. 

fety  Boss  Canada  (1993)  Ltd. 

b Office:  Red  Deer,  AB.  T4N  2R4.  4657  - 62  St, 

(403)342-1310  Fax:342-1625 

:ers  & Key  Personnel  at  this  location: 
i-Pres.,  Optns.,  Maurice  Engman; 

Vigr.,  Randy  Cusson. 

1 Banking  Connection:  Parkland  Savings  & Credit  Union, 
irporation:  Alberta  (1956).  Private, 

Registered  In:  Alberta  (1956). 

iations: 

fty  Boss  International, 

3 of  Services  & Supplies:  Fire  and  safety  training,  well  control  and 
lid  firefighting,  mobile  shower  units,  dual  service,  fire  and  shower 
i;  HjS  protection  sales,  service  and  rental;  emergency  response 
ning;  safety  programs,  audits  and  manuals;  confined  space  entry 
ice;  manufacturing  of  fire  and  safety  equipment, 
of  Employees  in  Canada:  30. 

(ety  Services  (Gow)  Inc. 

:i  Office:  Calgary,  AB.  T3H  2Y5,  36,  5790  Patina  Dr.  S.W. 
403)686-6180  Fax:686-6181 

:ers  & Key  Personnel  at  this  location: 

..,  John  W.  Gow. 

3 of  Service  & Supplies:  Safety  management  system 
Hopment  and  implementation,  hazard  analysis  and  operational 
issments. 

feway  Well  Services  Ltd. 

1 Office:  Calgary,  AB.  T2E  7V9.  2,  4321  - 23B  St.  N.E. 
403)291-4544  Fax:291-2070 

;ers  & Key  Personnel  at  this  location: 

.,  H.W.  Kujat; 

i-Pres.,  E.P.  (Al)  Vanderveer; 

!i  Banking  Connection:  National  Bank  of  Canada, 
fporation:  Alberta  (1987).  Private. 

Registered  In:  Alberta. 


Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  50. 

St.  John  Ambulance 

Main  Office:  Edmonton,  AB.  T5M  0H9. 10975  - 124  St. 

Ph.  (403)  452-6565  Fax:  452-2835 
Officers  & Key  Personnel  at  this  location: 

Exec. Dir.,  David  Hook: 

Mgr.,  Evelyn  Haycraft  (452-6161). 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation;  (1883),  Association. 

Co.  Registered  In:  Alberta  (1911). 

Affiliations: 

Parent  Company:  Priory  of  Canada. 

Type  of  Services  & Supplies:  First  aid,  CPR,  WHMIS  and  H^S 
training  for  business  and  industry:  Occupational  Health  & Safety 
standard  of  training  in  Alberta.  First  aid  and  CPR  training  equipment 
(rental);  home  or  vehicle  First  aid  kits. 

No.  of  Employees  in  Canada:  35, 

Sandborn  Roofs  Inc. 

Main  Office:  Nisku,  AB.  TOC  2G0.  2104-8  St, 

Ph.  (403)  955-8761 

Officers  & Key  Personnel  at  this  location: 

Pres.,  M.  Myshak; 

Sec.,  Gen. Mgr.,  D.  Koehler. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1985).  Private. 

Type  of  Services  & Supplies:  Manufacturer  of  internal  floating  roof 
(contact  type)  for  crude  and  refined  product  storage  tanks. 

No.  of  Employees  in  Canada:  7. 

Sanjel  Cementers  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3R7. 920, 520  - 5 Ave.  S.W. 
Ph.(403)269-1420  Fax:269-1433 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Don  MacDonald; 

SIs.Mgr.,  Doug  Seethed. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1982).  Private. 

Type  of  Services  & Supplies:  Oilwell  cementing  and  acidizing. 

No.  of  Employees  in  Canada:  125. 

Saturn  Drilling  Inc. 

Main  Office:  Edmonton,  AB.  T6B  2S1 , 4534  Eleniak  Rd, 
Ph.(403)469-9911  Fax:469-9929 

Officers  & Key  Personnel  at  this  location: 

Pres.,  T.W.  Graham; 

Vice-Pres.,  Bill  Dunbar; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1982).  Private. 

Co.  Registered  In:  Alberta,  British  Columbia. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  47. 

Sauter’s  Gas  Measurement  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  1H7.  504,  805  - 8 Ave.  S.W. 

Ph.  (403)  262-1 520  Fax:  232-0282 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gary  Sauter; 

Sr.Opr.,  Mike  Burke; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1993).  Private, 

Co.  Registered  In:  Alberta  (1993). 

Type  of  Services  & Supplies:  Gas  measurement,  electronic  gas 
measurement,  computer  gas  measurement.  Integrators  (Ultra  Flow  1 
Electronic  Computer  Integrator). 

No.  of  Employees  in  Canada:  6. 

Sceptre  Engineering  & Construction  Ltd. 

Main  Office:  Calgary,  AB.  T2G  1W4.  480  A - 36  Ave.  S.E. 

Ph,  (403)287-1267  Fax;  243-6270 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Dean  A.  Olafson; 

Estimator,  Ron  Gowing; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1981).  Private. 

Type  of  Service:  Construction  senrices  to  the  oil  and  gas  industry. 

No.  of  Employees  in  Canada:  7. 

Scion  Engineering  Inc. 

Main  Office:  Calgary,  AB.  T2E  7W6,  530, 1000  Centre  Street  N. 
Ph.(403)221-9700  Fax:230-3536 

Officers  & Key  Personnel  at  this  location: 

Prin.  Eng.,  Reinhard  F.  Schuetz; 

Mgr,  Eng.,  Allan  C.  Shea. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 


Incorporation:  Alberta  (1989).  Private. 

No.  of  Employees  in  Canada:  7. 

SCMK  Development  and  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3P2.  828,  815-  8 Ave,  S.W. 

Ph.  (403)  265-7818 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Stephen  C.M.  Ko. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1983).  Private. 

Type  of  Service:  Petroleum  engineering  consulting. 

No.  of  Employees  in  Canada:  8. 

Scott  Engineering  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2L  1X7.  3412  Brenner  Dr.  N.W. 

Ph.  (403)  282-8854 

Officers  & Key  Personnel  at  this  location: 

Pres,,  G.L.  Scott; 

Sec-Treas.,  B.M.  Scott. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1974).  Private. 

Type  of  Service:  Consulting  engineering  and  project  management  of 
oil  and  gas  production  and  processing  facilities. 

No.  of  Employees  in  Canada:  2. 

Scroll 

Main  Office:  Calgary,  AB.  T3E  5M8.  6316  - 37  St.  S.W. 
Ph.(403)242-1657  Fax:246-2399 

Officers  & Key  Personnel  at  this  location: 

Owner,  Richard  Moir. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Private. 

Co.  Registered  In;  Alberta  (1990). 

Type  of  Services  & Supplies:  Publisher  of  oil  and  gas  software 
directories  (paper  copy  or  hypertext  for  PC’s)  and  also  exploration  data 
hypertext  document. 

No.  of  Employees  in  Canada:  3, 

S.D.M.  Rentals  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2H1 . Box  550,  Stn.  T, 

Ph . (403)  236-5557  Fax;  236-7667 
Officers  & Key  Personnel  at  this  location: 

Pres.,  S.  Douglas  Martin; 

Gen. Mgr.,  Douglas  D.  Martin; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta  (1984). 

Affiliations: 

Mocoat  Inc. 

Type  of  Services  & Supplies:  Sales,  rental  and  packaging  of  gas 
compressors  and  vapour  recovery  units,  sales  of  oil  and  gas  production 
equipment. 

No.  of  Employees  in  Canada:  6. 

SDS  Drilling  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2L3,  4636  - 1 St.  S.E. 

Ph.  (403)  287-1 460  Fax:  243-0580 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Darrell  Bennett; 

Mgr.  Contracts,  Art  Vollendorf. 

Main  Banking  Connection:  National  Bank  of  Canada, 
incorporation:  Alberta  (1976).  Private. 

Type  of  Equipment:  Drilling  contract  services  for  oil  and  gas,  tar 
sands  coring  seismic  mining.  Becker  hammer  drills,  CSR  rotary  rigs 
and  Heli  portable  rigs  up  to  2000'  depths. 

No.  of  Employees  in  Canada:  75. 

Sealweld  Corporation  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2B3. 1 06, 41 1 6 - 64  Ave.  S.E, 

Ph.  (403)  236-0043  Fax:  236-5487 

Toll  Free:  (800)  661-8465 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  A.D.  (Dean)  Chisholm; 

Gen. Mgr.,  R.  M,  (Rob)  Gray. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  (1969).  Private. 

Affiliations: 

Wholly  Owned;  Sealweld  Services,  Pipeline  Valve  Maintenance. 
Type  of  Services  & Supplies:  Valve  sealants  & lubricants.  Sealant 
fittings  for  all  makes  of  valves.  Repairs  to  all  types  of  grease  guns; 
grease  gun  sales.  On-line  valve  cleaning  and  sealing  services,  valve 
maintenance  training  services.  Valve  leakage  metering.  High  pressure 
sealant  injection  guns  and  pumps,  and  related  accessories. 

No.  of  Employees  in  Canada:  7. 
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Security  Rock  Bit 

(Dresser  Canada,  Inc.) 

Main  Office:  Calgary,  AB.  T2C  1 J3.  3112-80  Ave.  S.E. 

Ph.  (403)  279-3355  Fax:  236-4222 
Officers  & Key  Personnel  at  this  location: 

Cdn.Mgr.,  B.J.  Winters  (279-3370): 

Dist.Mgr.,  Brian  Walsh  (279-3558). 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta.  Public. 

Affiliations: 

Dresser  Industries  Inc. 

Type  of  Services  & Supplies:  Sales  and  services.  Rock  bits,  hole 
openers,  P.D.C.  bits. 

No.  of  Employees  in  Canada:  15. 

Sedco  Drilling 

Main  Office:  Calgary,  AB.  T2P  3C4. 1600, 300  - 5 Ave.  S.W. 
Ph.(403)221-8822  Fax:221-8821 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres..  Gen. Mgr.,  H.W.  Strain; 

Mgr.  Contracts,  T.E.  Rosentreter; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta,  British  Columbia,  Saskatchewan, 
Manitoba. 

Affiliations: 

Trimac  Limited. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  450. 

Eddy  Sehn  Supervision  and  Inspection 

Main  Office:  Rocky  Mtn. House,  AB.  TOM  1T0.  Box  208. 

Ph.  (403)  845-7900 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Edward  R.  Sehn. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Private. 

Type  of  Service:  Supervision  and  inspection/pipeline  and  plant. 
Portable  welders. 

No.  of  Employees  in  Canada:  14. 

Seidlitz  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0Z3. 1240,  717-  7 Ave.  S.W. 

Ph.  (403)  263-8863  Fax:  263-8864. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dale  R.  Seidlitz. 

Type  of  Consulting:  Facility  and  pipeline  design,  production 
engineering,  feasibility  studies,  production  allocation  audits,  project 
management. 

No.  of  Employees  in  Canada:  2. 

Seismic  Image  Software  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2T8. 1100, 444  - 5 Ave.  S.W. 
Ph.(403)233-2140  Fax:266-2685 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Mike  Galbraith; 

Vice-Pres.,  Randy  Kolesar, 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Software  company  providing  PC- 
Based  geophysical  software,  2D  and  3D  seismic  design  packages  to 
the  petroleum,  mineral  and  resource  industry. 

No.  of  Employees  in  Canada:  8. 

Select  Oilfield  Services  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5T3.  941 1 - 39  Ave. 

Ph.  (403)  461  -7677  Fax:  463-2486 
Officers  & Key  Personnel  at  this  location; 

Pres.,  Herb  Steinke; 

SIs.Rep.,  Al  Pankoski; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1970).  Private. 

Co.  Registered  In:  Alberta  (1970). 

Affiliations; 

Wholly  Owned:  Cherway  Holdings  Ltd. 

Type  of  Services  & Supplies:  Rental/rental  purchase/sale  of  oilfield 
production  equipment. 

No.  of  Employees  in  Canada:  8. 

Seller’s  Oilfield  Service  Ltd. 

Main  Office:  Devon,  AB.  TOC  1 EO.  Box  434. 

Ph.  (403)  985-2243  Fax:  985-3953 


Officers  & Key  Personnel  at  this  location: 

Pres.,  Donald  W.  Seller; 

Sec.,  Margaret  E.  Seller. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Oil  recycling.  Tank  cleaning,  oil  spill 
clean-ups,  salt  water  disposal. 

No.  of  Employees  in  Canada:  10. 

Sentry  Piping  Systems  Inc. 

Main  Office:  Calgary,  AB.  T2H  2K1 . 8,  6025  - 12  St.  S.E. 
Ph.(403)252-0188  Fax:252-0607 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Donald  M.  Larson; 

Gen. Mgr.,  R.D.  (Bob)  Young; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1982).  Private. 

Co.  Registered  In:  Alberta  (1982). 

Affiliations: 

Lidco  Industries  Inc. 

Type  of  Services  & Supplies:  Installation  and  sale  of  “High  Pressure 
Steel  Pipeline  Liners”,  “Sentry’s  Black  Sentinel  System”.  Distribution 
of  non-mefallic  pipeline  materials  and  fittings,  i.e.,  polyethylene,  etc. 
Sales  coverage  - all  western  provinces  and  internationally. 

No.  of  Employees  in  Canada:  20. 

Servipetrol  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3T7. 1640, 736  - 6 Ave.  S.W. 

Ph.  (403)  266-2535  Fax:  264-8297 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Dr.  Roberto  Aguilera; 

Dr.  Anthony  Au. 

Type  of  Service  & Supplies:  Oil  and  gas  consultants  specializing  in 
the  study  of  naturally  fractured  reservoirs  worldwide.  Conduct  training 
the  area  of  naturally  fractured  reservoirs.  Geologic  analysis,  log 
interpretation,  welltestanalysis.reservoirsimulation,  reserves  studies. 
“Tetrad",  a numerical  simulator  for  black  oil,  condensate,  thermal  and 
geothermal  reservoirs.  Single  and  dual-porosity  reservoirs.  "Welltest- 
NFR",  a software  package  for  transient  pressure  analysis  of  naturally 
fractured  reservoirs. 

Servo-Dynamics,  Inc. 

Main  Office:  Calgary,  AB.  T2P  0W6.  208,  212  -7  Avenue  S.W. 
Ph.(403)290-1700  Fax:263-4406 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Division,  Harold  N.  Cicon; 

Off.Mgr.,  Jeri  Burke. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  United  States.  Private. 

Type  of  Services  & Supplies:  Enhanced  well  stimulation,  the 
Stressfrac  System  penetrates  wellbore  damage.  Electric  wireline  or 
tubing-conveyed  gas  generator  capable  of  producing  mulfiplef  racfures 
in  a formation. 

No.  of  Employees  in  Canada:  4. 

Shaffer 

Main  Office:  Leduc,  AB.  T9E  6L8.  Box  3096.  6619  - 45  St. 

Ph.  (403)  986-5556  Fax:  986-5539 
Officers  & Key  Personnel  at  this  location: 

Mgr.  Cdn.Optns.,  Lou  Klaver; 

Serv.Rep.,  SIs.Rep.,  Mark  Palka. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1957).  Private. 

Affiliations: 

Parent  Company:  Shaffer  Inc. 

Other:  Varco  International. 

Type  of  Equipment:  Sales  and  service  of  Shaffer  products  which 
include,  valves  blowout  preventers,  Koomey  accumulators,  and  Rucker 
motion  compensation  equipment.  Three  year  OEM  certification  of 
BOP’s  and  24  hour  product  support.  OEM  part  sales  for  Shaffer 
blowout  preventers,  Koomey  control  systems  and  Rucker  motion 
compensation  equipment.  Complete  blowout  preventers,  and  Koomey 
control  systems. 

No.  of  Employees  in  Canada:  6. 

Shamrock  Oilfield  Specialties  Ltd. 

Main  Office:  Edmonton,  AB.  T6H  1B6. 10360  - 58  Ave. 

Ph.  (403)  435-4373  Fax:  434-4473 
Officers  & Key  Personnel  at  this  location: 

Pres.,  James  C.  Baker: 

Gen. Mgr.,  George  J.  Baker; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  (1960).  Private. 


Type  of  Services  & Supplies:  Tubing  and  casing  coupling  remc 
and  installation.  Modification  of  tubing  and  casing  couplings  \ 
teflon  seal  rings.  Special  clearing  of  tubing  and  casing  couplings. , 
Standard,  special  cleared  and  Shamrock  modified  tubing  and  cas 
couplings. 

No.  of  Employees  in  Canada:  7. 

Shaw  Pipe  Protection 

Main  Office:  Calgary,  AB.  T2P  3N4. 1900, 144-4  Ave.  S.W. 
Ph.  (403)  263-2255 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  D.J.  Lailey; 

Dir.  Mktg.&  Sis.,  J.D.  Tikkanen; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 

Stock  Exchange  Listing:  Toronto  Stock  Exchange 
Incorporation:  Ontario  (1964).  Private. 

Affiliations: 

Guardian  Oilfield  Services,  Shaw  Industries  Ltd.,  Shaw  Pipeline 
Services  Ltd. 

Type  of  Services  & Supplies;  Pipe  coatings,  linings  and  insulatic 
Yellow  Jacket,  YJ1 1 , Fusion  Bonded  Epoxy,  Cement  Mortar  Lin 
Baked-on  Internal  Linings,  fabricated  fittings,  lnsul-8,  Perl-8,  Conci 
Weight  Coating,  Rock  Jacket,  Coal  Tar  Coatings  and  Linings,  Ce 
Guard. 

No.  of  Employees  in  Canada:  300. 

Shawa  Geoconsultants  Ltd. 

Main  Office:  Calgary,  AB.T2P0H3. 1210, 112  - 4 Ave.  S.W. 
Mailing  address:  Calgary,  AB.  T3H  3B6.  Box  74040,  Strathcona 
Postal  Outlet. 

Ph.(403)237-5929  Fax:266-6281. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dr.  Monzer  S.  Shawa; 

Type  of  Consulting:  Application  of  integrated  multidisciplir 
consulting  services fortheenergy  industry  in  exploration,  developm 
reservoir  analysis  and  characterization,  and  technology  tran 
worldwide. 

No.  of  Employees  in  Canada:  5. 

Shearer  Supply  Ltd. 

Main  Office:  Edmonton,  AB.  T6W  1A1. 2020  Calgary 
Tr.Southbound  S.W. 

Ph.  (403)  988-5522  Fax:  988-8025 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Brian  F.  Shearer; 

Vice-Pres.,  Courtney  A.  Shearer; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1985).  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Parent  Company:  Ico,  Inc. 

Wholly  Owned:  Shearer  Fluid  Power  (Dn). 

Type  of  Services  & Supplies:  Production  equipment  reconditioi 
services,  inspecting  and  reconditioning  of  used  sucker  rods  and  p 
rods,  inspecting  new  sucker  rods  and  pony  rods,  reconditiot 
oilfield  engines,  reconditioning  electric  motors.  Production  equiprr 
sales,  rentals,  reconditioned  oilfield  engines  and  electric  mot 
oilfield  engine  parts,  preventative  maintenance  and  educatir 
courses. 

No.  of  Employees  in  Canada:  38. 

Shehtah  Drilling  Limited 

Main  Office:  Calgary,  AB.  T2C  2X5. 134,  200  Rivercrest  Dr.  S 
Ph.  (403)  279-9866  Fax:  279-9859 
Officers  & Key  Personnel  at  this  location: 

Gen, Mgr.,  R.F.  Gajek. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

Sherk  Construction  Ltd. 

Main  Office:  Valleyview,  AB.  TOH  3N0.  Box  765. 

Ph.  (403)  524-3530  Fax:  524-4346 
Officers  & Key  Personnel  at  this  location; 

Pres.,  Owner,  Norman  Sherk; 

Sec-Treas,,  Rose  Sherk; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1967).  Private. 

Co.  Registered  In:  Alberta  (1967). 

Type  of  Services  & Supplies:  Oilfield  construction  pipeline,  s 
and  gravel  crushing  and  excavating.  Sand  and  gravel  oil 
construction  equipment. 

No.  of  Employees  in  Canada:  35. 
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herrex  Systems  Ltd. 

lin  Office:  Edmonton,  AB.  T6E  5P5.  4196  - 93  St. 

. (403)  462-4085  Fax:  450-8369 
ficers  & Key  Personnel  at  this  location: 

3S..  Wayne  Sherrard; 
i.Mgr.,  Doug  Mogg. 

pe  of  Services  & Supplies:  Alarm  systems,  control  systems  and 
julatory  equipment,  electronic  equipment  and  supplies,  electronic 
rairs  and  service.  Flow  measuring  equipment,  monitoring  systems, 
wer  supplies,  SCADA  systems,  security  systems  and  supervisory 
itrol  systems. 

I.  of  Employees  in  Canada:  23. 

lield  Wireline  Ltd. 

in  Office:  Lloydminster,  AB.  T9V  0X3.  5526  - 50  Ave. 

. (403)  875-2772  Fax:  875-2728 
leers  & Key  Personnel  at  this  location: 

:s.,  D.W.  (Doug)  Gilby,  P.Eng.; 
e-Pres.,  R.F.  (Ron)  Wilhelm,  P.Eng. 

'in  Banking  Connection:  Border  Credit  Union  Limited. 

orporation:  Alberta  (1983).  Private. 

iliations: 

Engineering  Ltd. 

3e  of  Services  & Supplies:  Wireline  and  AOF  testing. 

. of  Employees  in  Canada:  14. 

iberian  Well  Service  Ltd. 

in  Office:  Brooks,  AB.  T1 R 1 B3.  Box  21 8. 

1(403)362-7155  Fax:362-7155 

aitional  Phone:  (403)  554-7154 
licers  & Key  Personnel  at  this  location: 
s.,  Edward  Lukye; 
p.,  Connie  Lukye. 

in  Banking  Connection:  Alberta  Treasury  Branches, 
jorporation:  Alberta  (1990).  Private. 

. Registered  In:  Alberta  (1990). 

5e  of  Equipment:  Snubbing  unit  - hydraulic  well  control,  portable 
amers.  Flydraulic  snubbing.  Texas  gates.  Well  head  fences. 

. of  Employees  in  Canada:  5. 

cotte  Drilling  Tools  & Supply  Ltd. 

in  Office:  Edmonton,  AB.  T6P  1 M8. 1 1 01  - 77  Ave. 

, (403)  440-6700  Fax:  440-6702 
icers  & Key  Personnel  at  this  location: 
s.,  Sec..  Rollie  Sicotte  (922-5739); 

'Mgr.,  Susan  Sicotte; 

In  Banking  Connection:  Royal  Bank  of  Canada, 
prporation:  Alberta  (1976).  Private, 
le  of  Services  & Supplies:  Sales,  services,  rentals,  retipping  and 
pnditioning  of  new  and  used  oilfield  rock  bits  and  hole  openers  of  all 
es  and  sizes.  Expediting  services.  Rock  bits  and  hole  openers,  new. 
Id  and  reconditioned  from  2 7/8"  to  26".  Rock  bit  related  tools  and 
essories,  oilfield  casing  and  float  equipment. 

I of  Employees  in  Canada:  6. 

prra  Drill  Manufacturing  Ltd. 

n Office:  Calgary,  AB.  T2P  3N4. 1600, 144-4  Ave,  S.W. 

; (403)  266-1900  Fax:266-1480 

cers  & Key  Personnel  at  this  location: 

Ic.Off.,  Bob  Edwards. 

le  of  Services  & Supplies:  Slant  hole  drilling  rigs. 

^net  Product  Services  Ltd. 

in  Office:  Grande  Prairie,  AB.  T8V  0Y1. 204, 10006  - 101  Ave. 
^(403)  532-6409  Fax:  538-2540. 
icers  & Key  Personnel  at  this  location: 

?.,  Randy  Osterlin. 

e of  Services  & Supplies:  Production  supervision,  engineering 
administration. 

■nark  Controls  Ltd. 

n Office:  Calgary,  AB.  T2C  2Y5. 7725  - 46  St.  S.E. 

j(403)  236-0580  Fax:  279-6553 

Free:  (800)  565-7431 

cers  & Key  Personnel  at  this  location: 

5.  Gen.Mgr..  W.H.  Wheeler: 
i.  Mktg,,  Michelle  Zahner. 

1 Banking  Connection:  Toronto-Dominion  Bank, 
prporation:  Alberta  (1971).  Private, 
le  of  Services  & Supplies:  Sales,  repair,  system  design  and 
[ice  of  electronic  instrumentation  and  control  equipment.  Gas  and 
le  detection;  turbine  meters  and  totalizers;  flow  meters;  process 
itlow  computers;  signal  conditioning;  transmitters  and  transducers; 


variable  speed  motor  controls;  level  control:  battery  chargers;  motors; 
remote  monitoring  and  reporting  units;  programmable  logic  controllers; 
solar  powered  systems  for  instrumentation. 

No.  of  Employees  in  Canada:  25. 

Simmons  Group  Inc.  - Drilling  Division 

Main  Office:  Calgary,  AB.  T3C  0M5.  700,  1207  - 11  Ave.  S.W. 

Ph.  (403)  244-5340  Fax:  245-51 56 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Kenneth  W.  Crowshaw; 

Vice-Pres.,  Gen.Mgr.,  Earle  Routly; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Private. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  250. 

Simtech  Consulting  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2V7. 1970,  205  - 5 Ave.  S.W. 

Ph.  (403)  262-4885  Fax:  263-8556. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  A.  Settari; 

Vice-Pres.,  P.J.  Puchyr. 

Type  of  Consulting:  Engineering  consulting  in;  hydraulic  fracturing, 
simulation  and  design,  reservoir  simulation,  software  development 
and  consulting,  reservoir  engineering,  enhanced  recovery. 

No.  of  Employees  in  Canada:  8. 

Singleton  Associated  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2T  3E8, 1740  - 10  St.  S.W. 
Ph.(403)245-3800  Fax:245-8173 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Barry  Singleton,  P.Eng.; 

Vice-Pres.,  Don  Fedoration,  P.Eng.; 

Main  Banking  Connection:  First  Calgary  Financial  Savings  & 
Credit  Union  Ltd. 

Incorporation:  Alberta  (1979).  Private. 

Affiliations: 

SAEL  Inspection  Ltd. 

Type  of  Service:  Pipeline  engineering  and  facilities  design;  project 
costing,  control  and  management;  economic  and  environmental 
assessment;  pipeline  inspection  and  procurement  services. 

No.  of  Employees  in  Canada:  15. 

Sioux  Consultants  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6W1.  N,  1007  - 55  Ave.  N.E. 

Ph.  (403)  274-6767 

Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Friesen; 

Sec.,  Shannon  Friesen. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Private. 

Co.  Registered  In:  Alberta  (1976). 

Type  of  Services  & Supplies:  Project  management,  inspection, 
quality  control. 

No.  of  Employees  in  Canada:  15. 

S.I.P.  Systems  Ltd. 

Main  Office:  Edmonton,  AB.  T6H  2J5.  5720  - 103A  St. 
Ph.(403)435-5610  Fax:436-1467 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Flarry  Byrt; 

Vice-Pres.,  Don  McKenzie; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1985).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Specialty  welding  services.  Stainless, 
alloys  and  steel. 

No.  of  Employees  in  Canada:  5. 

Site  Oil  Tools  Inc. 

Main  Office:  Calgary,  AB.  T2E  6S8.  2,  3401  - 19  St.  N.E, 
Ph.(403)291-2363  Fax:250-7423 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Bob  Jones; 

Sis. Mgr.,  Joe  Asplund. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1970).  Private. 

Type  of  Services  & Supplies:  Rental  service  packers,  production 
packers,  primary  cementing  equipment,  flow  confrol,  sand  retainment, 
thermal  equipment,  liner  hangers,  plunger  lift  systems,  fishing 
equipment. 

No.  of  Employees  in  Canada:  108. 

Six  Forty-One  Canada  Limited 

Main  Office:  Calgary,  AB.  T2E  7K9.  9,  201 0 - 30  Ave.  N.E. 

Ph.  (403)  291-2605  Fax:  291-2643 


Officers  & Key  Personnel  at  this  location: 

Mgr.Dir.,  Terry  G.  Rathwell; 

SIs.Mgr.,  Ron  Crabbe, 

Type  of  Services  & Supplies:  Onshore  and  offshore  oil  and  gas  safety 
services  - audits  and  inspections,  safety  management  systems,  safety 
training,  site  safety  supervision,  safety  management  training,  safe 
procedures  development,  safety  engineering. 

Skocdopole  Construction  Ltd. 

Main  Office:  Eckville,  AB.  TOM  0X0,  R.R.  4, 

Ph.  (403)  746-5744  Fax:  746-3330 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen.Mgr.,  Ronald  C.  Skocdopole; 

Vice-Pres.,  Glenn  L,  Skocdopole. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1964).  Private. 

Type  of  Services  & Supplies:  Earthmoving,  road  building,  trenching 
and  excavating,  oilfield  lease  construction  and  clearing,  specializing  in 
construction  of  rural  gas  line  systems  and  plowing  in  pipelines  for  gas 
systems.  Euclid  C6's,  Cat  D8’s,  D7’s,  D6’s,  D4's,  motor  graders, 
backhoe  and  dragline,  graders  and  snowplows  and  pipeline  plows 
(layers  of  coiled  plastic  pipe). 

No.  of  Employees  in  Canada:  10. 

Skyview  Enterprises  Limited 

Main  Office:  Wetaskiwin,  AB.  T9A  2G3.  Box  6626. 

Ph.  (403)  352-9882  Fax:  352-9882 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Jim  Reimchen. 

Main  Banking  Connection:  Toronto-Dominion  Bank, 
incorporation:  (1983).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Aerial  photography. 

No.  of  Employees  in  Canada:  4. 

Slurry  Cementers  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0E1 . 9525  - 62  Ave. 

Ph.  (403)  435-3441  Fax:  430-6575 
Officers  & Key  Personnel  at  this  location: 

Pres..  Lyle  Abraham: 

Mgr.  Optns.,  Mike  Connell. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  (1975).  Private. 

Affiliations: 

Rig  Service  Equipment  Ltd. 

Type  of  Services  & Supplies:  Oilwell  cementing,  oilwell  pumping, 
oilwell  acidizing.  Bulk  cement  and  cement  additives,  chemicals,  acid 
and  inhibitors. 

No.  of  Employees  in  Canada:  5. 

Smith  International  Canada,  Ltd. 

Drilco/Servco/Smith  Tool 

Main  Office:  Calgary,  AB.  T2P  1C9. 1600,  335  - 8 Ave.  S.W. 

Ph.  (403)  264-6077  Fax:  265-9877 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Charles  0.  Beam; 

Mgr.  Tech. Sis,,  Darren  Eckstrom; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta.  Private. 

Affiliations: 

Parent  Company:  Smith  International,  Inc. 

Type  of  Services  & Supplies:  Sales  and  service  of  rock  bits; 
manufacturing,  sales,  rentalsand  repairof  oilfield  equipment;  inspection 
services.  Type  of  supplies:  bits  (petroleum,  diamond,  hammer); 
downhole  drilling  tools  (reamers,  stabilizers,  shock  subs,  pintec); 
downhole  reaming  tools  (hole  openers,  reammasters,  section  mills, 
underreamers);  tubulars  (drill  collars,  hevi-wates,  kellys,  subs);  services 
(machine  shop  repair,  field  services,  inspection). 

No.  of  Employees  in  Canada:  60. 

Smoky  Oilfield  Rentals 

Main  Office:  Calgary,  AB.  T2P  0L6.  810, 400  - 5 Ave.  S.W. 

Ph.  (403)  262-1 066  Fax:  262-4392 
Officers  & Key  Personnel  at  this  location: 

Sis.Rep.,  Joe  Gibeau. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Public. 

Co.  Registered  In:  Alberta, 

Affiliations: 

Parent  Company:  EnServ  Corporation. 

Type  of  Services  & Supplies:  Smoky  Oilfield  Rentals  offers  the 
largest  fleet  of  specialty  and  conventional  production  and  drilling  rental 
equipment  in  Canada  from  offices  located  throughout  Alberta. 
Equipment:  1 00, 21 0 and  400  bbl.  fluid  storage  tanks,  oil/gas  separators, 
gas  boots,  line  heaters,  flare  stacks,  treaters,  vapor  tight  battery,  BAIT 
units,  centrifuges,  etc. 
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SNC-LA VALIN  Inc. 

Main  Office:  Caigary,  AB.  T2P  3G5.  Chemicals  and  Petroleum 
Div.  909  - 5 Ave.  S.W, 

Ph.  (403)  294-21 00  Fax:  294-2777 
Officers  & Key  Personnei  at  this  location: 

Sr.Vice-Pres.,  Gen. Mgr.,  A.B.  (Sandy)  McArthur; 

Vice-Pres.  Sis.,  David  G.  Gill. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Quebec  (1964).  Public. 

Affiliations: 

SNC-LAVALIN  Group  Inc. 

Type  of  Services  & Supplies:  SNC-LAVALIN’s  services  include 
project  management,  design,  engineering,  procurement  and 
construction  services  for  the  oil  and  gas  industries.  Areas  of  expertise 
include  gas  processing;  refining;  control  systems;  pipelines,  gathering 
systemsandterminals;  petrochemical  plants;  and  production  facilities. 
No.  of  Employees  in  Canada:  5,500. 

Snell  and  Oslund  Surveys  (1979)  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5G6.  Box  610, 4826  - 47  St. 
Ph.(403)342-1255  Fax:343-7025. 

Officers  & Key  Personnel  at  this  location: 

Contact,  Gil  Oslund,  P.Eng.,  A.L.S. 

Type  of  Consulting:  Legal  and  construction  surveys  including 
topographic,  right  of  way  and  wellsite  surveys.  T otally  automated  field 
data  collection  system  computer  aided  drafting  and  plotting  services. 

No.  of  Employees  in  Canada:  15. 

SNO  Rock  Bits  (Canada)  Ltd. 

Main  Office:  Calgary,  AB.  T1 Y 6B5.  3833  - 29  St.  N.E. 
Ph.(403)291-3726  Fax:250-2608 

Officers  & Key  Personnel  at  this  location: 

Chmn.,  Yu  Kin  Keung; 

Pres.,  Daniel  Poon,  P.Eng. 

Main  Banking  Connection:  Toronlo-Dominion  Bank. 
Incorporation:  Alberta  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993). 

Type  of  Services  & Supplies:  Supply  of  Rock  Bits. 

No.  of  Employees  in  Canada:  4. 

Soft  Weights  Mfg.  Ltd. 

Main  Office:  Gwynne,  AB.  TOC  1L0.  R.R.  2. 

Ph.(403)352-3165  Fax:890-7042 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Allan  Eikerman; 

Dir.  Mktg.,  Kevin  Klause. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  The  design,  manufacturing  and 
marketing  of  custom  made  diving  weights. 

Solar  Oil  Tools  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0. 1 , 703  - 1 1 Ave. 

Ph.  (403)  955-7637  Fax:  955-7631 
Officers  & Key  Personnel  at  this  location: 

Pres.,  A.E.  (Al)  Ricalton; 

Mgr.  Optns.,  Rudy  Weber. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1981).  Partnership. 

Co.  Registered  In:  Alberta  (1981). 

Type  of  Services  & Supplies:  Down  hole  linersalesand  supervision. 
Liner  equipment  and  cementing  equipment. 

No.  of  Employees  in  Canada:  7. 

Solar  Turbines  Canada  Ltd. 

Main  Office:  Edmonton,  AB.  T6C  4G1 . 2510  - 84  Ave. 

Ph.  (403)  464-8900 

Officers  & Key  Personnel  at  this  location: 

Contr.,  David  Chamberland: 

Mgr.  Cust.Serv.,  Eugene  Gerow; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta.  Private. 

Affiliations: 

Caterpillar,  Overseas  S.A.,  Caterpillar,  Tractor  Co. 

Type  of  Services  & Supplies:  Supply  of  industrial  gas  turbines 
including  general  maintenance,  parts  and  overhaul  support  from  the 
Customer  Services  group.  Industrial  gas  turbine  sets  for  electrical 
generation,  gas  compression/  transmission  and  prime  power 
applications,  supplied  as  packaged  units  or  in  self-contained  module 
formats. 

No.  of  Employees  in  Canada:  28. 

Solid  Resources  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  166,  505  - 19  Ave. 
Ph.(403)955-7525  Fax:955-3412 


Officers  & Key  Personnel  at  this  location: 

Pres.,  Alvin  Harter; 

Gen. Mgr.,  Alvin  Kuehn; 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1987).  Public. 

Co.  Registered  In:  Alberta  (1987). 

Affiliations: 

Wholly  Owned:  383933  Alberta  Ltd.,  358738  Alberta  Ltd.,  354002 
Alberta  Ltd. 

Other:  Solid  Wireline  Services. 

Type  of  Services  & Supplies:  Well  testing  and  wireline  services. 

No.  of  Employees  in  Canada:  80. 

Sooner  Pipe  & Supply  (Canada)  Limited 

Main  Office:  Calgary,  AB.  T2E  7J9.  6,  640  - 42  Ave.  N.E. 

Ph.  (403)  230-4282  Fax:  276-6760 
Alberta  Toll  Free:  (800)  372-9592 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  H.  Zarrow; 

Mgr.  Inti. Sis.,  Robert  Bockmeulen; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Private. 

Affiliations: 

Sooner  Pipe  & Supply  Corp. 

Type  of  Services  & Supplies:  Oil  country  tubular  goods.  Distributor 
of  Vam,  Atlas  Bradford  and  Hydril  premium  connectors. 

No.  of  Employees  in  Canada:  2. 

South  Eastern  Pipeline  Construction 

A Division  of  Lynx  Energy  Services  Corp. 

Main  Office:  Medicine  Hat,  AB.  T1A  7G6.  Box  638,1402  Brier 
Park  Cr.N.W. 

Ph.  (403)  526-8851 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Jerry  Rairdan; 

Vice-Pres.,  Terry  Pederson; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Public. 

Co.  Registered  In:  Alberta,  Saskatchewan. 

Type  of  Service:  Small  inch  pipeline  construction.  Station  construction. 
Plow-in  of  pipe  and  cable.  Leak  surveys.  Fabrication. 

No.  of  Employees  in  Canada:  25. 

Southwest  Oilfield  Products  (Alberta)  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5Z8. 9699  - 45  Ave. 

Ph.  (403)  434-3473  Fax:  435-9541 
Officers  & Key  Personnel  at  this  location: 

Pres.,  David  Pascuzzo; 

Off.Mgr.,  Darryl  Read. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta  (1980). 

Affiliations: 

Southwest  Oilfield. 

Type  of  Services  & Supplies:  Manufacturers  of  fluid  ends  and  fluid 
end  spares  for  drilling  mud  pumps.  Manufacturers  of  brake  blocks  for 
drilling  rig  and  service  rig  drawworks,  also  manufacture  washpipes 
and  washpipe  packing  for  oilfield  drilling  swivels.  Supplier  of  brake 
flanges  and  bands  for  drilling  rig  drawworks.  Manufacturers  of  a 
complete  line  of  thread  sealing  and  lubricating  compounds  for  drill 
pipe,  drill  collars,  casing  and  tubing.  Supplier  of  CB  clutches  and  parts. 
Manufacturers  of  tong  dies  and  centrifugal  pump  packing. 

No.  of  Employees  in  Canada:  4. 

Spalding  Clock  & Instrument  Ltd. 

Main  Office:  Calgary,  AB.  T2T  0Y7. 2301  Osborne  Crs.  S.W. 

Ph.  (403)  246-8327 

Officers  & Key  Personnel  at  this  location: 

Owner,  Charles  E.  Spalding; 

Sec.,  M.J.  Spalding. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1977).  Private, 

Type  of  Services  & Supplies:  Repairing  all  types  of  chart  drive  and 
downhole  clocks.  Repairs  by  certified  watchmaker.  Serving  industry 
since  1969.  Selling  Macnick  and  Sonceboz  clocks. 

No.  of  Employees  in  Canada:  1 . 

Spartan  Controls  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7P7.  2810-12  St.  N.E. 

Ph.  (403)  250-7600 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  Dir.,  R.A.  Kuchinka; 

Dir.  Bus. Dev.,  Rick  Anderson; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1962).  Private. 


Type  of  Services  & Supplies:  Manufacturers  representative  - sal 
and  service.  Fisher  controls,  valves  and  instruments.  Alloy  Carbi 
(tungsten  carbide  valve  trim),  Amot  controls,  compressor  specialtie 
pneumatic  control  systems,  designed  and  packaged,  Asco  solenc 
valves,  electronic  instruments,  DigiTec  digital  instruments.  Resear 
Control  valves,  Crosby  valve,  Drexelbrook  Corporation  le\ 
instruments,  Posi-Seai  high  performance  butterfly  valves,  SCAC 
flowmeters,  GO  switches.  Red  Valve.  Micromotion  Bettis  Val 
actuators. 

No.  of  Employees  in  Canada:  190. 

Spartech  Manufacturing  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7P7.  2860  - 12  St.  N.E. 

Ph.  (403)  250-5454  Fax:  291  -2795 

Incorporation:  Private. 

Type  of  Services  & Suppiies:  Custom  fabrication  of  control  syster 
(electrical  and/or  pneumatic).  Control  systems  and  regulate 
equipment. 

No.  of  Employees  in  Canada:  30. 

Speedco  Drives  & Controls  Ltd. 

Main  Office:  Calgary,  AB.  T2H  1Z4. 561 4E  Burbank  Rd  S.E. 
Ph.  (403)  258-8738  Fax:  255-4323 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Gary  Coleman; 

Sec-Treas.,  Marlene  Coleman. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1991).  Private. 

Co.  Registered  In:  Alberta  (1991), 

Type  of  Services  & Supplies:  Complete  custom  designed  dr 
systems  for  industrial  automation.  Variable  frequency  inverters,  Vect 
SCR  Controllers,  AC  and  DC  motors.  Soft  Starters,  Transforms 
Reactors  and  parts.  Representing;  Controls  Techniques,  Mitsubi: 
Baldor  and  KB’s. 

No.  of  Employees  in  Canada:  6. 

Sperry-Sun  Drilling  Services  of  Canada 

Main  Office:  Calgary,  AB.  T2P  3G2.  2100, 840  - 7 Ave.  S.W. 
Ph.  (403)  264-6702  Fax:  237-9244 
Officers  & Key  Personnel  at  this  iocation: 

Pres.,  Gen. Mgr.,  Reubin  E.  Nehring; 

Mgr.  Mktg.&Tech.Support,  R.W.  Kapp; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  (1953).  Private, 

Affiliations: 

Dresser  Industries  Inc. 

Type  of  Services  & Supplies:  Directional  Services  - Surface  record 
gyroscopic  surveys  BOSS,  Surwell  gyroscopic  directional  surve 
gyroscopic  orientation  services,  high  accuracy  gyro  BOSS  II,  sun 
steering  tool,  electronic  multishot,  electronic  single-shot,  magn( 
multishot,  magnetic  single-shot,  non  magnetic  drill  collars,  compi 
services.  Measurement  While  Drilling  - R.A.S.  - MWD,  recorr 
lithology  logging  MWD.  Directional  Drilling  - Supervision,  straight  h 
drilling,  casing  whipstocks,  tool  rentals,  stabilization,  hole  openr 
downhole  motors,  circulating  heads,  computerized  well  planni 
Horizontal  Drilling  - Short  radius,  medium  radius  and  extended  rea 
Production  Services  - Magnetic  recording  pressure  gauge,  surf, 
recording  pressure  gauge,  programmable  recording  pressure  gau 
MR-6  surface  pressure  monitor,  pressure  transmission  sysk 
chemical  transmission  system,  gauge  carriers,  reservoir  analy 
Logging  Services  - A complete  range  of  hydrocarbon  logging  servi 
extending  from  one  man  12  hour  surveillance  to  the  MWD  Syst 
2000.  Logging  services  monitors  Mud  Gas:  incorporating  Baro 
proven  formation  ‘evaluation’  plots,  along  with  pore  pressure  predict 
hydraulics  information,  drilling  function,  monitoring  and  various  c 
recording  and  analysis  equipment. 

SR  Metal  Protection  Ltd. 

Main  Office:  Edmonton,  AB.  TOE  2Y4. 5812  - 87  St. 

Ph.  (403)  465-5050 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dal  Adam; 

Dir.  Mktg.,  Jim  Lopuch. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1975).  Private. 

Affiliations: 

Tempo  Industrial  Machine  Ltd. 

Type  of  Services  & Supplies:  Impreglon  process  coatings 
corrosion,  friction,  release  and  abrasion.  Includes  Fluoropolyi 
finishes.  Hard  Kote,  powder  and  composite  finishes. 

No.  of  Employees  in  Canada:  15. 

SRM  Projects  Ltd. 

Main  Office:  Fairview,  AB.  TOH  1L0.  Box  789. 10948  - 91  Ave 
Ph.  (403)  835-4957  Fax:  835-5635 
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Company  Profiles 


icers  & Key  Personnel  at  this  location: 

iS.,  Gen. Mgr.,  Daniel  E.  Lane; 

r.  Int'l  Dev.,  Eric  Astell. 

in  Banking  Connection:  Alberta  Treasury  Branches, 
orporation:  Alberta  (1978).  Private. 

)e  of  Service:  Since  1 978  we  have  been  involved  in  the  construction 
ripeline  transmission  systems  and  process  facilities.  Our  primary 
vities  are  in  the  small  to  medium  diameter  pipeline  gathering 
terns. 

, of  Employees  in  Canada:  30. 

olanka  Investments 

in  Office:  Calgary,  AB.  T2J  3P4.  283  Queen  Alexandra  Rd. 
:(403)  271-8431 

icers  & Key  Personnel  at  this  location: 

s. ,  Roger  Alahakkone; 
ftsperson,  Olga  Alahakkone. 

le  of  Services  & Supplies:  Drafting  services;  mechanical, 
•oleum,  industrial  consulting  services,  trade  promotions  and 
keting  production  accounting,  project  management. 

acs  Record  Centre 

n Office:  Calgary,  AB.  T2E  6T2.  3651  - 23  St.  N.E. 
(403)531-2000  Fax:291-3651 

icers  & Key  Personnel  at  this  location: 
i.Mgr.,  E.  Lewis; 

Mktg.,  N.  Kenyon. 

!n  Banking  Connection:  Toronto-Dominion  Bank. 

Erporation:  Private, 
iations: 

^ ivex  Inc. 

le  of  Services  & Supplies:  Complete  records  centre  including 
age  and  retrieval  of  all  types  of  data,  delivery  service,  computerized 
'Xing  of  data  and  magnetic  tape  storage,  cleaning  and  reproduction . 
'ord  containers,  file  boxes,  data  file  equipment,  computer  software. 

iof  Employees  in  Canada:  51 . 

r.A.D.  Enterprises  Ltd. 

'n  Office:  Valleyview,  AB.  TOH  3N0.  Box  1320. 

(403)524-2213  Fax:524-2217 

)ra:(1  ) 551-1248 

cers  & Key  Personnel  at  this  location: 

>.,  Jack  Bell; 

-Treas.,  Norma  Bell. 

h Banking  Connection:  Bank  of  Nova  Scotia. 

Irporation:  Private. 

Registered  In:  Alberta  (1977),  British  Columbia  (1977). 

; of  Services  & Supplies:  Sump  treating  and  disposal  - oilfield 
|ice.  Sump  and  soil  sampling  equipmenf,  frucks  with  pumping 
ipment. 

df  Employees  in  Canada:  12. 

idy  Oil  Tools  Ltd. 

p Office:  Calgary,  AB.  T2P  3E8.  300,  808  - 4 Ave.  S.W. 
(403)262-8022  Fax:266-1250 

pers  & Key  Personnel  at  this  location: 

i.,  Dwayne  Stady. 

1 Banking  Connection:  Royal  Bank  of  Canada. 

■rporation:  Private, 
pegistered  In:  Alberta  (1980). 

5 of  Services  & Supplies:  Casing  centralization  design  and 
illation.  Milam  Spiral  vaned  steel  tubulators,  ridgid  stand  off 
ves. 

bf  Employees  in  Canada:  3. 

inchem  Inc. 

1 Office:  Edmonton,  AB.  T5J  2L4.  Box  836. 

403)986-4544  Fax:986-1070 

;ers  & Key  Personnel  at  this  location: 

Mgr,,  Reg  Prandle; 

.Rep.  Mktg.,  Dave  Otterdahl; 
rporation:  Private, 
iations: 

jnd  Chemical  International. 

! of  Services  & Supplies:  Distribution  of  oil  and  gas  processing 
licals;  drilling  chemicals,  producfion  chemicals,  indusfrial  solvents 

I alcohols,  specialty  amines  and  glycols  (design  and  technology), 
cular  sieves  and  silica  gels  (design  and  technology),  water 
•nent  chemicals  for  E.O.R.  and  industrial  sorbents.  1509002 
ty  assurance.  In-house  quality  assurance  program,  specialty 
!fing  facilities  and  fourteen  (14)  fieldsite  delivery  distribution 
inals.  Industrial  chemical  distributor  representing;  ICI,  PPG, 
nese.  Huntsman  Corp.,  Chemical,  Sunoco-Sunchem,  Shell 
hical,  Grace-Davison,  Occidental  Chemical,  Arco  Chemical, 


Amoco  Chemical,  BASF,  Cominco,  Marsulex,  Sherritt,  Texasgulf  and 
Atochem.  Field  locations  in  Alberta,  Alder  Flats,  Brooks,  Consort, 
Drayton  Valley,  Fort  McMurray,  Grassland,  Rocky  Mountain  House, 
Rycroft,  Fox  Creek,  Stettler,  Elk  Point,  and  Lloydminster. 

No.  of  Employees  in  Canada:  300. 

Standard  Safety  & Consulting  Services 
(1978)  Ltd. 

Main  Office:  Edmonton,  AB.  TON  1C7,  3120  - 93  St. 

Ph.  (403)  463-9077  Fax:  450-3790 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.M.  Christensen; 

Vice-Pres,,  Gen. Mgr.,  C.L.  (Larry)  Christensen; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1962).  Private. 

Type  of  Services  & Supplies:  Safety  equipment  rentals  and  trained 
service  personnel  tor  supervising  operations  in  toxic  atmospheres. 
Safety  supervision  of  all  types  of  H^S  gas  operations.  Safety  service 
units  tor  respiratory  protection  and  respiratory  protection  rental 
equipment.  Gas  detection  and  explosive  gas  measurement  equipment. 
Fire  protection  rental  equipment.  Air  line  accessories  and  compressed 
breathingairsystems.  Safety  consultingand  training  services.  Breathing 
apparatus,  resuscitators,  gas  detectors,  electronic  gas  monitors, 
combustible  gas  detectors  and  monitors  and  fire  extinguishers. 

No.  of  Employees  in  Canada:  30. 

Standen’s  Limited 

Main  Office:  Calgary,  AB.  T2H  2G7.  Box  67,  Stn.  T. 

Ph.  (403)  258-7800 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.  Mktg.,  Doug  Kilbourn; 

Vice-Pres.,  Gen. Mgr.,  Mel  Svendsen; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1924).  Private. 

Co.  Registered  In:  Alberta  (1924), 

Affiliations: 

Standen’s  Holdings  Corp. 

Type  of  Services  & Supplies:  Supply  of  heavy  duty  leaf  springs  and 
grouser  bars  for  heavy  duty  vehicles.  Repair  and  servicing  to  suspension 
and  chassis  for  heavy  duty  off  road  equipment,  also  spring  repair  and 
alignments.  Also  do  repairs  to  drive  shafts.  Rebuild  or  supply 
manufactured  leaf  springs  for  vehicles,  also  manufacture  drive  shafts 
and  trailer  axles. 

No.  of  Employees  in  Canada:  380. 

Stanley  Industrial  Consultants  Ltd. 

Main  Office:  Edmonton,  AB.  T5K  2L6. 1 01 60  - 1 1 2 St. 

Ph.  (403)  423-4777  Fax:  424-8988 
Officers  & Key  Personnel  at  this  location: 

Pres.,  B.E,  (Ben)  Novak; 

Vice-Pres.,  R.J.  Kavanagh; 

Main  Banking  Connection;  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1976). 

Co.  Registered  In:  Saskatchewan  (91),  British  Columbia  (91), 
Ontario  (91),  Manitoba  (91),  Northwest  Territories  (92). 

Affiliations: 

Parent  Company:  Stanley  Technology  Group  Inc. 

Wholly  Owned:  SENTAR  Consultants  Ltd. 

Type  of  Service:  Diversified  engineering,  design  and  drafting,  project 
management,  procurement  and  construction  management  services  to 
oil  and  gas,  pipeline,  petrochemical  and  government  sectors.  Multi- 
discipline engineering  specialties  include  facilities  and  offsite 
engineering,  pipelines  and  station  facilities,  salt  cavern  design,  water 
supply  and  treatment,  produced  water  recycle,  liquid  and  solid  waste 
management,  environmental  services,  air  quality  engineering,  soil  and 
groundwater  monitoring  and  site  reclamation,  civil  works,  transportation 
(roads  and  railways),  Arctic  design  and  CADD  services. 

No.  of  Employees  in  Canada:  870. 

Stan's  Power  Tong  Service  Co.  Ltd. 

Main  Office:  Fort  Kent,  AB.  TOA  1H0,  Box  26, 

Ph.(403)826-3000  Fax:826-4181 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Stanley  Kurek. 

Type  of  Services  & Supplies:  Bucking  units;  power  tongs;  thread 
compound;  oilfield  machinery;  greases;  oil;  natural  gas  production 
equipment. 

Startec  Refrigeration  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2G  4C8. 4, 1381  Hastings  Or.  S.E. 

Ph.  (403)  287-1130 

Officers  & Key  Personnei  at  this  location: 

Pres,,  Joe  Cawthorn; 

Sis. Mgr.,  Wendell  Marshall; 

Main  Banking  Connection:  Bank  of  Monfreal. 


Incorporation:  Alberta  (1976).  Private. 

Type  of  Services  & Suppiies:  Service  and  repair  on  refrigeration 
systems  for  use  in  dew  point  control  and  LPG  recovery  plants. 
Exclusive  distributors  of  Frick  and  York  refrigeration  products.  Stocking 
distributor  for  Mycom  and  Howden  compressors. 

No.  of  Employees  in  Canada:  35. 

Starwell  Servicing 

(367441  Alberta  Limited) 

Main  Office:  Brooks,  AB.  T1R  0P4.  36  Lake  Stafford  Dr.  N. 
Ph.(403)  557-1833 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ray  Smith. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Equipment:  Complete  mobile  pump  and  tank.  Trucking. 
Hiboy.  Rental  equipment. 

Steeplejack  Industrial  Group  Inc. 

Main  Office:  Edmonton,  AB.  T6E  5L2.  8925  - 62  Ave. 
Ph.(403)465-9016  Fax:466-8584 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  C.E.O.,  James  Ross; 

C.F.O.,  Vice-Pres.,  David  Dawyd. 

Main  Banking  Connection:  Canadian  Western  Bank. 
Incorporation:  Alberta  (1987).  Public. 

Co.  Registered  In:  Alberta  (1987). 

Affiliations: 

Wholly  Owned:  Steeplejack  Services  (Canada)  Ltd. 

Type  of  Services  & Supplies:  Industrial  services  company  - primary 
activity  is  providing  industrial  scaffolding  services  and  industrial 
insulation  services  in  Western  Canada.  Scaffolding/swingstage 
equipment/insulation  products. 

No.  of  Employees  in  Canada:  300. 

Sterling  Crane  - Division  of  Procrane  Inc. 

Main  Office:  Edmonton,  AB.  T6C  4J4. 2440  - 76  Ave. 

Mailing  address;  Edmonton,  AB.  T6C  4J4.  Box  8610,  Stn.  L. 

Ph,  (403)  440-4434  Fax:  440-2560 
Officers  & Key  Personnel  at  this  location: 

Pres.,  David  J.  Snyder; 

Exec. Vice-Pres.,  M.J,  Pain, 

Main  Banking  Connection:  Canadian  imperial  Bank  of 
Commerce. 

Incorporation:  Canada.  Private. 

Affiliations: 

Procrane  Inc. 

Type  of  Services  & Supplies:  Crane  rentals,  carry  decks  5-8  ton, 
rough  terrain  1 5-80  ton,  hydraulic  truck  20-100  ton,  conventional  truck 
45-550  ton,  all  terrains  1 65-250  ton,  conventional  crawler  50-360  ton, 
push-up  system  to  2640  ton.  Contract  hoisting;  rigging  studies;  crane 
rigging  and  safety  seminars. 

No.  of  Employees  in  Canada:  200. 

Stettler  Oilfield  Manufacturing  Ltd. 

Main  Office:  Stettler,  AB.  TOC  2L0.  Box  1390. 

Ph.  (403)  883-2400  Fax:  883-2550 
Officers  & Key  Personnel  at  this  location; 

Exec.  Off,,  Bob  Rajewski; 

Mgr.Exports,  Rick  Shepherd. 

Type  of  Services  & Supplies:  Flare  stack  ignition  system,  oilfield 
equipment, 

StimCo  Services  Ltd. 

Main  Office;  Red  Deer,  AB.  T4N  5E1 . R.R.I , 

Ph.(403)341-4005  Fax:347-7979 

Officers  & Key  Personnel  at  this  location: 

Pres,,  Gen, Mgr.,  Jim  McQuarrie; 

Optns.Mgr.,  Ron  Millard; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1988).  Private. 

Co.  Registered  In:  Alberta  (1988). 

Affiliations; 

Nj  Services. 

Type  of  Services  & Supplies:  Specialized  oilwell  stimulation  company 
involved  in  acidizing  - remedial  cementing  - water  block  systems  and 
design  of  speciaify  workover  blends  for  all  production  - injection  wells. 
High  pressure  pumping  equipment.  Cement  equipment.  All  types  of 
downhole  stimulation  chemicals.  Water  block  services.  Nitrogen 
services  for  oilfield,  industrial  and  plant  facilities. 

No.  of  Employees  in  Canada:  50. 
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Stittco  Energy  Limited 

Main  Office:  Calgary,  AB.  T2S  2T8.  303,  255  - 17  Ave.  S.W, 
Ph.(403)  228-5815 

Officers  & Key  Personnel  at  this  location: 

Pres.,  G.S.  Stitt: 

Vice-Pres.,  G.C.  Mullback. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Canada  (1983).  Private. 

Co.  Registered  In:  Alberta,  Saskatchewan.  Manitoba,  Northwest 
Territories. 

Affiliations: 

Wholly  Owned;  Stittco  Utilities  Manitoba  Ltd.,  Stittco  Utilities  NWT 
Ltd. 

No.  of  Employees  in  Canada:  43. 

Stoakes  Campbell  Geoconsulting  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3C8.  500,  839  - 5 Ave.  S.W. 

Ph.  (403)  262-6003  Fax:  265-4662. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  F.A.  Stoakes,  PhD.,  P.Geol. 

Type  of  Consulting:  Complete  geologic  consulting  services  to  the  oil 
industry.  Specializing  in  regional  exploration  and  reservoir  studies  of 
subsurface  carbonate  and  clastic  units.  Domestic  and  international 
seismic  stratigraphic  consulting.  T raining  courses  and  core  workshops. 

No.  of  Employees  in  Canada:  7. 

Stowell  Enterprises 

Main  Office:  Edmonton,  AB.  T6E  3J2.  5805  - 97  Street. 

Ph.  (403)  438-2485  Fax:  436-6882 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Guy  Parkins: 

Serv.Mgr.,  Randy  Lutyck. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Water  pump  sales  and  service.  We 
carry  a large  selection  of  just  about  all  types  of  water  pumps.  These 
include  centrifugal,  high  pressure  and  submersibles. 

No.  of  Employees  in  Canada:  6. 

Stream-Flo  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2H5. 4505  - 74  Ave. 

Ph.  (403)  468-6789 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Gen. Mgr.,  Robert  Evans: 

Mgr.  Purch.,  Ken  Tiuchak: 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta.  Private. 

Affiliations: 

Master  Flo  Valve  Inc.,  Weltec  Oilfield  Specialties. 

Type  of  Services  & Supplies:  Manufacturing,  sales  and  service. 
Crown  flanged  wellhead,  Crown  screwed  wellheads,  Nylon-Ryton- 
Kevlar  scrapers,  Stream-flo  check  valves,  production  and  pipeline 
gate  valves,  Masterchoke  production  chokes,  Masterchoke  drilling 
chokes.  Master  Flo  control  valves.  Master  Flo  pig  ball  valves.  Weltec- 
Crown  surface  completion  equipment. 

No.  of  Employees  in  Canada:  170. 

Strip-O-Matic  Rentals  & Sales  Ltd. 

Main  Office:  Edmonton,  AB.  T6J  6M7.  Box  41 1 22. 

Ph.  (403)  435-71 34  Fax:  435-71 34 
Officers  & Key  Personnel  at  this  location: 

Pres.,  William  H.  Brown,  Sr. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta,  Private. 

Co.  Registered  In:  Northwest  Territories  (1970),  British  Columbia 
(1970),  Saskatchewan  (1970), 

Type  of  Services  & Supplies:  Automatic  drill  pipe  strippers,  screen 
jumper  unions  and  screens.  We  sell,  rent  and  service  the  Bell 
Automatic  Driller. 

No.  of  Employees  in  Canada:  6, 

Stuart  Engineering  and  Surveying  Ltd. 

Main  Office:  Calgary,  AB.  T2R  1 J3.  400,  602  - 12  Ave.  S.W. 
Ph.(403)234-9018  Fax:266-2919 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Jim  Stuart: 

Mgr.,  Bus.  Dev.,  Jim  Oldfield. 

Type  of  Services  & Supplies:  Wellsite  and  access  road  surveyed 
and  unsurveyed  territory.  Complete  and  total  package  pipeline  surveys, 
construction  and  engineering  surveys.  Railway  surveys:  alignment, 
engineering,  surveying  and  legal  survey. 

Success  Transportation  Systems  Ltd. 

Main  Office:  Calgary,  AB.  T2H  0P3. 13,  303  - 58  Ave.  S.E. 

Ph.  (403)  255-2383 


Officers  & Key  Personnel  at  this  location: 

Pres,,  Mark  Randle; 

Rep.  Admin.,  Scott  Hickling. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1987).  Private. 

Affiliations: 

North  American  Van  Lines  Ltd. 

Type  of  Services  & Supplies:  Household  moving,  local,  provincial, 
inter-provincial,  international,  electronics  moving,  office  moving, 
storage/warehousing,  packing,  crating,  corporate  service  specialists, 
packing  materials.  Branches  in  Alberta  (Edmonton,  Calgary,  Cold 
Lake).  Offices  nationwide  in  Canada  and  United  States.  Agent  for 
North  American  Van  Lines.  Doing  business  in  all  cities  in  North 
America. 

No.  of  Employees  in  Canada:  600. 

Sumac  information  Systems 

Main  Office:  Calgary,  AB.  T2P  2L8.  Box  1893,  Stn.M, 
Ph.(403)285-1952  Fax:237-8570 

Officers  & Key  Personnel  at  this  location: 

Mgng.Dir.,  Jean  M.  Wilsdon; 

Tech, Dir.,  Michael  W.J.  Long. 

Type  of  Service  & Supplies:  We  custom-design  information 
systems  for  our  clients.  We  specialize  in  international  work  or  work 
with  companies  that  do  work  outside  of  Canada.  We  target  low- 
cost  systems  and  guarantee  quick  installations. 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6M6. 3740  - 1 1 A St.  N.E. 
Ph.(403)250-9780  Fax:291-7023 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Leo  Bunz; 

Sis. Rep.,  Diane  Cunningham; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  (1963).  Private. 

Type  of  Services  & Supplies:  Water  purification  systems  - sand, 
carbon,  multi  media,  anthrafilt.  Water  treatment  chemicals,  cooling 
tower  filters.  Water  treatment  equipment  - softeners,  dealkalizers, 
demineralizers,  reverse  osmosis.  Boilers  - hot  water,  steam.  Heaters 
(heating)  steam,  hot  water,  gas  fired,  electric,  infra  red,  hi-efficiency 
gas  fired.  Heaters  (domestic  etc.)  steam,  hot  water,  double  wall  for 
cross  confamination  prevention  (Passive  leak  path  detection).  Air 
filtration  - H.V.A.C.  pumps.  Humidification  - electronic,  steam,  atomizer. 
Vibration  isolation.  Acid  neutralizing  sumps.  Variable  speed  drives. 
Air  pollution  systems  - scrubbers,  FRP  fans  - Tellerette  packing. 
No.  of  Employees  in  Canada:  13. 

Summit  Oilfield  Specialty  Ltd. 

Main  Office:  Edmonton,  AB.  T6T  1 E3. 321 6 - 42  Ave. 
Ph.(403)944-1120  Fax:440-4387 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  Kaulback. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1980).  Private. 

Co.  Registered  In:  Alberta  (1980). 

Type  of  Services  & Supplies:  Manufacturer's  representative  for 
Supreme  Rubber  Products  mud  pump  pistons  - bonded  and  renewable 
rubber  style;  supplier  of  mud  pump  piston  rods;  internal  parts  tor 
Demco  and  Oteco  gate  valves;  washpipes  for  rotary  swivels;  dies  and 
inserts  for  all  rotary  tongs  and  handling  tools;  brake  flanges  and  brake 
bands  for  rotary  drilling  drawworks. 

Summit  Tubulars  Corporation 

Main  Office:  Calgary,  AB.  T2P  3N9.  3310,  350  - 7 Ave,  S.W. 
Ph.(403)232-6066  Fax:266-3911 

Officers  & Key  Personnel  at  this  location; 

Sr.Vice-Pres.,  Jerry  Thomson; 

Vice-Pres.  Sis.,  Bruce  Bierwagon; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  British  Columbia  (1985).  Private, 

Affiliations: 

Sumitomo  Canada  Limited, 

Type  of  Services  & Supplies:  Stocking  distributor  of  Algoma  and 
Sumitomo  seamless  oil  country  casing  and  tubing  and  drill  pipe; 
distributor  of  Prudential  Steel  ERW  casing,  tubing  and  line  pipe; 
distributor  of  Hydril  and  Vam  premium  connections. 

No.  of  Employees  in  Canada:  10. 

Sun  Drilling  Products  Corp. 

Main  Office:  Calgary,  AB.  T2J  6A5.  600, 11012  Macleod  Tr.  S. 

Ph.  (403)  225-2935  Fax:  547-3923 
Officers  & Key  Personnel  at  this  location: 

Mgr.,  Craig  Garrett. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Drilling  fluid  addifives  and  engineering. 

No.  of  Employees  in  Canada:  4. 


Sunburst  Perforating  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3E7.  930, 555  - 4 Avenue  S.W. 
Ph.(403)  262-7618 

Officers  & Key  Personnel  at  this  location: 

Pres.,  R.G.  Young  (255-8046); 

SIs.Mgr.,  M.  Hannan. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Private. 

Type  of  Services  & Supplies:  Cased  hole  logging,  wireline  a 
tubing  conveyed  perforating,  all  related  cased  hole  services  ai 
logging  system  and  tool  development. 

No.  of  Employees  in  Canada:  50. 

Sunwest  Charters  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7G1 . 230  Aviation  PI.  N.E. 
Ph.(403)275-8121  Fax:275-4637 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gordon  D.  Laing; 

Rep.Cust.Serv./Dispatch,  Hollly  Dennis. 

Type  of  Services  & Supplies:  Aircraft  charter  service:  13  aircraft 
Fairchild  Metroliners,  Super  King  Air  200.  Cessna  421 , Cessna  41 
4 pipe  navajo,  Cessna  182,  A-Star  helicopter.  Air  medical  servit 
advanced  life  support  system,  all  types  of  air  medivac  servi 
available.  Emergency  response  service,  aircraff  contracf  manageme 
leasing  and  consulting,  aircraft  contract  maintenance,  aerial  pipeli 
patrol  and  aerial  photography,  air  cargo  service. 

Superior  Inspection  Services 

A Division  of  Milcorp  Industries  Limited 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  670,  2203  - 9 St. 

Ph.  (403)  955-2901  Fax:  955-3372 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Dennis  Miller; 

Vice-Pres.,  Gen. Mgr.,  Paul  Lastiwka; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Affiliations: 

Parent  Company;  Milcorp  Industries  Limited. 

Type  of  Services  & Supplies:  Inplant  and  in-field  EMI  inspecfk 
Ultrasonic  weldline  inspection  and  all  other  supplementary  inspect 
servicesforoilcountrytubulargoods.  Pipe  straightening,  pipe  clean 
and  Inhibiting  services.  Member:  Petroleum  Services  Associatior 
Canada  since  1 984.  Member:  International  Pipe  Inspectors  Associat 
since  1980. 

No.  of  Employees  in  Canada;  20. 

Superior  Tube  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0B8.  9515  - 58  Ave. 

Ph.  (403)  438-4625 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Dir,,  Warren  Hoover. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1987),  Private. 

Affiliations: 

Hoover  Industries  Ltd. 

Type  of  Services  & Supplies;  API  casing  and  tubing  processor 
No.  of  Employees  in  Canada:  40. 

Supreme  Steel  Ltd. 

Main  Office:  Edmonton,  AB  .T5S  1G1. 10457  - 184  St. 
Ph.(403)483-3278  Fax:486-2113 

Officers  & Key  Personnel  at  this  location: 

Exec.  Off.,  John  Leder. 

Type  of  Service  & Supplies:  Structural  steel;  miscellaneous  str 
oilfield  bridges;  pipe  supports;  steel  signs. 

Sure  Seal  Protection  System  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2P7.  3880  - 74  Ave. 

Ph.  (403)  466-31 78  Fax:  468-5904 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Harold  Roozen: 

Eng.  Prod.,  Wesley  Blake. 

Incorporation:  Private. 

Affiliations: 

Parent  Company:  Cis-Can  Industries  Ltd. 

Type  of  Services  & Supplies:  We  provide  wrap  around  catal 
heaters  for  fhe  preheaf  of  pipeline  girth  welds  prior  to  shrink  slei 
applications.  Also  heaters  to  heat  recover  the  shrink  sleeve.  Sure  E 
"Pre-Heat”  Unit  - wrap  around  catalytic  heater  for  joint  preheat.  S 
Seal  “Shrinker"  Unit  - wrap  around  catalytic  heater  for  heat  recov 
of  shrink  sleeve. 

No.  of  Employees  in  Canada:  3. 


72 


1995  Ed 


Company  Profiles 


ire  Weld  Industries  Ltd. 

in  Office:  Calgary,  AB.  T2C  2E4.  3815  - 56  Ave.  S.E. 

(403)  236-4665  Fax:  279-0762 

icers  & Key  Personnel  at  this  location: 

ts.,  John  van  Elten; 

n.Mgr.,  Kevin  van  Elten; 

in  Banking  Connection:  Bank  of  Nova  Scotia. 

orporation:  Alberta  (1975),  Private. 

illations: 

New  Manufacturing  Inc. 

)e  of  Services  & Supplies:  Welding  practices  to:  Meet  requirements 
rIjS,  COj,  low  temperature  and  stainless  steel;  Comply  with  ASME 
stamp,  ANSI  B 31 .3  and  CSA  Z 1 83/4  codes.  Qualify  where  ABS, 
' L,  DNV  Standards  apply.  Fabrication  of:  flare  stacks,  booms  and 
ck  out  drums;  line  and  steam  heaters;  piping  manifolds,  spools, 
refed  piping,  metering  facilities;  separators  for  wellhead,  knock  out, 
t and  test  needs;  pressure  vessels,  pulsation  bottles,  scrubbers; 
'Ctural  skids;  tanks;  speciality  packaging  of  pumps,  compressors, 
hore  wellhead  test  and  process  equipment, 
of  Employees  in  Canada:  40 

itton,  Thomas  Engineering  Ltd. 

in  Office:  Calgary,  AB.  T2H  1L9.  200,  6131  -6  St.  S.E. 

1(403)253-6586  Fax:259-8349 

leers  & Key  Personnel  at  this  location: 

s.,  S.  Jim  Sutton,  C.E.T.: 

b-Pres,  Eng.,  Chuck  Thomas,  P.Eng.; 

In  Banking  Connection:  Alberta  Treasury  Branches, 
orporation:  Alberta  (1989),  Private. 

10  of  Service:  Electrical  engineering,  design,  drafting  and  project 
jsulting  for  all  types  of  oil  and  gas  related  facilities.  SCADA  and 
;control  systems,  P.L.C.  systems,  electric  drives,  facilities 
:urement,  construction  management  commissioning  and  start  up 
)ices.AutoCad  drafting  facilities.  Optimization  of  electrical  systems 
ter  contracts  and  energy  consumption,  power  contract  design  and 
otiation. 

jOf  Employees  in  Canada:  12. 

taco  Geolograph  Div.,  M.l.  Drig  Fluids 

n Office:  Calgary,  AB.  T2P  1C2.  800, 304  - 8 Ave.  S.W. 

1(403)290-5320  Fax:290-5315 

cers  & Key  Personnel  at  this  location: 

i,  Cdn.Area,  W.H,  (Bill)  Milhausen. 

n Banking  Connection:  Royal  Bank  of  Canada. 

jrporation:  Joint  Venture. 

iations: 

ih  International/Halliburton  Company. 

,e  of  Equipment:  Rental  and  sales  - rig  instrumentation,  solids 
Irol  equipment,  pressure  control  equipment.  Chokes,  P.V.T.  flow 
jems,  centrifuges,  desanders,  desilters,  adjustable  linear  shakers, 
hg  recorders,  sidewinder  mud  mixers. 

'of  Employees  in  Canada:  30. 

it  A Sales  International 

ision  of  Tandas  international  Corporation 

h Office:  Edmonton,  AB.  T6E  5L6.  9850  - 41  Ave. 

^403)461-7801  Fax:463-4057 

sers  & Key  Personnel  at  this  location: 

i.,  Stuart  Chase: 

i Inti. Sis.,  D.  McNabb. 

,1  Banking  Connection:  Bank  of  Montreal, 
irporation:  Private. 

[Registered  In:  Alberta  (1986). 
iations: 

illy  Owned:  GRM  Fluid  Controls, 
p of  Services  & Supplies:  T & A Sales  supplies  oilfield  and 
[line  related  equipment  to  the  international  market, 
of  Employees  in  Canada:  7. 

bar  Solids  Control  Ltd. 

1 Office:  Edmonton,  AB.  T6E  4Y7.  61 38  - 80  St. 

;403)  466-7799  Fax:  465-9973 
;ers  & Key  Personnel  at  this  location: 

.,  Ken  Taber; 

i Service  & Rental,  Ray  Strickland. 

1 Banking  Connection:  Toronto-Dominion  Bank. 

Irporation:  Alberta  (1990).  Private. 

Registered  In:  Alberta  (1990). 

bof  Services  & Supplies:  Oilfield  drill  mud  solids  control,  sumpless 
ig,  rental  of  Centrifuges,  polymertanks  and  associated  equipment, 
of  Employees  in  Canada:  6. 

per  Well  Servicing  Ltd. 

1 Office:  Taber,  AB.  T0K2G0.  Box  1449,  6411  Wiidrose  Dr, 
1403)223-8968  Fax:223-0144 


Officers  & Key  Personnel  at  this  location: 

Pres.,  Jim  Cavanaugh; 

Mgr.,  Rodger  Field. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  12. 

Take  Stock  Inc. 

Main  Office:  Calgary,  AB.  T2R  0R2,  516  - 15  ,Ave.  S.W. 

Ph.  (403)  229-3458  Fax:  541  -91 04 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Judy  Teare; 

Vice-Pres,,  Helen  Grenon. 

Incorporation:  Alberta  (1987).  Private. 

Type  of  Services  & Supplies:  Stock  photography  - The  use  of  existing 
photography  for  annual  reports,  brochures,  advertising,  A/V 
presentations.  Retain  a library  of  images. 

No.  of  Employees  in  Canada:  2. 

Tam  Internationa!  Oil  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2C  0B4,  261 1 - 58  Ave.  S.E. 
Ph.(403)279-8012  Fax:236-2443 

Officers  & Key  Personnel  at  this  location: 

SIs.Mgr.,  Rod  Jensen; 

Serv.Mgr.,  Mark  Jensen. 

Type  of  Services  & Supplies:  Inflatable  remedial  stimulation  packers 
for  oil  and  gas  wells,  open  hole  or  cased  well;  inflatable  resettable 
bridge  plugs;  straddle  packers;  through  tubing  packers  and  bridge 
plugs  from  1 11/16“  to  16".  O.D.  external  casing  packer  and  casing 
circulating  packers;  production  packers;  horizontal  and  vertical  wells; 
inflatable  bridge  plugs. 

Taro  Industries  Limited 

(Formerly:ALPECO  Limited) 

Main  Office:  Calgary,  AB.  T2H  OPS.  616-58  Ave,  S.E. 

Ph.  (403)  253-851 1 Fax:  252-21 1 7 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Frank  Killoran; 

Sr.Vice-Pres.,  Dale  Johnson; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1978).  Public. 

Co.  Registered  In:  Alberta  (1978). 

Type  of  Services  & Supplies:  Completely  restructured  in  June,  1 993. 
Acquired  ALPECO  Limited  in  1993.  Acquired  Griffin  Pumps  Inc.  and 
Starburst  Electronics  Inc.  in  1 994.  Manufacture  and  sale  of  specialized 
equipment  and  related  products  for  the  energy  industry  (pumpjacks, 
progressing  cavity  pump  systems,  drilling  and  well-servicing  equipment, 
fluid-control  products,  pump  equipment,  pneumatic  controls, 
compressors,  thread  compounds,  electronic  downhole  recorders). 
No.  of  Employees  in  Canada:  250, 

Tartan  Transport  & Construction  Ltd. 

Main  Office:  Redwater,  AB.  TOA  2W0. 4604  - 50  Ave, 

Ph.  (403)  942-3802  Fax:  942-2666 
Additional  Phone:  (403)  942-3632 
Mobile  Phone,  (403)  6-32-9280,:  554-2940 
Officers  & Key  Personnel  at  this  location: 

Pres.,  R.A.  McDonald; 

Mgr.  Const.,  Herman  Goeckel; 

Main  Banking  Connection:  Royal  Bank  of  Canada, 
locorporation;  Alberta  (1955),  Private. 

Type  of  Services  & Supplies:  Oilfield  construction  and  oil  field 
maintenance. 

No.  of  Employees  in  Canada:  40. 

Tate  Power  (1984)  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  4N7. 7833  Coronet  Rd. 
Ph.(403)468-6911  Fax:468-7225 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  D.  Tate; 

Gen. Mgr.,  Les  Charters; 

Main  Banking  Connection:  Alberta  Treasury  Branches, 
Incorporation:  Alberta  (1984).  Private. 

Type  of  Services  & Supplies:  Authorized  distributor  Nissan  power 
products  (industrial  gasoline  and  diesel  engines)  Engine  Packaging: 
power  units,  pumping  units,  electric  generator  sets,  Amot  controls, 
Chrysler  Industrial,  and  General  Motors  Industrial  Engines,  dry  gas 
carburetion  for  use  on  hydraulic  and  conventional  oilwell  pumping 
units,  gas  facilities  (Gen  Sets),  etc,  and  rental  generator  sets.  Parts, 
sales  and  service.  24  hour  call. 

No.  of  Employees  in  Canada:  9. 

Taylor  Tubulars  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0Z5. 1105, 727  ■ 7 Ave.  S.W. 

Ph.  (403)  265-2577  Fax:  265-6336 


Officers  & Key  Personnel  at  this  location: 

Pres.,  Byron  Hussey; 

Vice-Pres.  Fin.,  R.  (Bob)  Hedley; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1986).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Stock  and  mill  order  sales  of  oilfield 
tubulars  and  line  pipe.  Seamless  and  welded  Oil  Country  tubulars  and 
line  pipe  to  A.P.I.  and  C.S.A,  specifications. 

No.  of  Employees  in  Canada:  6. 

T.C.G.  Pipe  Services  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  3G2. 5715  - 96  St. 

Ph,  (403)  438-1 020  Fax:  436-4945. 

Officers  & Key  Personnel  at  this  location: 

Exec.Otf.,  J.  Ratcliffe. 

Type  of  Services  & Supplies:  Pipe  nipples  and  fittings, 

TD  Communications  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6W1 . H,  1007  - 55  Ave,  N.E. 

Ph,  (403)  274-4663  Fax:  274-4666 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Dean  C.  White; 

Vice-Pres.,  Thomas  D.  Whittle. 

Banking  Connections:  Bank  of  Montreal,  Hongkong  Bank  of 
Canada. 

Incorporation:  Alberta  (1965),  Private. 

Co.  Registered  In:  Alberta  (1965). 

Affiliations: 

Parent  Company:  Peyto  Engineering  Ltd. 

Type  of  Services  & Supplies:  Communications  engineering.  Mobile 
radio  systems,  data  communications,  SCADA  systems,  and  GPS 
navigation  systems. 

No.  of  Employees  in  Canada:  5. 

Technical  Enterprise 

Main  Office:  Calgary,  AB.  T2H  0T2.  7058K  Farrell  Rd.  S.E. 

Ph,  (403)  640-1 999  Fax:  640-2385 

Toll  Free:  (800)  661-3413 

Officers  & Key  Personnel  at  this  location: 

Rae  Campbell; 
incorporation:  Private. 

Affiliations: 

Parent  Company:  Prowest  Safety  and  Environmental  Services  Ltd. 
Type  of  Services  & Supplies:  Gas  detection  equipment,  breathing 
apparatus  rentals,  sales,  and  calibration.  Personal,  portable  and 
stand-alone  gas  detection.  Resuscitators,  calibration  gas.  Trigas 
monitors,  rig  rats,  fire  and  smoke  detectors,  water  treatment  systems, 
data  loggers. 

No.  of  Employees  in  Canada:  5. 

Technical  Graphics  Ltd. 

Main  Office:  Calgary,  AB.  T2R  0W7,  200, 1401  -2  St.  S.W. 
Ph.(403)263-1229  Fax:263-1229 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ronald  Jones. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1972). 

Affiliations: 

Technical  Resources,  Inc. 

Type  of  Services  & Supplies:  Drafting  and  personnel. 

No.  of  Employees  in  Canada:  6. 

Technicana  Exploration  Surveys  Ltd. 

Main  Office:  Bragg  Creek,  AB.  TOL  OKO.  Box  361 . 
Ph.(403)949-2513 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Andrew  Mastaierz. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1983),  Private. 

Type  of  Services  & Supplies:  Land  survey  for  oil  and  gas  exploration 
purposes. 

No.  of  Employees  in  Canada:  10. 

Technifluids  inc. 

Main  Office:  Calgary,  AB.  T2P  3E5,  650, 840  - 6 Ave.  S.W. 

Ph.  (403)  237-0346  Fax:  269-7224 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Ola  Hegelstad; 

SIs.Mgr.,  Marv  Jones. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987). 
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Affiliations: 

Parent  Company:  Anchor  Drilling  Fluids  A/S. 

Type  of  Equipment:  Drilling  fluids,  workover  and  completion  fluids. 
Drilling  fluids  engineering  and  technical  services.  Research, 
development  and  specialty  analytical  testing.  Complete  offshore  and 
international  servicing.  Complete  line  of  drilling  fluid  systems  (water 
based  and  oil  based)  utilizing  products/chemicals  designed  in  our 
R&D  lab.  B-Free,  DF-VIS,  DX-10,  SS-100,  SIVl(R),  Techniguard. 
Products  manufactured:  TORO  control,  DF-19,  SI\/1(R),  TF-ex,  DX- 
10,  ph  Kontrol,  T echniseal . Branch  offices  and  warehouses  throughout 
western  Canada. 

No.  of  Employees  in  Canada:  40. 

Techskil  Ltd. 

Main  Office:  Calgary,  AB.  T2G  1 W4.  480B  - 36  Ave.  S.E. 

Ph.  (403)  287-3375  Fax:  287-1388 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Lloyd  FI.  Wilson; 

Gen.Mgr.,  Richard  S.  Bland. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1991).  Private. 

Co.  Registered  In:  Alberta  (1991). 

Type  of  Service:  Technology,  facilities  design  drafting,  project 
management,  personnel  placement. 

No.  of  Employees  in  Canada:  5. 

Tech-Source  Projects  Limited 

Main  Office:  Calgary,  AB.  T2C  4J6. 7560  - 48  St.  S.E. 

Ph.  (403)  236-9727  Fax:  236-1 226 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Jerry  G.  Wietzke; 

Gen.Mgr.,  Peter  Judge. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1984).  Private. 

Type  of  Service:  In  1994  opened  a 13,000  sq.ft,  oil  and  gas  shop 
fabrication  facility  for  skid  packaging,  piping,  pressure  vessels  etc. 
Contractor  does  both  shop  fabrication  and  field  construction. 

No.  of  Employees  in  Canada:  45. 

Tega  Oilfield  Supply 

Main  Office:  Calgary,  AB.  T2G  4V3. 1, 4312  Ogden  Rd.  S.E. 

Ph.  (403)  265-5080  Fax:  265-5590 
Officers  & Key  Personnel  at  this  location: 

Pres.,  E.F.  Gaffney: 

Vice-Pres.,  B.  Donnelly; 

Banking  Connections:  Bank  of  Nova  Scotia,  Wood  Gundy  Inc. 
Incorporation:  Alberta  (1985).  Private. 

Affiliations: 

Gaffney  Floldings  Ltd. 

Type  of  Services  & Supplies:  Manufacturers  representative  and 
distributor  of  oilfield  and  plant  flow  control  devices.  Taylor  Tools  relief 
valves,  plug  and  probe  system,  oil  sampling  devices,  pressure 
regulating  valves  and  chokes.  CEMCO  relief  valves  and  parts.  Parts 
and  service  for  all  makes  of  relief  valves. 

No.  of  Employees  in  Canada:  5. 

Telba  Oilfield  Rentals  Ltd. 

Main  Office:  High  Level,  AB.  TOR  1Z0,  Box  7. 

Ph.(403)926-2622  Fax:926-4122 

Officers  & Key  Personnel  at  this  location: 

Barney  Roth. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1984).  Private, 

Co.  Registered  In:  British  Columbia  (1993). 

Typeof  Services  & Supplies:  Rental  of  test  and  production  equipment. 
Tanks,  gas  boots,  flarestacks,  separators,  line  heaters,  test  and  swab 
units. 

No.  of  Employees  in  Canada:  8. 

Telematic  Controls  Inc. 

Main  Office:  Edmonton,  AB.  T6E  5P3. 2,  9804  - 47  Ave. 
Ph.(403)436-0511  Fax;  436-9039 
Officers  & Key  Personnel  at  this  location: 

Pres.,  B.L.  McClelland; 

Gen.Mgr..  Ron  Charuk. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  British  Columbia  (1979). 

Type  of  Services  & Supplies:  Manufacture  of  flow  and  level  switches 
and  process  controls.  Distributor  of  major  products  for  process 
production  and  instrumentation;  Fairchild  regulators,  etc.,  Anologic, 
CCS/Dual  Snap  pressure  and  temperature  switches,  gauges,  Hydro- 
Seal  relief  valves,  Controlotron  Ultra  Sonic  flowmeters,  Numatic 
solenoid  valves.  Fluid  Components  Inc. -airand  gas  mass  flowmeters, 
Exide  electronics  - uninterruptible  power  supplies  (UPS),  Canadian 
Meter,  gas  turbine  meters,  Ebtron  - HVAC  flow  measurement.  Smas 


International  - differential  pressure  controllers,  temperature 
transmitters,  Multi-Loop  PID,  Collins  Instruments  - PVC  control 
valves,  Snap-Tite  solenoid  valves. 

No.  of  Employees  in  Canada:  17. 

Telford  Valve  and  Specialties,  Inc. 

Main  Office:  Edmonton,  AB.  T6E  5T3.  9331  - 39  Ave. 

Ph,  (403)  463-8633 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Bruce  Telford; 

SIs.Mgr.,  Terry  O’Flynn. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1978).  Private. 

Type  of  Services  & Supplies:  Manufacturer,  distributor, 
manufacturer’s  representatives  of  drilling,  servicing,  production, 
pipeline,  refining,  petrochemical  and  wellhead  - valves  and  other 
expendables.  Serck  Audco,  KF-Hale,  H&H.  LTV  Oilstates,  American 
Oilfield  Products,  TNF  Unions,  Pacific,  Vogt,  Alco,  Tong  Yung,  Top 
Flow,  Dynamic  products,  and  Foster  pipeline  gate  valves. 

No.  of  Employees  in  Canada:  40. 

Tempco  Drilling  Company  Inc. 

Main  Office:  Calgary,  AB.  T2H  1X9.  Box  5543,  Stn.  A. 

Ph,  (403)  259-5533  Fax:  255-7067 
Officers  & Key  Personnel  at  this  location: 

T.J.  Cascadden: 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Saskatchewan. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  40. 

Teris  Hydraulics  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0,  Box  190, 1408-  5 St. 
Ph.(403)955-2155  Fax:955-2589 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen.Mgr.,  Gord  Lewis; 

Vice-Pres.,  SIs.Mgr.,  Al  Hurd. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Alberta  (1979). 

Type  of  Services  & Supplies:  Hydraulic  sales  and  service. 

No.  of  Employees  in  Canada:  44. 

Terra  Nova  Industries  Ltd 

Main  Office:  Calgary,  AB.  T2C  2Z2. 51  IOC  - 77  Ave.  S.E. 

Ph.  (403)  236-0800 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gordon  Exon,  CA; 

SIs.Mgr.,  Burns  (Mike)  Hennessey, 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Canada  (1993).  Private, 

Type  of  Services  & Supplies:  Manufacture  and  construction  of  self- 
framing and  rigid  frame  metal  buildings.  Metal  building  components, 
metal  cabinets,  insulated  metal  enclosures.  Steel  framed  residential 
structures.  Extreme  climate  structures. 

No.  of  Employees  in  Canada:  30. 

Terracon  Geotechnique  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0Z1 . 1000,  706  - 7 Ave.  S.W. 

Ph.  (403)  266-1150  Fax:  233-0841 
Officers  & Key  Personnel  at  this  location: 

Pres.,  F.  Khan; 

Vice-Pres.,  E.  Horne; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Ontario  (1983).  Private. 

Co.  Registered  In:  Alberta  (1983). 

Type  of  Service:  Consulting  geotechnical,  geological  and 
environmental  engineering  services. 

No.  of  Employees  in  Canada:  40. 

Terroco  Drilling  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5E1.  Site  14,  Box  10,  R.R.1. 
Ph.(403)346-1171  Fax:346-9720 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Bob  Kerik. 

Incorporation:  Alberta  (1982).  Private. 

Co.  Registered  In:  Alberta, 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  38. 

Terroco  Oilfield  Services 

A Division  of  Terroco  Industries  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5E1.  Site  14,  Box  10,  R.R.1, 
Ph.(403)346-1171  Fax:346-9720 

Direct  Line  To  Red  Deer:  (403)  232-6329 


Officers  & Key  Personnel  at  this  location: 

Pres.,  Terry  O’Connor. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1973).  Private. 

Co.  Registered  In:  Canada. 

Affiliations: 

Terroco  Industries  Ltd. 

Type  of  Services  & Supplies:  Oilfield  service  and  supply:  frac  flui 
chemicals,  hot  oiler,  pressure  truck,  transport  of  fluids,  tank  truck 
tanks,  filters. 

Tesco  Corporation 

(Formerly:Tesco  Drilling  Technology) 

Main  Office:  Calgary,  AB.  T2P  3N9,  3600,  350  - 7 Ave.  S.W. 

Ph.  (403)  233-0757  Fax:  262-8936 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Bob  Tessari; 

Sr.Vice-Pres.,  J.  Lindsay  Hood; 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 

Co.  Registered  In:  Alberta  (1986). 

Affiliations: 

Gris  Gun  Manufacturing,  Perfx  Perforating  Supply  Ltd. 

Type  of  Services  & Supplies:  Manufacture  portable  top  drives  f 
sale  or  rent  to  oil  and  gas  companies  and  drilling  companies.  Portat 
hydraulic  top  drive  drilling  systems. 

No.  of  Employees  in  Canada:  70 

Testmaster  Production  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0N3.  816-5  Ave.  S.W. 
Ph.(403)266-3116  Fax:263-4868 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen.Mgr.,  R.D,  Galloway; 

Asst.Gen.Mgr.,  R.G,  (Buzz)  Bradley. 

Main  Banking  Connection:  Alberta  Treasury  Branches, 
Incorporation:  Alberta  (1979).  Private. 

T ype  of  Services  & Supplies:  Gas  and  oilwell  production  testing  a 
evaluation.  Portable  production  separators,  line  heaters  and  associat 
equipment. 

No.  of  Employees  in  Canada:  24. 

Texcan  Cables  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  1H4. 10646  - 178  St. 

Ph.  (403)  486-4040  Fax:  486-31 82. 

Officers  & Key  Personnel  at  this  location: 

SIs.Mgr.,  Mark  Alexander, 

Type  of  Services  & Supplies:  Distribution  of  electric,  electro 
communication  wire  and  cable.  Distribution  of  data  products  a 
systems  and  buck  fasteners. 

Thalheimer  Commercial  and  Corporate 
Film  and  Video 

Main  Office:  Calgary,  AB.  T2E  5X2. 524  Markerville  Rd.  N.E. 
Ph.  (403)  276-5970 

Officers  & Key  Personnel  at  this  location: 

Prod.,  James  Thalheimer. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Private. 

Type  of  Services  & Supplies:  Video  production  - script  writi 
complete  design,  field/studio/post  production  for  training,  safr 
promotional  and  commercial  videos. 

Theorem  Projects 

A Division  of  Byram  Industrial  Services  Ltd. 

Main  Office:  Drayton  Valley,  AB.  TOE  OMO.  Box  6478  5610  - 5 
Ave. 

Ph.  (403)  542-4733  Fax:  542-5092 
Officers  & Key  Personnel  at  this  location: 

Gen.Mgr.,  Kenneth  J.  Byram.  P.Eng.; 

SIs.Mgr.,  Frank  (Brad)  Wilson. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta.  Private. 

Affiliations: 

Byram  Industrial  Services  Ltd. 

Type  of  Services  & Supplies:  Oilfield  construction  and  maintenan 
trucking,  welding,  operating  and  pipeline  construction. 

No.  of  Employees  in  Canada:  10. 

Thermo  Design  Engineering  Ltd. 

Main  Office:  Edmonton,  AB.  1624  - 70  Ave. 

Mailing  address:  Edmonton,  AB.  T6C  4E9,  Box  5557,  Stn.  L. 

Ph.  (403)  440-6064  Fax:  440-1657 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Jim  Montgomery; 

Gen.Mgr,,  Barrett  Chevalier; 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1979),  Private. 
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Upe  of  Service:  TDE  provides  engineering,  design  and  fabrication 
[vices  for  oil  and  gas  processing  plants  and  production  facilities, 
ichanical  and  auto  refrigeration  plants,  LPG  fractionation, 
iirocarbon  and  water  dew  point  control  packages,  gas  sweetening 
j sulphur  recovery,  dehydrators  (glycol  and  desiccant),  separators, 
! and  process  heater  packages. 

. of  Employees  in  Canada:  100. 

lermotech  Ltd. 

iin  Office:  Calgary,  AB.  T2H  2P6. 195, 1209  - 59  Ave.  S.E, 
liling  address:  Calgary,  AB,  T2P  2J1 . Box  477,  Stn.  M, 

; (403)  255-0177  Fax:255-1331 

icers  & Key  Personnel  at  this  location: 

!S.,  William  Twasiuk,  P.Eng. 

D::h.  Rep.,  Ken  Wright. 

in  Banking  Connection:  Alberla  Treasury  Branches, 
■orporation:  Private, 

. Registered  In:  Alberta  (1973). 

)e  of  Services  & Supplies:  Repair  of  heat  exchangers  and  fired 
iters.  Shell  and  tube  heat  exchangers,  finned  tube  heat  exchangers, 
; chillers  and  reboilers,  direct  fired  process  heaters,  fin-fan  coolers. 
. of  Employees  in  Canada:  3. 

bmas  Well  Servicing  Ltd. 

in  Office:  Red  Deer,  AB.  T4N  5E1.  Site  15,  Box  19,  R.R.  1. 
(403)342-1181  Fax:346-4175 

jeers  & Key  Personnel  at  this  location: 
s.,  Gen. Mgr.,  W.C.  Thomas; 
f.  Optns.,  Rod  Thomas: 

in  Banking  Connection:  Parkland  Savings  & Credit  Union, 
prporation:  Alberta  (1979).  Private, 
le  of  Equipment:  Member  of  Canadian  Association  of  Oilwell 
ling  Contractors  (Servicing  Div.),  Service  Rig  DIO. 

I of  Employees  in  Canada:  25. 

|orne  Consultants  Ltd. 

|n  Office:  Calgary,  AB.  T2V  4M9.  220  Pump  Hill  View  S.W. 
1(403)252-3639  Fax:252-3639 

leers  & Key  Personnel  at  this  location: 
s.,  Len  Thorne. 

le  of  Services  & Suppplies:  Petroleum  production  engineering 
suiting  - reservoir  and  individual  oil  and  gas  well  performance 
jlysis,  33  years  experience.  T raining  seminars  on  optimizing  oil  well 
ductivity.Computersoftware  related  to  reservoirinflow  performance, 
ileal  and  eviated  wellbore  multi-phase  flow  analysis,  gas  lift,  sucker 
'pumping,  hydraulic  piston  and  jet  pumping,  electrical  submersible 
(iping,  progressive  cavity  pumping. 

lornhill  Ranching  Products  Ltd. 

|n  Office:  Mossleigh,  AB,  TOL  1 PO.  Box  30. 

1(403)  534-3740  Fax:  534-2359 
cers  & Key  Personnel  at  this  location: 

3.,  W.J.  (Bill)  Thornhill  (534-2127); 
j..  Rep.  Purch.,  L.M.  Thornhill. 

(king  Connections:  Macleod  Credit  Union,  Bank  One. 
)rporation:  Private. 

'Registered  In:  Alberta. 

eofServices&Supplies:DistributorofStraightwall  buildings  and 
jerials  as  well  as  truck  accessories  and  farm  and  ranch  supplies 
'ughout  Western  Canada.  Buildings,  truck  tool  boxes,  fuel  tanks, 
stock  handling  equipment,  building  supplies  and  building  materials, 
ir  energy  modules  and  systems.  Stable  equipment. 
lOf  Employees  in  Canada:  12. 

read  Tech 

b Office:  Calgary,  AB.  T2H  0L9.  240,  7730  Macleod  Tr.  South. 
;(403)  640-0770  Fax:  640-0772 
cers  & Key  Personnel  at  this  location: 

John  Hooks; 

Rep.,  Bob  Schwarz. 

n Banking  Connection:  Alberta  Treasury  Branches. 

>rporation:  Alberta  (1987).  Private. 

Registered  In:  Alberta  (1987). 
jiations; 

mt  Company:  North-South  Oilfield  Services 
iilly  Owned:  Fiber  Tech,  Pipeline  Accessories  Int. 

:ly  Owned:  Skytor  Brewster, 

p of  Services  & Supplies:  Supervision  of  tubular  products.  T ubing 
casing  connections.  Pipeline  connections, 
bf  Employees  in  Canada:  10. 


Company  Profiles 

3jD  Drilling  Tools  & Services  International 

Main  Office:  Edmonton,  AB.  T6P  1M2.  1414  - 77  Ave. 

Ph.  (403)  440-1922  Fax:  440-4249 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Peter  Ference. 

Main  Banking  Connection:  Bank  of  Montreal. 

Type  of  Services  & Supplies:  We  provide  a complete  line  of  downhole 
drilling  tools  for  rental  and  sale.  Equipment  includes  rotating  heads, 
reamers,  sectionmills,  side  tracking  equipment,  jars,  shock  subs, 
stabilizers  and  spiral  heavy-wate  pipe. 

No.  of  Employees  in  Canada:  4. 

Thuro  Services  (Western)  Ltd. 

Main  Office:  Calgary,  AB.  T2G  2A6.  816-46  Ave.  S.E. 

Mailing  address:  Calgary,  AB.  T2G  5G8.  Box  40477,  Highfield  P.O. 
Ph,  (403)  243-0276  Fax:  243-3371 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O.,  Alex  P.  Varro; 

Sis. Mgr.,  Paul  Bedard; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1969).  Private, 

Co.  Registered  In:  Alberta  (1969). 

Type  of  Services  & Supplies:  Sonar  inspection  - API  point  toxic  and 
waste  monitoring.  TV-Pipe  inspection,  equipment  with  video,  sewer 
flushing,  vacuum  units,  power  augers,  TV  sewer  line  video  inspection, 
thawing  frozen  lines,  pollution  cleanups,  hazardous  materials  removal, 
watermain  maintenance  service,  preventative  maintenance,  root  cutting 
and  removal,  consulting  services,  assembly  and  fabrication,  general 
machine  shop,  mechanical  repairs,  manhole  repairs,  suppliers  of 
oilfield  equipment,  consulting,  fabrication  of  oilfield  equipment. 
Construction.  No  dig  pipe  replacement  and  pipe  lining.  Plunger  pumps, 
piston  pumps,  vacuum  pumps:  diesel  engines;  hi-pressure  cleaning 
units;  water  - sand  blasting  equipment;  Thuro  Sewer  Flushing 
equipment. 

No.  of  Employees  in  Canada:  20. 

Titan  Electric  & Controls  Ltd. 

Main  Office:  Red  Deer,  AB.  T4P  2G9. 4747  - 78A  St.  Close. 
Ph.(403)342-6280  Fax:340-1066 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Ed  Monday; 

Mgr.Constr.,  Dave  Hewson. 

Main  Banking  Connection:  Royal  Bank  of  Canada, 

Incorporation:  Alberta  (1980).  Private. 

Co.  Registered  In:  Yukon  Territories  (1980),  Saskatchewan 
(1980),  Alberta  (1980),  British  Columbia  (1980). 

Type  of  Services  & Supplies:  Electrical,  Instrumentation  contracting 
and  maintenance  services  together  with  meter  proving  available  from 
twelve  offices  in  Western  Canada.  These  offices  provide  24  hr./7  days 
per  week  support  to  industry.  Our  project  execution,  quality  control, 
quality  assurance  and  safety  programs  are  industry  leaders.  Liquid 
samplers;  pumpjack  controllers. 

Titan  Industrial  Constructors  Ltd. 

Main  Office:  Calgary,  AB.  T2H  0S6. 200,  550  - 71  Ave.  S.E. 

Ph.  (403)  255-9761  Fax:  252-0279 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Denny  Law; 

Vice-Pres.,  Gen. Mgr.,  Jan  Bakker; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1988).  Private. 

Co.  Registered  In:  Alberta  (1988). 

Affiliations: 

HMW  Construction  Ltd.,  Titan  Projects  Ltd. 

Type  of  Service:  Industrial  contractor  providing  engineering, 
procurement  construction  services  on  a turnkey  lump  sum,  fixed  fee, 
target  price  or  cost  reimbursable  basis  to  the  resource  industry. 
Engineering  and  construction  with  experience  in  gas  processing, 
industrial  water  treatment,  oil  refining,  conventional  and  heavy  oil 
production,  mining  and  heavy  industry  machinery  installations. 

No.  of  Employees  in  Canada:  70. 

TIW  Canada  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  191 . 

Ph.(403)955-2510  Fax:955-2513 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Marty  Stulberg. 

Type  of  Services  & Supplies:  Liners,  hangers  and  packers. 

TK  Valve  (Canada)  Ltd. 

Main  Office:  Calgary,  AB.  T2E  7J9. 6, 640  - 42  Ave.  N.E. 

Ph.  (403)  230-4282 
Toll  Free:  (800)  372-9592 


Officers  & Key  Personnel  at  this  location: 

Vice-Pres,  Cdn.Optns.,  Derek  C.  Lowe; 

Rep.  Inside  Sis,,  Dale  R.  Bruce. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  (1966),  Private. 

Affiliations: 

Dresser  Industries  Inc. 

Type  of  Services  & Supplies:  Manufacture  and  market  ball  valves  for 
the  oil  and  gas  industry,  TK  Lube,  TK  Sealant.  Ball  valves,  lubricant, 
sealant,  super  grease  gun. 

No.  of  Employees  in  Canada:  7, 

Tomark  Compliance  Centre 

division  of  Tomark  Industries  Inc. 

Main  Office:  Calgary,  AB.  T2B  2Y3,  4801  - 32  St.  S.E. 

Ph.  (403)  272-5505  Fax:  272-4397 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Marj  Schell. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1982).  Private. 

Type  of  Services  & Supplies:  Training  Seminars  for  transportation  of 
dangerous  goods,  all  modes.  Custom  packaging  of  dangerous  goods. 
Dangerous  goods  supplies,  placards,  labels,  packaging  supplies,  PCB 
drums. 

No.  of  Employees  in  Canada:  8. 

Tongco  Sales  & Services  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  665.1401  - 8 St. 
Ph.(403)955-2977  Fax:955-8914 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Shop,  Brian  Asquin; 

Off.Mgr.,  Corinne  Turgeon. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1990).  Private. 

Type  of  Services  & Supplies:  Parts  and  service  for  all  makes  of 
Power  Tongs,  Catheads  and  Kelly  Spinners. 

No.  of  Employees  in  Canada:  4. 

Top  Oilfield  Rentals  Ltd. 

Main  Office:  Killam,  AB.  TOB  2L0,  Box  371 , 

Ph,  (403)  385-2410 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Edward  Holt; 

Sec.,  Linda  Holt. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Private. 

Co.  Registered  in:  Alberta. 

Type  of  Services  & Supplies:  Oilfield  production  equipment  rentals. 
Tanks,  separators,  flare  stacks,  treaters,  line  heaters,  garbage  bins  for 
drilling  and  construction  site,  vapour  tight  oil  batteries,  closed  system 
swab  units. 

No.  of  Employees  in  Canada:  2. 

Top-Co  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T6P  1S7. 7720  - 17  St. 

Ph.  (403)  440-4440 

Officers  & Key  Personnel  at  this  location; 

Pres.,  Ai  Hennessey; 

SIsmn.  Inti,  Sharon  Gillespie. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta.  Private. 

Co.  Registered  in:  Alberta  (1963). 

Type  of  Services  & Supplies:  Manufacturers  of  cementing  equipment, 
stage  collars,  float  collars,  float  and  guide  shoes,  centralizers  and 
casing  accessories. 

No.  of  Employees  in  Canada:  68. 

TOPCO  Sales 

Division  of  Taro  Industries  Limited 

Main  Office:  Calgary,  AB.  T2C  4K5.  9699  Shepard  Rd.  S.E, 

Ph,  (403)  720-3888  Fax:  720-3838 
Officers  & Key  Personnel  at  this  location: 

Sr.Vice-Pres.,  Dale  Johnson; 

Sis.Rep.,  Len  Whatmore. 

Main  Banking  Connection:  Bank  of  Montreal. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Parent  Company:  Taro  Industries  Limited. 

Type  of  Services  & Supplies:  Manufacturers  of  Topco  thread 
compounds,  Exculsive  stocking  agent  and  authorized  service  centre 
for  PMC  (fluid  control  products).  Mission  Fluid  King  (centrifual  pumps 
and  pump  expendables).  Rexroth  Wabco  (air  controls  and  cylinders): 


Edition 


75 


Alberta  Petroleum  Equipment  & Services  Directory 


LeRoi  (compressors);  Larkin,  HB,  Nixco  and  Bethlehem  (suction  and 
discharge  dampeners);  Access  (handling  tools);  M&W  (elevators) 
and  Crestex  (float  gate  and  pop  valves). 

No.  of  Employees  in  Canada;  19. 

TORGEOscienceCorp. 

(FormerlyrREF  TEK  CANADA  Corp.) 

Main  Office:  Calgary,  AB.  T2G  7Z9. 4A,  3704  - 6 St.  N.E. 

Ph.  (403)  230-1300 

Officers  & Key  Personnel  at  this  location: 

Pres.,  S.M.  Starczyk: 

Mgr.  Mktg.,  M.E.  DeWintle. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1986).  Private. 

Co.  Registered  In:  Alberta, 

Type  of  Services  & Supplies:  Marketing  of  environmental  control 
and  geophysical  products,  consulting.  Seismic,  well  logging, 
environmental  control,  laboratory  equipment,  thermal  printers, 
geophysical  software. 

No.  of  Employees  in  Canada:  4. 

Toran  Power  Equipment  Sales  & Rentals 
Ltd. 

Main  Office:  Calgary,  AB.  T2E  6X8. 1 , 41 01  - 1 9 St.  N.E. 

Ph,  (403)  291-3171  Fax:250-2153 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Irvin  Tobler. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  (1977).  Private. 

Co.  Registered  In:  Alberta  (1977). 

Type  of  Services  & Supplies:  Equipment  rentals,  drilling  equipment 
rentals,  BOPs,  diverters,  and  pumps.  Portable  generatorfleet,  housed 
and  skidded  20  to  250  K.W.  sizes.  Tandem  winch  tractor/trailer 
service  available.  Exclusive  Canadian  distributors  for,  “CAVINS” 
slips  and  spiders,  “WEATHERFORD"  power  tongs,  “REGAL”  rubber 
products. 

No.  of  Employees  in  Canada:  16. 

Torchinsky  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2H  2B7.  202,  6420  - 6A  St.  S.E. 

Ph,  (403)  253-2560, 

Officers  & Key  Personnel  at  this  location: 

Vice-pres.,  Sam  Bulych. 

Type  of  Consulting:  Road  construction. 

No.  of  Employees  in  Canada:  150. 

Toronto  Environmental  Tradeshow  & 
Conference 

c/o  Canadian  Exhibition  Management  Inc. 

Main  Office:  Edmonton,  AB.  T6E  5W3. 240, 4936  - 87  St, 

Ph,  (403)  469-2400  Fax:469-1398 

Officers  & Key  Personnel  at  this  location: 

Pres.,  T.P.  McCaffrey: 

Vice-Pres.  Mktg.,  B.D.  Day. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1978).  Private. 

Co.  Registered  In:  Alberta  (1978), 

Type  of  Services  & Supplies:  Environmental  and  Pollution  Control 
Tradeshow  & Conference  (Formerly  Haztech  Canada),  being  held  in 
Mississauga,  Ontario,  May  9 and  1 0, 1 995,  in  the  International  Centre. 

Total  Treating  Systems 

(Formerly:Potter  Drilling) 

Main  Office:  Edmonton,  AB.  T5G  2X4. 1 1 302  - 1 1 9 St. 
Ph.(403)451-4059  Fax:452-8565 

Officers  & Key  Personnel  at  this  location: 

Owner,  Bob  Fournier. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Disposal  of  oilfield  waste  materials 
and  processing  of  crude  oil  emulsions. 

No.  of  Employees  in  Canada:  3. 

Touchstone  Real  Estate  Ltd. 

(Formerly:NRS  Central  Real  Estate  Ltd.) 

Main  Office:  Calgary,  AB.  T3G  2A7.  222, 1829  Ranchlands 
Blvd.N.W. 

Ph.  (403)  530-0000  Fax:  297-9375 
Officers  & Key  Personnel  at  this  location: 

C.E.O.,  Owner,  Brian  Strong; 

Rep,  Sis. Exec.,  Lionel  Clark; 

Main  Banking  Connection:  National  Bank  of  Canada. 

Company  Directors:  Brian  Strong. 


Type  of  Services  & Supplies:  Real  estate  - commercial/residential/ 
acreages.  Five  other  offices  in  Calgary  area.  N.R.S.  Central  and  P.l. 
Tool  & Cote  purchased  by  Touchstone  1992  and  severed  N.R.S. 
relationship.  We  are  the  largest  one  owner  real  estate  company 
(independant)  in  Alberta.  Listed  in  top  1 00  Calgary  companies  1 994. 
The  only  general  real  estate  company  listed. 

No.  of  Employees  in  Canada:  350. 

Townsend’s  Field  Scouting  Services  Ltd. 

Main  Office:  Calgary,  AB.  T3E  6G3.  6724  Lepine  Court  S.W. 

Ph.  (403)  249-9893 

Officers  & Key  Personnel  at  this  location: 

Pres.,  R.E.  Townsend. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  (1966),  Private. 

Type  of  Services  & Supplies:  Tight-hole  scouting,  seismic  scouting. 

No.  of  Employees  in  Canada:  6, 

Track  Industries  Ltd. 

Main  Office:  Calgary,  AB.  T2H  1 K1 , 5529  - 3 St,  S.E. 

Ph.  (403)  255-1101  Fax:  255-7494 

Toll  Free:  (800)  661-8688 

Officers  & Key  Personnel  at  this  location; 

Mgr.,  Gord  Antonio. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1972).  Partnership. 

Co.  Registered  In:  Alberta  (1972), 

Type  of  Services  & Supplies:  Manufacturing,  service  rental  and 
parts  replacement  for  off  road  tracked  vehicles. 

No.  of  Employees  in  Canada:  7. 

Tragoes  Management  Inc. 

Main  Office;  Calgary,  AB.  T2L  2K7. 100,  3553  - 31  St.  N.W. 
Ph.(403)288-4624  Fax:282-1238 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Lindsay  Moir; 

Vice-Pres.,  Shane  Hayes. 

Main  Banking  Connection:  Bank  of  Montreal, 

Incorporation:  Canada  (1993).  Private. 

Co.  Registered  In:  Alberta 

Type  of  Services  & Supplies:  Tragoes  creates  and  distributes 
Intellectual  Property  (IP).  IP  includes  software,  data  and  knowledge 
bases.  Wave  Meter  - hardware  device  that  attaches  to  computer  and 
protects  and  accounts  for  intellectual  property  utilization.  Natural  gas 
marketing  system  - software  that  manages  your  gas  business.  Drilling 
software  - for  morning  reports. 

No.  of  Employees  in  Canada:  10. 

Transammonia  Canada  Ltd. 

Main  Office:  Calgary,  AB.  T2H  1 K7,  201 , 5720  - 4 St.  S.E. 
Ph.(403)  297-0414 

Officers  & Key  Personnel  at  this  location: 

Agent,  Don  Friesen. 

Main  Banking  Connection:  Chase  Manhattan  Bank. 
Incorporation:  Alberta  (1986).  Private. 

Affiliations: 

Transammonia  Inc. 

Type  of  Services  & Supplies:  International  trading  firm.  Trades, 
distributes  and  transports  on  a world  wide  scale  fertilizers  and  fertilizer 
raw  materials  as  well  as  LPG  and  petrochemicals. 

No.  of  Employees  in  Canada:  2. 

Travco  Industrial  Housing  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  77, 1507-  8 St. 

Ph.  (403)  955-7366  Fax:  955-8938 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Jim  Cebuliak; 

Gen. Mgr,,  Fred  Newman; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  (1978).  Private. 

Affiliations: 

PTI  Group  Inc. 

Type  of  Services  & Supplies:  Manufacturer  of  industrial  trailers  and 
modular  buildingsfor  camps,  offices,  motels,  labs,  kitchens,  washcars, 
sleepers,  etc.  for  domestic  and  export  use  in  resource  development 
industry. 

Travis  Chemicals  Inc. 

Main  Office:  Calgary,  AB.  T2P  3R5. 19  FI.,  Ill  - 8 Ave.  S.W. 

Ph.  (403)  263-8660 

Officers  & Key  Personnel  at  this  location; 

Pres.,  J.A.  (Jim)  Banister; 

Exec.Vice-Pres.,  Jack  Haggerty; 

Main  Banking  Connection:  Toronto-Dominion  Bank, 
Incorporation;  Alberta  (1985),  Private. 


Type  of  Services  & Supplies:  Chemicals  and  technical  service  f 
gas  processing  and  oilfield  production,  chemical  and  micro-biologk 
laboratory  and  field  services  for  secondary  recovery.  Corrosit 
inhibitors,  biocides,  water  floor  additives,  paraffin  solvents,  sc; 
preventatives  and  demulsifiers,  gas  processing  chemicals,  genei 
industrial  chemicals,  herbicides,  gas  plant  chemicals. 

No.  of  Employees  in  Canada:  1 1 0, 

Tree  Savers  International  Ltd. 

Main  Office:  Grande  Prairie,  AB.  T8V  4Z2.  Box  1454.1 1303  - 9i 
Ave. 

Ph.(403)539-5119  Fax:532-9545 

Officers  & Key  Personnei  at  this  location: 

Exec.Off.,  Bruce  Cherewyk. 

Type  of  Services  & Supplies:  Tree  savers  (wellhead  equipmen 

Tretolite  Division  of  Petrolite  Canada  Inc. 

Main  Office:  Calgary,  AB.  T2P  0M8. 420,  639  - 5 Ave.  S.W. 
Ph.(403)264-9244  Fax:269-2180 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr,,  Tom  Cain; 

Dist.Mgr.,  Derrick  MacKenzie; 

Incorporation:  Public. 

No.  of  Employees  in  Canada:  80. 

Tri  Alta  Oilfield  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  6C2.  591 1 - 90  St. 

Ph . (403)  440-4022  Fax:  463-5597 
Officers  & Key  Personnei  at  this  location: 

Mgr.  Mktg.,  Geoff  Ewanchew; 

Rep.  Mktg.,  Darryl  Forster; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1982).  Private, 

Type  of  Services  & Supplies:  Supply  and  service  oilfield  product 
equipment;  ODI  electric  submersible  pumps;  ESP  testing  servic 
cable  spooling  service;  rod  pump  repair  parts;  HASCO  polished  rc 
and  polished  rod  liners;  DOUBLE-E  rod  BOP’s  and  wireline  oilsavs 
STANLEY  oilwell  sand  filters. 

No.  of  Employees  in  Canada:  13. 

Tri  Ocean  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0N7. 600, 926  - 5 Ave.  S.W. 

Ph.  (403)  266-4400  Fax;  266-5525 
Officers  & Key  Personnel  at  this  location: 

Prin.,  David  L.  Andrews; 

Gen. Mgr.,  Ron  M.  Davis. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1976).  Private. 

Co.  Registered  In:  Alberta  (1976). 

Affiliations: 

Tri  Ocean  Australia  PTY  Ltd. 

Type  of  Service:  A consulting  engineering  firm  specializing 
offshore  and  onshore  petroleum  facilities,  drilling  projects  and  pro 
management. 

No.  of  Employees  in  Canada:  75. 

Tri-Alta  Bews  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2H8. 1, 4440  - 75  Ave.  S.E. 

Ph.  (403)  279-7226  Fax:  236-4276 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ken  Schnell; 

Vice-Pres.  Sis.,  Lawrence  Bews; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1976).  Private, 

Type  of  Services  & Supplies:  Wireline  services,  bottom  hole  press 
surveys,  plunger  lift  systems.  Taylor  dead  weight  gauge. 

No.  of  Employees  in  Canada:  22. 

Trican  Oilwell  Service  Co.  Ltd. 

Main  Office:  Lloydminster,  AB.  S9\/  1R6.  Box  2130. 
Ph.(403)875-7327  Fax:875-7416 

Officers  & Key  Personnel  at  this  location; 

Pres.,  Ray  Penny; 

Sec.,  Walter  Penny; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1979).  Private. 

Co.  Registered  In:  Saskatchewan. 

Type  of  Services  & Supplies:  Oil  and  gas  well  cementing,  acidiz 
casing  scrapers,  selective  zone  wash  tool.  Elder  cement  retainers 
service  tools. 

No.  of  Employees  in  Canada:  27. 
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i-City  Drilling  (1968)  Ltd. 

lin  Office:  Edmonton,  AB.  T5L  2R8. 14305  - 120  Ave. 
.(403)453-3771  Fax:453-3198 

ficers  & Key  Personnel  at  this  location: 

3S.,  Alex  Racine; 
n.Mgr.,  Rose  Marie  Kody; 

lin  Banking  Connection:  Alberta  Treasury  Branches. 
:orporation:  Alberta  (1954).  Public. 

■.  Registered  In:  Alberta,  Saskatchewan. 

[iliations: 

sign  Resource  Service  Group  Inc. 

pe  of  Services  & Supplies:  Oilwell  drilling  contractor. 

. of  Employees  in  Canada:  350. 

iconn  Petroleum  Service  (1985)  Ltd. 

,in  Office:  Calgary,  AB.  T2P  0Z3. 1660,  717-  7 Ave.  S.W. 

, (403)  262-8181 

icers  & Key  Personnel  at  this  location: 

>s..  Don  Conn. 

in  Banking  Connection:  Bank  of  Montreal, 
orporation:  Alberta  (1985).  Private, 
iliations: 

ponn  Preventative  Maintenance  Ltd.,  Triconn  Production 
stems  Ltd. 

De  of  Services  & Supplies:  Petro  Lift  mobile  pumping  units,  Petro- 
hydraulic  pumping  units.  Mag-Well  paraffin  and  scale  elimination 
Iducts. 

of  Employees  in  Canada:  4. 

i-Ener-Tech  Petroleum  Services  Ltd. 

in  Office:  Calgary,  AB.  T2P  3E7.  800,  555  - 4 Ave.  S.W. 
(403)264-5530  Fax;  269-4136 
icers  & Key  Personnel  at  this  location: 

(S.,  Dennis  Schmidt; 
r.  Mktg..  Greg  Popoff; 

in  Banking  Connection:  Toronto-Dominion  Bank. 

drporation:  Alberta  (1968).  Private. 

i Registered  In:  Alberta  (1968). 

inpany  Directors:  G.W.  (Gunther)  Beck,  Ron  Halisky,  Tom 

5umoto,  Dennis  Schmidt. 

iliations: 

lly  Owned:  TET  Energy  Services  Ltd. 

)e  of  Services  & Supplies:  Production  optimization.  Dynamometer 
Is,  SONOLOG  fluid  level  tests,  AUTOMATED  well  sounder  buildup 
yeys,  production  testing  and  supervision,  production  engineering, 
I test  design  and  analysis.  Production  optimization  and  artificial  lift 
tware.  SONOLOG  Acoustic  Well  Sounder.  TET  Digital-! 
pamometer  system,  operating  supplies  and  repairs  for  all  types  of 
;ustic  well  sounders.  Exclusive  Canadian  distributorforDelta-X  well 
lomation  and  optimization  equipment. 

I of  Employees  in  Canada:  38. 

imac  Limited 

in  Office:  Caigary,  AB.  T2P  2P9.  2100,  800  - 5 Ave.  S.W. 

1(403)  298-5100 

jeers  & Key  Personnel  at  this  iocation: 

'S.,  C.O.O.,  J.J.  McCaig; 

=-Pres.  H.R.,  R.D.  Algar; 
n Banking  Connection:  Royal  Bank  of  Canada, 
orporation:  Private. 

! Registered  In;  Alberta  (1970). 

Iliations; 

iister  Inc.,  Bantrel  Inc,,  BOVAR  Inc.,  Bulk  Systems,  Chauveo 
)ources  Limited,  Kenting  Energy  Services,  Rentway  Inc.,  Taro 
Listries  Limited,  Trimac  Consulting  Services,  Trimac 
hsportation  System. 

re  of  Services  & Supplies:  Main  businesses  include  the  highway 
spoliation  of  bulk  commodities,  truck  leasing  and  contract  drilling, 
'er  interests  include  environmental  services,  engineering  and 
struction,  oil  and  gas  exploration  and  production,  information 
inology  services  and  oilfield  equipment  supply, 
of  Employees  in  Canada:  3,000. 

imat  Wall  Servicing  Inc. 

n Office:  Red  Deer,  AB.  T4N  5E1 . R.R.1 , Site  14,  Box  24. 
1(403)347-3737  Fax:343-6131 

cers  & Key  Personnel  at  this  iocation: 
hs.Mgr.,  Don  Ternovoy; 

Supt.,  Donald  Ternovoy. 

;n  Banking  Connection:  Canadian  Imperial  Bank  of 
imerce. 

)rporation:  Alberta  (1986).  Private. 

le  of  Equipment:  Gas  & oilwell  servicing  & completions. 

!of  Employees  in  Canada:  50. 
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Trinity  Oilfield  Construction  (1990)  Ltd. 

Main  Office:  Lac  La  Biche,  AB.  TOA  2C0.  Box  1559,  Airport  Rd, 

Ph,  (403)  623-4510  Fax:623-2122 

Officers  & Key  Personnel  at  this  iocation: 

Optns.Mgr.,  Maureen  Karpetz; 

Frmn.,  Ted  Flamar; 

Main  Banking  Connection;  Bank  of  Montreal. 

Incorporation:  Alberta  (1977).  Private. 

Type  of  Service:  Pipeline  construction  and  installation,  well  tie  ins, 
oilfield  and  plant  maintenance,  general  and  oilfield  construction. 
Complete  line  of  pipeline  and  related  construction  equipment, 
transportation  equipment,  service  units,  welders. 

No.  of  Employees  in  Canada:  10. 

Triple  “N”  Trucking 

A Division  of  340906  Aiberta  Ltd. 

Main  Office;  Girouxville,  AB.  TOFI  ISO.  Box  115. 

Ph,  (403)  323-4654 

Officers  & Key  Personnel  at  this  iocation: 

Pres.,  Andre  Nolette. 

Type  of  Services  & Suppiies:  Vacuum  services:  oil  spills,  rig  sump, 
septic  development  and  reclamation  planning;  seeding  lease  workover, 

Tri-Service  Oilfield  Manufacturing  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0B8.  9545  - 58  Ave. 

Ph.  (403)  434-9596  Fax:  436-4077 
Officers  & Key  Personnei  at  this  location: 

Pres,,  W.  (Wally)  Kuchar; 

Shop  Mgr.,  Al  Knak. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1981).  Private. 

Affiliations; 

Applied  Materials  Technology  Ltd.,  Black  Max  Downhole  Tools  Ltd., 
National  Quick  Lube  Ltd.,  Tri-D-Chem  Oilfield  Manufacturing  Inc., 
Vortex  International, 

Type  of  Services  & Supplies:  Manufacture,  sales  and  repair  of  oilfield 
and  related  oilfield  equipment.  Complete  drilling  rigs,  drawworks,  mud 
pumps,  svmels,  travelling  blocks,  rotary  tables,  downhole  motors, 
kelly  drives  and  B.O.P.'s. 

No.  of  Employees  in  Canada:  50. 

Triton  Projects  Inc. 

Main  Office:  Nisku,  AB.  703  - 19  Ave, 

Mailing  address:  Leduc,  AB.  T9E  6M3.  Box  3510. 
Ph.(403)955-6700  Fax:955-6719 

Officers  & Key  Personnel  at  this  iocation; 

Pres.,  Gen. Mgr.,  R.L  McKenzie  (955-6715); 

Optns.Mgr.,  D.  Nehajowich  (955-6716); 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private. 

Co.  Registered  In:  British  Columbia,  Manitoba,  Northwest 
Territories,  Saskatchewan. 

Company  Directors:  R.L.  Mc.Kenzie,  Hank  Reid. 

Affiliations: 

Partly  Owned:  The  Churchill  Corporation. 

Type  of  Service:  General  industrial  contractor  in  the  energy, 
petrochemical,  mining  and  forest  products  industry. 

No.  of  Employees  in  Canada:  150. 

Triumph  Tubular  St  Supply  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2V1. 875, 441  - 5 Ave.  S.W. 

Ph.  (403)  262-3777  Fax:  264-3749 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Bruce  McBean; 

SIsmn.,  Dan  Laplante; 

Main  Banking  Connection:  National  Bank  of  Canada. 
Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987). 

Type  of  Services  & Supplies:  Sales  of  casing,  tubing,  linepipe,  float 
equipment  and  wellhead  equipment.  Mannesmann  Pipe  & Steel  Corp. 
seamless  casing  and  tubing.  Prudential  ERW  linepipe  and  OCTG. 
No.  of  Employees  in  Canada:  6. 

TriWaste  Reduction  Services  Inc. 

(Formerly;Wearmouth  Waste-Tech  Inc.) 

Main  Office:  Calgary,  AB.  T2P  3T6. 1700, 800  - 5 Ave.  S.W, 

Ph,  (403)  234-3240  Fax:261-6737 

Officers  & Key  Personnel  at  this  location: 

Pres.,  David  Bromley; 

Vice-Pres.  Fin,,  G.A.  Campbell. 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation;  (1992). 

Co.  Registered  In:  Alberta  (1992). 


Affiliations: 

Parent  Company:  Trimac  Limited. 

Type  of  Services  & Supplies:  TriWaste  solutions  are  developed 
through:  waste  reduction  plans,  management  of  waste  to  separate  key 
products  and  resources  in  the  waste,  remanufacturing  of  products  or 
reuse  of  the  resources  to  ensure  improved  quality  and  costs  of  products 
returned  to  the  marketplace,  final  disposal  of  waste  residuals. 

No.  of  Employees  in  Canada:  145. 

TRS  Abandonrite  Inc. 

Main  Office;  Calgary,  AB.  T2P  3T6. 1150,  800  - 5 Ave.  S.W. 

Ph . (403)  234-3250  Fax:  236-3290 
Officers  & Key  Personnel  at  this  location: 

Vice-Pres.,  Greig  Clark; 

Optns.Mgr.,  Bill  Darling; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1988).  Private. 

Affiliations: 

Parent  Company:  Triwaste  Reduction  Services, 

Type  of  Services  & Suppiies:  Full  Abandonment  Services  Inc.  ERCB 
approvals,  programming,  supervision,  lease  restoration,  casing  pulling 
and  equipment  salvage  and  sales.  350  tonne  casing  jacks. 

No.  of  Employees  in  Canada:  10. 

The  Truck  Outfitters 

Main  Office:  Edmonton,  AB.  T5P  4H7. 16939  - 107  Ave. 

Ph.  (403)  486-5330  Fax:  486-5095 
Officers  & Key  Personnel  at  this  location: 

Mgr.,  Tony  Osterlund. 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Light  truck  accessory  sales.  Box  liners, 
rack  & rails,  running  boards,  canopies,  winches,  tool  boxes. 

No.  of  Employees  in  Canada:  30. 

Tru-Weld  Grating  Ltd. 

Main  Office:  Wetaskiwin,  AB.  T9A  2G4. 47  St,  & 64  Ave, 

Ph.  (403)  352-91 71  Fax:  352-6492 
Officers  & Key  Personnel  at  this  location: 

Pit.Mgr.,  Glen  Brososky; 

Acent,,  Pamela  Gillespie, 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  (1983).  Private. 

Affiliations: 

Parent  Company:  Tru-Weld  Grating  Inc. 

Type  of  Services  & Supplies:  Supply  and  fabrication  of  welded  bar 
grating. 

No.  of  Employees  in  Canada:  20. 

Trysol  Canada  Ltd. 

Main  Office:  Calgary,  AB.  T2P  038. 1200,  630  - 6 Ave,  S.W, 
Ph.(403)269-1500  Fax:265-0635 

Officers  & Key  Personnei  at  this  location: 

Pres.,  Dwight  Loree; 

Sis.Mgr.,  Ron  Tiefenbach; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce, 

Incorporation:  (1993).  Private. 

Co.  Registered  in:  Alberta  (1993). 

Company  Directors;  Dwight  Loree, 

Affiliations; 

Wholly  Ovmed:  Trysol  U.S.A.,  Inc. 

Type  of  Equipment:  Refined  petroleum  solvents  for  well  service  and 
treatment.  Refined  petroleumfiuidsforfracturinganddrilling  operations, 
FRACSOL  - frac  fluid,  WAXSOL  and  XYSOL  - paraffin  and  asphaltene 
solvents,  DRiLLSOL  - drilling  fluid  for  vertical  and  horizontal  drilling 
operations, 

No.  of  Employees  in  Canada:  18. 

Tubetest  Service  & Supply  (1978)  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  4K9.  6774  - 52  Ave, 

Ph.  (403)  346-6161 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Mitch  Sullivan; 

Vice-Pres.,  Shirley  Sullivan; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  (1963).  Private, 

Type  of  Services  & Supplies:  Oilfield  service  and  supply,  tubing 
pressure  testing,  power  thread  cleaners,  glutton  sandline  bailers, 
tubing  straightening,  rod  tensile  testing,  gas  tubing  pressure  testing, 
tubing  stabbing  guides. 

No.  of  Employees  in  Canada:  15. 
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Tuboscope  Vetco  Canada  Inc. 

Main  Office:  Calgary,  AB.  T2H  0T2.  (Regional  Sales)  7024 
Farrell  Rd.  S.E, 

Ph.  (403)  252-4421  Fax:  259-4446 
Officers  & Key  Personnel  at  this  location: 

Mgr.  Calgary  Inspection,  Greg  Jorgenson; 

Sis. Mgr.,  Brett  Barber. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  United  States.  Private. 

Affiliations: 

Tuboscope  Vetco  International  Inc. 

Type  of  Services  & Supplies:  Inspection  division:  oilfield  tubular 
goods  inspection,  drill  pipe,  sucker  rod  inspection,  drill  collar  inspection, 
pipe  straightening  refacing,  hardfacing.  Coating  division  plant:  applied 
baked-on  plastic  coatings,  corrosion  and  paraffin  protection  fortubing, 
drill  pipe,  line  pipe,  sucker  rods,  valves  and  fittings. 

No.  of  Employees  in  Canada:  98. 

Tucker  Wireline  Services  Canada  Inc. 

(Formerly:Great  Guns  Logging  Canada  Inc.) 

Main  Office:  Calgary,  AB.  T2P  3P8.  602,  734  - 7 Ave.  S.W. 

Ph.  (403)  264-7040  Fax:  264-21 1 8 
Officers  & Key  Personnel  at  this  location: 

Exec.Vice-Pres.,  Monty  Ravlich; 

Sec-Treas..  Contr.,  Gregg  Courtney. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1986).  Private. 

Affiliations: 

Parent  Company:  Tucker  Wireline  Services  - Flouston,  Texas. 
Type  of  Equipment:  Oilwell  logging  and  perforating. 

No.  of  Employees  in  Canada:  55. 

Tundra  Valve  & Wellhead  Corp. 

Main  Office:  Edmonton,  AB.  T6E  0C1. 9612  - 60  Ave. 

Ph.  (403)  435-2700  Fax:  435-0700 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  British  Columbia  (1978).  Private. 

Co.  Registered  In:  Alberta  (1984). 

Type  of  Services  & Supplies:  24  hour  field  and  shop  service  to  all 
makes  of  wellhead,  pipeline  and  manifold  valves,  installation  and 
testing  of  complete  wellhead  assemblies,  valves,  frac  heads  and 
choke  rentals.  Manufacturers  of  Tundra  Wellhead  equipment,  fully 
licensed  A. P.l.  facility  to  PSL  Level  No.3.  Manufacture  and  supply  full 
line  of  wellhead  components  and  gate  valves.  Authorized  representative 
for  K.F.  ball  valves,  manufacturer  of  Tundra  API  gate  valves. 

No.  of  Employees  in  Canada:  55. 

Turbomaster  Energy  Products  & Service 

Main  Office:  Calgary,  AB.  T2H  2K1 . 3,  6025  - 12  St.  S.E. 
Ph.(403)252-2510  Fax:259-3804 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Allan  Millard; 

SIs.Mgr.,  Robert  Newman. 

Type  of  Services  & Supplies:  Refrigeration  and  air  cooling  sales  and 
service. 


Tuscan  Engineering  (a  division  of  Tuscan 
Enterprises  Inc.) 

Main  Office:  Calgary,  AB.  T2W  2C7. 152  Canniff  PI.  S.W. 
Ph.(403)251-7909  Fax:251-1106. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  A.C.  (Andy)  Anderson; 

Sec.,  Faye  Anderson. 

T ype  of  Services  & Supplies;  Exploratory  and  developed  oil  and  gas 
property  evaluations;  management  of  producing  oil  and  gas  properties; 
design  and  supervision  of  production  facilities  installation;  Canadian 
marketing  representative  for  EDI  computerized  controllers  and 
associated  equipment  for  gas  plunger  lift  systems. 

Twenty-First  Century  Holdings  Inc. 

Main  Office:  Calgary,  AB.  T2W 1W1. 19  Southdale  Bay  S.W. 

Ph.  (403)  540-1 675  Fax:  253-961 7 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Walter  T.  Manning  (540-1675). 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1979).  Private. 

Co.  Registered  In:  Alberta  (1991). 

Company  Directors:  Walter  T.  Manning. 

Affiliations: 

Parent  Company:  Twenty-First  Century  Holdings  Inc. 

Other:  Aarvak  Services  Inc.,  Manning  & Manning  - Sutton  Group. 


Type  of  Services  & Supplies:  Real  estate  in  commercial,  industrial, 
residential,  land,  business,  farms,  revenue  and  investment. 

No.  of  Employees  in  Canada:  3. 

Umatac  Industrial  Processes 

Main  Office;  Calgary,  AB.  T2C  2E7. 210, 2880  Glenmore  Tr.  S.E. 
Ph.  (403)  279-8080  Fax:  236-0595 
Officers  & Key  Personnel  at  this  location: 

Mgr.Mktg.,  R.M.  Ritcey 
Exec.Vice-Pres.,  W.  Taciuk. 

Type  of  Services  & Supplies:  Pyrolysis  technology  and  equipment 
for  thermal  desorption  and  cracking.  Removal  of  hydrocarbons  from 
soil/sludge  matrices.  ATP  process  plant  equipment.  ATP  technology, 
under  license. 

Underwater  Specialists  Ltd. 

Main  Office:  Cochrane,  AB.  TOL  OWO.  Box  1348. 

Ph.  (403)  932-3620 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1956).  Private. 

Type  of  Services  & Supplies:  Offshore  rig  diving,  underwater 
construction,  welding  and  cutting.  Explosives,  photographs,  underwater 
salvage,  video  tape  recordings,  dredging,  Arctic  diving  as  a specialty. 
Offshore  specialists. 

No.  of  Employees  in  Canada:  20. 

United  Oil  & Gas  Consulting  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3R5. 1620, 777  - 8 Ave.  S.W. 

Ph.  (403)  265-01 1 1 Fax:  253-4562. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Rocky  Mottahedeh. 

Type  of  Consulting:  Engineering  and  geological  services  specialize 
in  independent  evaluation  of  oil  and  gas  properties,  reserve,  reservoir 
and  economic  studies.  Local  and  international  consulting. 

No.  of  Employees  in  Canada:  10. 

United  Pipeline  Systems  Inc. 

Main  Office:  Edmonton,  AB.  TOC  4G3.  Box  5827,  Stn.  L.  7605  - 
18  St. 

Ph.(403)440-1188  Fax:440-6888 

Officers  & Key  Personnel  at  this  location: 

Optns.Mgr.,  Rob  Mackie; 

Gen. Mgr.,  Greg  Tennant. 

Type  of  Services  & Supplies:  United  Pipeline  Systems  Inc.  supplies 
and  installs  high  density  polyethylene  liner  into  pipelines  for  controlling 
corrosion/erosion. 

United  Protection  Services  Inc. 

Main  Office:  Edmonton,  AB.  T6B  0A3. 4805  - 76  Ave. 

Ph.  (403)  466-2616  Fax:  463-6372 
Officers  & Key  Personnel  at  this  location: 

Pres.,  S.D.  Jorstad; 

Gen. Mgr.,  B.  Lefebvre; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1976).  Private. 

Co.  Registered  In:  Alberta,  Northwest  Territories,  British 
Columbia,  Saskatchewan. 

Type  of  Services  & Supplies:  Uniformed  Guard  Service  - permanent 
and  short  term  contracts.  Investigation  Division  - civil,  criminal  and 
other  investigations.  Consulting  - security  requirements. 

No.  of  Employees  in  Canada:  150. 

United  Resource  Safety  Ltd. 

Main  Office:  Calgary,  AB.  T2A  6W9.  340,  525  - 28  St.  S.E. 

Ph.  (403)  273-7774  Fax:  273-0963 
Canada  Toll  Free:  (800)  432-1809 
Officers  & Key  Personnel  at  this  location: 

Pres.,  M.L.  McNeil; 

SIs.Mgr.,  Fred  Farmer. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Alberta  (1987).  Private. 

Type  of  Services  & Supplies:  United  safety  services  include:  H^S 
safety  supervision  and  related  H^S  protection  equipment  rentals. 
Safety  engineering  and  safety  management  services  are  offered  by 
qualified  safety  management  specialists  and  include  program  and 
manual  development,  emergency  response  planning,  safety  auditing 
and  inspection  and  accident  investigation.  A broad  range  of  training 
services  are  available  including  H^S  awareness,  advanced  and  basic 
fire  fighting,  blowout  prevention  and  safety  management.  All  safety 
courses  can  be  delivered  on-site  and  will  meet  the  client's  specific 
needs. 

No.  of  Employees  in  Canada:  50. 


Universal  Air  Hydraulic  Repairs 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  197, 1804-4  St. 

Ph.  (403)  955-7073  Fax:  955-2404 
Officers  & Key  Personnel  at  this  location: 

SIs.Mgr.,  Brian  Talbot; 

Serv.Mgr.,  Bruce  Whittaker. 

Type  of  Services  & Supplies:  Pneumatic  and  hydraulic 
equipment  sales  and  service.  T.K.  Simplex;  Atlas  Copco;  Parker 
Hannifin;  Pell  Cable;  S.M.C.;  ARO  Canada;  Peter  Paul; 
Hydrocontrol;  Teledyne  Republic;  RMH  Controls. 

Universal  Industries  Ltd. 

Main  Office:  Lloydminster,  AB.  T9V  2K2. 5014  - 65  St. 

Mailing  address:  Lloydminster,  SK.  S9V  1K5.  Box  1590. 
Ph.(403)875-6161  Fax:875-6169 

Officers  & Key  Personnel  at  this  location: 

Pres.,  E.E.  Brauer; 

Vice-Pres.  Optns.,  Brian  Kientz; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1949).  Private. 

Co.  Registered  In:  Alberta  (1949),  Northwest  Territories  (1987), 
Saskatchewan  (1993),  British  Columbia  (1993). 

Affiliations: 

Elf  Management  Corp.,  Universal  Tank  Ltd. 

T ype  of  Services  & Supplies:  Vessel  and  tank  manufacture,  heatf 
and  dehydration  equipment,  machine  shop,  sandblasting,  fk 
construction.  Design  of  heavy  oil  treating  and  thermal  projects.  TanI 
vessels,  heaters,  dehydration  equipment,  electrostatic  treate 
machine  shop  parts,  steel  plate,  structural  iron,  oil  field  pumping  uni 
No.  of  Employees  in  Canada:  185. 

Universal  Surveys  Inc. 

Main  Office:  Edmonton,  AB.  T5V  1J7. 15111  - 123  Ave. 

Ph.  (403)  454-3030  Fax:  453-6644 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Jack  L.  Doyle; 

Sec-Treas.,  Fred  Hingley,  A.L.S. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1986).  Private. 

Type  of  Services  & Supplies:  Alberta  land  surveyors  specializint 
wellsite  surveys,  legal  surveys,  pipeline  and  road  location  engineer 
surveys.  Registered  by  Alberta  Land  Surveyors  Association. 

Universal  Thread  Services 

Main  Office:  Edmonton,  AB.  T5K  0T5.  9532  - 100  St. 

Ph.  (403)  446-5669 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Richard  Corkery; 

Sec-Treas.,  Terry  Corkery. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 
Incorporation:  Alberta  (1986).  Private. 

Type  of  Services  & Supplies:  Thread  inspection  on  A.P.I.  tubing  £ 
casing.  Supervised  running  on  premium  connection,  A.P.I.  thrt 
gauging. 

No.  of  Employees  in  Canada:  1. 

Universe  Machine  Corporation 

Main  Office:  Edmonton,  AB.  T6E  5P9. 5546  - 89  St. 

Ph.  (403)  468-521 1 Fax:  468-5430 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Kurt  Feigel,  Sr.; 

Sis. Rep.,  Jim  Swanky. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1965).  Private. 

Affiliations: 

Kurt  Feigel,  Sr. 

Type  of  Services  & Supplies;  Manufacturing  (custom  and  product 
valve  and  equipment  repair,  rebuilding,  or  modifying.  Equipment  p 
and  components  for  various  industries:  oilfield,  petrochemical,  c 
construction,  pipeline,  forestry,  pulp  and  paper. 

No.  of  Employees  in  Canada:  60. 

Upside  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3T9. 200, 1100-8  Ave.  S.W. 

Ph.  (403)  299-0940  Fax:  299-0949 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Rod  Evans. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1989).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Service:  Engineering  design  of  oil  and  gas  pipelines 
battery  facilities,  gas  plants,  co-generation,  instrumentation 
electrical  system  design  including  major  SCADA  systems. 

No.  of  Employees  in  Canada:  20. 


78 


1995  Ed 


Company  Profiles 


sher  Canada  Limited 

in  Office:  Edmonton,  AB.  T5S  1 K9. 1 01 , 1 0335  - 1 72  St. 
(403)484-4644  Fax:486-1134 

'I  Free:  (800)  661-3862 
icers  & Key  Personnel  at  this  location: 

!S.,  Roger  Leeman; 
r.  Edmonton,  Flal  Jones; 

in  Banking  Connection:  Toronto-Dominion  Bank, 
orporation:  Alberta  (1957).  Private. 

Registered  In:  Alberta  (1957). 
illations: 

lolly  Owned:  UCL  Industrial  Surveys 
1ly  Owned:  Active  Control  Systems  Ltd.,  413125  Alberta  Ltd. 
je  of  Services  & Supplies:  Oilfield  surveying/GPS  satellite 
'igation  and  positioning  air  photo  mapping. 

i of  Employees  in  Canada:  15. 

Iilgro  Ltd. 

in  Office:  Calgary,  AB.  T2R  0J6.  1014A  - 12  Ave.  S.W. 

(403)  244-0002  Fax:  228-3741 
icers  & Key  Personnel  at  this  location: 

:g.Mgr.,  Gary  Matthews: 
e-Pres.Mktg.,  Merv  Day. 

)eof  Services  SSupplies:  Manufacturing  licensee forGrove  valve 
I regulators.  Manufacture  and  supply  of  Grove  trunnion  mounted 
valves;  Grove  slab  gate  valves  (through  conduit):  Grove  regulators 
back  pressure  valves;  Grove  surge  relief  systems.  Manufacturer 
falor  orifice  fitting. 

ilseal  Ltd. 

n Office:  Edmonton,  AB.  T6E  3J4.  6044  - 97  St. 
(403)438-2672  Fax:434-5166 

icers  & Key  Personnel  at  this  location: 
s.,  Rick  Bradford: 
i.Mgr.,  Don  Ursel; 

■n  Banking  Connection:  Alberta  Treasury  Branches, 
brporation:  Private. 

' Registered  In:  Alberta  (1976). 

|npany  Directors:  June  Bradford,  Rick  Bradford,  Patti  Brigham, 

I Ursel. 

le  of  Services  & Supplies:  Industrial  valve  repair.  Supply  and 
/ice  of  all  types  of  valves  (ie.  relief,  safety  and  safety  relief  valves, 
b,  globe,  ball,  check,  etc.) 

of  Employees  in  Canada:  15. 

Itek  Controls  Ltd. 

In  Office:  Edmonton,  AB.  T6P  1K6.  9044  - 18  St. 

(403)  449-4850  Fax:  449-4851 
;cers  & Key  Personnel  at  this  location: 

3.,  Eric  Anthony; 

^-Pres..  Marlin  Robbins: 

!n  Banking  Connection:  Royal  Bank  of  Canada, 
prporation:  Private. 

Jiations: 

ent  Company:  Valtek  International 
blly  Owned:  Automax  Controls  Inc. 

,e  of  Services  & Supplies:  Control  valves,  control  valve  repair, 
e diagnostics,  intelligent  control  loops,  Durco  Black  Tie  repair 
tre.  1/2"  - 48“  automatic  control  valves,  non-slam  piston  check 
les. 

of  Employees  in  Canada:  53. 

:m  Premium  Connections  Limited 

n Office:  Calgary,  AB.  T2P  2Y3.  620,  407  - 2 St.  S.W. 
1(403)233-0119  Fax:266-2332 

cers  & Key  Personnel  at  this  location: 

!.,  C.E.O.,  G.D.(Gary)  Gray; 

)-Pres.,  W.Lyle  Flanna. 

n Banking  Connection:  Toronto-Dominion  Bank. 

rrporation:  Ontario  (1983).  Private. 

liations: 

Durec,  S.A. 

e of  Services  & Supplies:  Manufacture  of  VAM  premium 
.lections;  Field  Service  - Inspection  and  Supervision  - OCTG. 

nir  Corporation 

1 Office:  Calgary,  AB.  T2P  3T3.  700,  521  - 3 Ave.  S.W. 

(403)  261-5950 

cers  & Key  Personnel  at  this  location: 

ner,  J.J,  Dietrich; 

; ner,  W.D.  Roach. 

' b Banking  Connection:  Canadian  Imperial  Bank  of 
imerce. 

•rporation:  Private. 


Affiliations: 

Addison  & Leyen  Inc.,  Addison  & Leyen  Ltd.,  Concrest  Corporation 
Ltd.,  Kingsley  Land  Company  Ltd.,  Rofamco  Investments  Ltd. 

Type  of  Services  & Supplies:  Well  servicing,  management,  production 
and  exploration. 

Vanoil  Equipment  Inc. 

Main  Office:  Leduc,  AB.  TOE  6M2.  Box  3414,  6623  - 44  St. 
Ph.(403)986-4518  Fax;  958-9335 
Officers  & Key  Personnel  at  this  location: 

Mgr.Dir.,  Leduc,  Lloyd  Gingras; 

Mgr.,  Red  Deer,  Denis  Gingras. 

Type  of  Services  & Supplies:  Vanoil  is  a CNC  machining  facility 
certified  to  ISO  9002-87.  We  manufacture  our  own  VEI  brand  of 
wireline  tools  and  accessories  and  wireline  surface  and  completion 
equipment.  The  company  also  manufactures  a complete  line  of 
perforating  guns  and  accessories  for  its  subsidiary.  Custom  machining 
services,  rental  equipment  services,  redressing  and  pressure  testing 
services.  BOP  and  lubricator  systems,  pulling  and  running  tools, 
knuckle  joints  and  rope  sockets,  mechanical  and  hydraulic  jars, 
impression  blocks  and  bailers,  shitting  tools  and  lock  mandrels, 
equalizing  prongs  and  plugs,  TCP  hardware  and  crossover  subs,  flow 
couplings  and  nipples,  sliding  sleeves. 

Vapor  Tech  Systems 

Main  Office:  Edmonton,  AB.  T5S  1W5.  20715  - 107  Ave. 

Ph.  (403)  447-3308  Fax:  447-4062. 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Keith  Eccles. 

Type  of  Services  & Supplies:  Oilfield  equipment. 

Variperm  (Canada)  Limited 

Main  Office:  Calgary,  AB.  T1 Y 4T7. 12, 3424  - 26  St.  N.E. 

Ph.  (403)  250-7263  Fax;  250-9695 
Officers  & Key  Personnel  at  this  location: 

Sec-Treas.,  David  Bowman; 

Gen. Mgr.,  William  Nurcombe; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Canada  (1969).  Private. 

Co.  Registered  In:  Canada. 

Type  of  Services  & Supplies:  Sand  control,  fishing  services  and 
rental  equipment,  production  packers  and  accessories,  service  packers. 
Manufacture  of  Variperm  sand  screens,  liner  hangers,  stainless  steel 
screens,  production  packers  and  accessories  and  service  packers. 
Supplier  of  Bowen  fishing  tools  and  Bull  Dog  bailer  systems. 

VC  Controlled  Pressure  Services  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  696,  607-  15  Ave. 

Ph.  (403)  955-2029  Fax:  955-8949 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Larry  MacPherson; 

Asst.Mgr.,  Terry  Snyder. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1979).  Private. 

Affiliations: 

EnServ  Corporation. 

Type  of  Services  & Supplies:  Truck  mounted  hydraulic  rig  assist 
snubbing  units,  freeze  and  hot  tap  and  related  pressure  control 
services.  Rod  snubbing  equipment.  Expendable  tubing  end  plugs. 

No.  of  Employees  in  Canada:  40. 

Vector  Oil  Tool  Limited 

Main  Office:  Calgary,  AB.  T2P  2T5.  810,  603  - 7 Ave.  S.W. 
Ph.(403)264-8005  Fax:265-4061. 

Officers  & Key  Personnel  at  this  location: 

Mktg.&SIs.,  Rob  Savoy. 

Type  of  Services  & Supplies:  Design  and  manufacturer  of  downhole 
drilling  tooisfortheenergy  industry.  Drilling  motors  with  0°-3°adjustable 
bent  housings  and  sealed  bearing  assembly,  hydraulic-mechanical 
drilling  jars,  shock  subs. 

Versa  Fibregiass  Products  Ltd. 

Main  Office:  Meeting  Creek,  AB.  TOB  2Z0.  Box  60. 

Ph.  (403)  877-3777 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Prod.Dev.,  Fluibert  De  Boon. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1972).  Private. 

Type  of  Services  & Suppiies;  Fibreglass  underground  and  above 
ground  for  storage  of  water  and  chemical.  Septic  tanks,  holding  tanks, 
and  well  head  shelters. 

No.  of  Employees  in  Canada:  12. 


Versatech  Oil  Tools  Ltd. 

Main  Office:  Calgary,  AB.  T2E  6V2.  3750  - 19  St.  N.E. 
Ph.(403)250-8000  Fax:291-5408. 

Officers  & Key  Personnei  at  this  location: 

Pres.,  W.A.  Meyer; 

Sis.  Rep.,  Steve  English. 

Type  of  Services  & Supplies:  Design  and  manufacture  of  coiled 
tubing  oil  tools  and  service.  Threaded  coiled  tubing  hangers,  flanged 
coiled  tubing  hangers,  dual  well  heads/split  element  C.T.  hangers, 
flapper  check  valves/ball  check  valves,  coiled  tubing  centralizers/ 
tubing  end  locators,  rotating  wash  shoes/knuckle  joints,  Versa-Jet 
velocity  pumps/by  pass  fluid  control  valves. 

Victor's  Machine  Works 

Main  Office:  Caigary,  AB.  T2C  1 J7,  3531  - 78  Ave.  S.E. 

Ph.  (403)  236-7595  Fax:  236-7598, 

Officers  & Key  Personnel  at  this  iocation: 

Exec.  Off.,  Victor  Petrovic. 

Type  of  Services  & Suppiies:  Shafts,  bushings,  clutches,  linkages, 
rig  parts,  custom  made  machine  shop  products  tor  the  oil  and  gas, 
mining,  forestry  and  aerospace  industires. 

Vigrass  Engineering 

Main  Office:  Calgary,  AB.  T3E  4K2. 18  Granlea  PI.  S.W. 

Ph.  (403)  686-2217  Fax:  246-2342 
Officers  & Key  Personnel  at  this  location: 

Contact , Rick  Vigrass,  P.Eng. 

Type  of  Consulting:  Reservoir  engineering  and  economic  evaluations. 
Government  applications  and  reporting.  Well  test  interpretation. 

No.  of  Employees  in  Canada:  1. 

Viper  Drilling  (1984)  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0M2. 1480,  540  - 5 Ave.  S.W. 

Ph.  (403)  237-8833 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Robert  Currie; 

Vice-Pres.  Optns/Mktg.,  Ron  Shefchuk. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1983).  Private. 

Co.  Registered  In:  Saskatchewan,  Manitoba,  Alberta. 

Type  of  Services  & Supplies:  Oilwell  drilling  contractor. 

No.  of  Employees  in  Canada:  70. 

Vision  Gas  Measurement  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3T7. 1550, 736  - 6 Ave.  S.W. 

Ph,  (403)  263-4330  Fax;  264-8509 
Officers  & Key  Personnel  at  this  location: 

Pres.,  C.  David  Banks; 

Vice-Pres.,  Gen, Mgr.,  Larry  M.W.  Rausch. 

Main  Banking  Connection:  National  Bank  of  Canada. 
Incorporation:  Alberta  (1992).  Private. 

Co.  Registered  In:  Alberta  (1992). 

Type  of  Services  & Supplies:  Gas  chart  integration  for  variety  of 
meter  types  including  conventional  circular  charts,  strip  charts,  liquid 
and  positive  displacement  meters.  Chart  auditing,  vision  gas 
measurement  workstations,  gas  measurement  software,  production 
accounting  interfaces  and  interfaces  to  field  data  capture  system.  Gas 
measurement  software,  vision  gas  measurement  workstations, 
integration  equipment. 

No.  of  Employees  in  Canada:  10. 

Vision  Production  and  Revenue 
Accounting  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3T7. 1550,  736  - 6 Ave.  S.W. 

Ph.  (403)  263-4330  Fax:  264-8509 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Larry  M.W.  Rausch. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1992).  Private. 

Co.  Registered  In:  Alberta  (1992). 

Company  Directors:  Larry  M.W.  Rausch. 

Affiliations: 

Partly  Owned:  Vision  Gas  Measurement  Services  Ltd. 

T ype  of  Services  & Supplies;  Production/revenue  accounting,  software 
evaluation,  implementation  and  training,  user  documentation,  special 
projects,  annual  reporting,  consultants  - short/long  term/contracV 
permanent,  gas  measurement. 

No.  of  Employees  in  Canada:  2. 

Visions  Management  Company  Ltd. 

Main  Office:  Calgary,  AB.  T2N  0H1 . 2227  - 2 Ave.  N.W. 

Ph,  (403)  270-4530  Fax:  270-4530 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Xavier  Gosselin. 
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Alberta  Petroleum  Equipment  & Services  Directory 


Incorporation:  Alberta  (1989).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Video  production:  training  and 
instructional  videos;  video  portraits;  video  brochures:  company  profiles; 
corporate  presentations;  internal  communications.  All  production 
services  from  scripting  through  post-production. 

Vitri  Plastics  Inc. 

Main  Office:  Calgary,  AB.  T2H  ONI . 625  - 51  Ave.  S.E. 
Ph.(403)255-1150  Fax:252-1586 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Larry  Steer; 

Accnt., Frank  Downey. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1991).  Partnership. 

Co.  Registered  In:  Alberta  (1991). 

Affiliations: 

Wholly  Owned:  Jade  Marble  Div. 

Type  of  Service:  Manufacturer  of  fiberglass  storage  tanks,  shelters 
and  components.  Wellhead  shelters,  fiberglass  buildings,  custom 
fiberglass  components,  storage  tanks  and  emergency  shutdown 
boxes. 

No.  of  Employees  in  Canada:  5 

Vulcan  Electrical  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  1K4. 18225  - 107  Ave. 

Ph.  (403)  483-0036  Fax:  486-7707 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Dennis  Gehl; 

Area  Mgr.,  Al  MacPherson. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1978).  Private. 

Type  of  Services  & Supplies:  Oilfield,  industrial  electrical  installation 
and  maintenance  for  gas  plants,  compressor-waterflood-pipeline 
stations,  oilfield  pumping  units  plus  battery  and  satellite  automatic 
control  systems.  Complete  supply  of  all  electrical  material  required  for 
construction  and  maintenance  as  above. 

No.  of  Employees  in  Canada:  150. 

Wadeco  Oilfield  Services  Ltd. 

Main  Office:  Leduc,  AB.  T9E  6L9,  Box  3240,  6616  - 45  St. 

Ph.  (403)  986-6063  Fax:  986-6362 
Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Flokanson; 

Gen. Mgr.,  Bob  Russell; 

Main  Banking  Connection:  Bank  of  Montreal, 

Incorporation:  Alberta  (1990).  Private. 

Co.  Registered  In:  Alberta  (1990). 

Type  of  Services  & Supplies:  Sumpless  drilling,  dewatering  of 
municipal  and  industrial  sludges,  solids  control,  fluid  handling. 
Manufacturing,  sales,  service  and  rental  of  centrifuges,  premix  tanks 
and  pumps.  Exclusive  agents  for  Derrick  Flo-Line  Cleaners,  Nor  Mix 
jet  blenders,  Strip-C-Matic  Pipe  Wipers. 

Wainwright  Auto  Supply  (1988)  Ltd. 

Main  Office:  Wainwright,  AB.  TOB  4P0.  Box  1920,  Highway  14. 

Ph.  (403)  842-4307 

Additional  Phone:  (403)  842-4581 

Officers  & Key  Personnel  at  this  location: 

Mgr.  Parts,  Phil  Hauck; 

Off. Mgr.,  Grant  Mills. 

Banking  Connections:  Alberta  Treasury  Branches,  Royal  Bank  of 
Canada. 

Incorporation:  Alberta  (1988).  Private. 

Type  of  Services  & Supplies:  Wholesale  - retail  parts  and  supplies. 
Automobile,  oilfield  and  industrial  supplies. 

No.  of  Employees  in  Canada:  5. 

Waiward  Steel  Fabricators  Ltd. 

Main  Office:  Edmonton,  AB.  T6B  2Y5. 10030  - 34  St. 
Ph.(403)469-1258  Fax:465-4130 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Donald  J.  Cborowsky; 

Mgr.  Prod.,  Theodore  Degner. 

Incorporation:  Alberta  (1971).  Private. 

Type  of  Service:  Supply,  fabrication  and  erection  of  structural  and 
miscellaneous  steel  components  for  buildings. 

No.  of  Employees  in  Canada:  1 1 0. 

Wales  Contractors  Ltd. 

Main  Office:  Grande  Prairie,  AB.  T8V  2Z8.  R.R.1 . 

Ph.  (403)  532-0235  Fax:  532-6700 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gerald  R.  Wales. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1970).  Private. 
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Type  of  Services  & Supplies:  General  oilfield  construction,  seismic 
road  building. 

No.  of  Employees  in  Canada:  15. 

Walker-McDonald  Bits  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2B1 . 6159  - 40  St.  S.E. 

Ph.  (403)  279-2433  Fax:  236-7498 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Bill  Watson; 

SIs.Mgr.,  Darryl  Michalko; 

Main  Banking  Connection:  Royal  Bank  of  Canada, 
Incorporation:  Alberta  (1956).  Private. 

Type  of  Services  & Supplies:  Supply  drilling  bits  to  geophysical, 
mining,  quarrying,  waterwell  and  construction. 

No.  of  Employees  in  Canada:  16. 

Walker  Steel  A Division  of  Emco  Limited 

Main  Office:  Calgary,  AB.  T2P  3R2. 2210, 520  - 5 Ave.  S.W. 
Ph.(403)  264-4146 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Thomas  B.  Irvine; 

SIs.Mgr.,  Glenn  R.  Woolgar. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1979).  Private. 

Affiliations: 

Emco  Limited. 

Type  of  Services  & Supplies:  Manufacture  of  high  pressure  swivel 
joints  and  integral  connections;  manufacture  of  full  range  of  threaded 
and  flanged  wellhead  equipment  to  A.P.I.  specifications,  casing 
bowls,  tubing  heads  and  accessory  equipment;  manufacture  and 
repair  of  A.P.I,  gate  valves,  B.O.P,  for  pumping  wells,  production  and 
custom  machining  services,  and  hardfacing.  Divisions;  Walker 
Wellheads,  Walker  Valve. 

No.  of  Employees  in  Canada:  60 

Walmac  Manufacturing 

Main  Office;  Calgary,  AB.  T2C  2B1. 6159  - 40  St.  S.E. 

Ph.  (403)  279-2433  Fax:  236-7498. 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  William  Watson. 

Type  of  Services  & Supplies:  Manufacturer  of  drilling  bits  used  in 
seismic  exploration,  mining,  quarrying  and  construction  activities. 

G.R.  Walsh  & Associates  Ltd. 

Main  Office:  Calgary,  AB.  T2P  3J4.  750, 700  - 4 Ave.  S.W. 

Ph.  (403)  269-6564, 

Officers  & Key  Personnel  at  this  location: 

Pres.,  George  R.  Walsh. 

Type  of  Consulting:  Natural  gas  - marketing,  contract  negotiation, 
gas  supply  management,  regulatory  matters,  arbitration  proceedings, 
project  management,  engineering  and  construction. 

No.  of  Employees  in  Canada:  5. 

Walsh  Resource  Consulting  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0Z1 . 504,  706  - 7 Ave.  S.W. 

Ph.  (403)  262-7575  Fax:  233-7060. 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gregory  C.  Walsh,  P.Geol. 

Type  of  Consulting:  Reservoir,  operations  and  project  management, 
including  reservoir  engineering  and  geology  evaluations,  production 
operations,  project  design  and  management. 

No.  of  Employees  in  Canada:  4. 

Walters  Oil  Tool  Machine  Ltd. 

Main  Office:  Edmonton,  AB.  T6N  1A2.  9924  - 29  Ave. 

Ph , (403)  462-4744  Fax:  462-4746 
Officers  & Key  Personnel  at  this  location: 

Pres.,  W.R.  Walters; 

Sec.,  Gerry  Walters; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1956).  Private. 

Co.  Registered  In:  Alberta  (1956). 

Affiliations: 

Wholly  Owned:  Horizontal  Augering  Services  Ltd. 

Type  of  Equipment:  Manufacturers  of  down  hole  tools,  drill  stem  test 
tools,  shock  subs,  directional  drilling  tools,  stabilizers,  core  barrels, 
rotary  subs  and  accessories,  surface  equipment.  Drill  stem  test  tools, 
down  hole  tools,  coring  equipment,  seismic  equipment. 

No.  of  Employees  in  Canada:  16. 

Wardin  Well  Servicing  (1975)  Ltd. 

Main  Office:  Edmonton,  AB.  T6H  2J2. 6810  - 103  St. 
Ph.(403)436-1892  Fax:436-8988 


Incorporation:  Alberta.  Private. 

Co.  Registered  in:  Alberta. 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  30. 

Warner  Shelter  Systems  Limited 

Main  Office:  Calgary,  AB.  T2C  2P7. 981 1 - 44  St.  S.E. 

Ph.  (403)  279-7662  Fax;  236-2633 
Canada  & U.S.  Toil  Free:  (800)  661-6155 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Kurt  Warner: 

SIs.Mgr.,  Ron  Melchior. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1980).  Private. 

Type  of  Services  & Supplies:  Rental  of  portable  shelter.  Sales 
tents,  portable  buildings. 

No.  of  Employees  in  Canada:  30. 

Waschuk  Pipe  Line  Construction  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  6A1 . Box  501 1 , 5 Chiles 
Subdivision  Blindman  Industrial  Park. 

Ph.(403)  346-1114 

Officers  & Key  Personnel  at  this  location: 

Pres.,  William  W.  Waschuk; 

Supt.,  Jim  Kilgour, 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1966).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Service:  General  oilfield  and  pipeline  construction,  Jcomple 
spreads  up  to  42  inches. 

No.  of  Employees  in  Canada:  350 

Wasteways  Canada  Ltd. 

Main  Office:  Red  Deer,  AB.  T4N  5E1.  Site  14,  Box  29,  R.R.1. 
Ph.  (403)  343-1 691  Fax:  346-9720 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Terry  O’Connor; 

Mgr.,  Bruce  Sutherland. 

Incorporation:  Alberta  (1986).  Private. 

Type  of  Services  & Supplies:  Oilfield  waste  collection  and  s 
cleaning. 

Waterous  Detroit  Diesel  - Allison  Inc. 

Main  Office:  Edmonton,  AB.  T6E  0A8. 10025  - 51  Ave. 

Ph.  (403)  437-3550  Fax:  437-5864 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  E.A.  Kobe; 

Vice-Pres.  Mktg.,  A.  Zygun; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta.  Private. 

Affiliations: 

'Wajax  Limited. 

Type  of  Services  & Supplies:  Complete  service  facilities  at 
locations  for  rebuilding  of  industrial  engines  and  automa 
transmission,  generator  set  manufacturing  and  installation  a 
component  rebuilding.  24  hour  field  service  and  parts  availability  fr( 
all  locations.  Authorized  distributors  for  Detroit  Diesel  and  Perki 
Diesel  engines,  Allison  automatic  and  powershift  transmissioi 
Kohlergeneratorsets,Herculesdiesel,naturalgasandliquidpropa 
engines,  Rockford  clutches,  AC-Delco  industrial  products  and  relat 
parts  and  components. 

No.  of  Employees  in  Canada:  250. 

Waygard  Coating  Systems  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  524,  2102-5  St. 
Ph.(403)955-2856  Fax:955-7215 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  Gary  Kiziak; 

Mgr.  Prod.,  Wayne  Duncan. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 
Incorporation:  Alberta  (1986).  Private. 

Affiliations: 

Parent  Company:  Nantucket  Rebar  Services. 

Type  of  Services  & Supplies:  Specialty  coating  applicators 
powder,  liquids  and  thermal  plastics  for;  sucker  rod,  rebar,  li( 
standards,  structural  steel,  valves,  fittings,  vessels,  other  indust 
applications.  Sandblasting  and  shot  blasting  services.  Supply 
Anchor  bolts  and  Rebar  couplings. 

No.  of  Employees  in  Canada:  35. 

Waylan  Oilfield  Maintenance  & Services 
Ltd: 

Main  Office:  Grande  Prairie,  AB.  T8\/  4G6. 11003  - 97  Ave. 

Ph,  (403)  538-1 200  Fax:  539-7073 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ed  Wright; 

Purch.Agent,  Ed  Landry. 
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Company  Profiles 


lin  Banking  Connection:  Royal  Bank  of  Canada, 
wporation:  Alberta  (1979).  Partnership. 

Registered  In:  Alberta  (1979),  British  Columbia  (1988). 
pe  of  Services  & Supplies:  All  oilfield  construction,  maintenance, 
eline,  light  and  heavy  hauling.  Shop  fabrication,  contract  production 
srating,  cats,  backhoes,  graders. 

. of  Employees  in  Canada:  105. 


CT  Oilfield  Services  Ltd. 

[in  Office:  Whitecourt,  AB.  T7S  1N6.  Box  594. 
i.  (403)  778-3195 

licers  & Key  Personnel  at  this  location: 
n.Mgr.,  Herb  Meier. 

in  Banking  Connection:  Royal  Bank  of  Canada, 
corporation:  Alberta  (1982).  Private. 

36  of  Services  & Supplies:  Sandblasting,  painting,  internal  tank 
1 spool  coating,  steam  cleaning,  high  pressure  washing  and  flame 
(ting. 

. of  Employees  in  Canada:  12. 

eatherford  Homco 

Jivision  of  Weatherford  Oil  Tool  Co.  Ltd. 

,in  Office:  Nisku,  AB.  TOC  2G0.  Box  250,  507-  13  Ave. 

' (403)  955-7933  Fax:  955-2073 
icers  & Key  Personnel  at  this  location: 

■s.,  Gen. Mgr.,  Karl  Beagrie: 
te-Pres,,  D.  Wikeruk; 

in  Banking  Connection:  Canadian  Imperial  Bank  of 
'pimerce. 

orporation:  Alberta  (1972).  Private, 
illations: 

atherford  International  Inc. 

te  of  Services  & Supplies:  Complete  line  of  downhole  repair  and 
jiedial  tools  and  supervision  including  fishing  tools,  cutting  tools, 
ler-reaming  tools,  internal  and  external  casing  patches  and  rental 
lipment.  Wireline  services  including  freepoint,  backoff,  chemical 
jet  cutting  services, 
of  Employees  in  Canada:  100. 

satherford  Oil  Tool  Co.  (1983)  Ltd. 

n Office:  Edmonton,  AB.  T5M  3E8. 14435  - 116  Ave. 
(403)455-2176  Fax;  452-6830 
leers  & Key  Personnel  at  this  location: 

|s.,  Gen. Mgr.,  R.N.  Goebel; 
t.SIs.Mgr.,  Bob  Rud. 

n Banking  Connection:  Canadian  Imperial  Bank  of 
Amerce. 

jrporation:  Alberta  (1949).  Private, 
nations: 

^therford  International  Inc. 

le  of  Services  & Supplies:  Power  tongs  to  20",  external  pressure 
jing  “Gator  Hawk”  tubing  and  casing. Drill  pipe  spinners  to  11  1/ 
Dasing  collar  bucking  to  20".  Pickup  and  iaydown  pipe  handling 

s,  J.A.M.  torquing  and  Penniyoke  services.  Float  equipment, 
Mchers,  centralizers,  cement  baskets,  stop  collars,  drill  pipe  wipers, 

p pull-back  springs,  drill  pipe  protectors,  thread  lock.  Dual  tubing 
Hre  and  big  inch  handling  tools.  Complete  line  of  primary  cementation 
and  custom  manufacture  of  specialized  tools  for  down-hoie. 

I of  Employees  in  Canada:  38. 

3l-Can  Welding  & Fabrication  Ltd. 

n Office:  Red  Deer,  AB.  T4N  5E1.  Site  15,  Box  7,  R.R.  1 
(403)  343-7355  Fax:  340-8645. 
cers  & Key  Personnel  at  this  location: 

t.  Off.,  Barry  Simpson. 

e of  Services  & Supplies:  Oilfield  equipment;  secondary  steel; 
jctural  steel;  piping;  custom  steel  items;  pressure  vessels;  hydro 
bers;  pump  skids:  dog  houses:  mud  tanks:  skids;  matting; 
structures;  steel  buildings;  catwalks;  flares;  pipe  racks. 

ills  Cargo  Oilfield  Services 

n Office:  Calgary,  AB.  T2G  4P7. 4086  Ogden  Rd.  S.E. 
1(403)264-1140  Fax;  264-7887 
n Banking  Connection:  Royal  Bank  of  Canada, 
jrporation:  Alberta  (1989).  Private, 
e of  Services  Si  Supplies:  Crude  oil  and  condensate  transportation, 
rgency  response  services,  vacuum  trucks.  Authorized  agent  of 
hand,  glycol  and  oilfield  chemicals  completion  and  workover 
|s,  fracturing  and  stimulation  fluids. 

:of  Employees  in  Canada:  60. 

ils-Hali  Fabrication  & Construction  Ltd. 

Office:  Edmonton,  AB.  T6P  1 J8. 61 15  - 30  St. 

403)  465-3391  Fax:  465-3402 


Officers  & Key  Personnel  at  this  location: 

Pres.,  John  Wells. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1979).  Private. 

Co.  Registered  In:  Alberta  (1979). 

Type  of  Services  & Supplies:  Oil  and  gas  production  equipment 
design  and  fabrication.  Separators,  line  heaters,  emulsion  treaters, 
dehydrators,  manifolds,  meter  skids,  satellites,  skid  packaging  and 
spooling. 

No.  of  Employees  in  Canada:  80. 

Wellsite  Industrial  (1985)  Ltd. 

Main  Office:  Viking,  AB.  TOB  4N0.  Box  855. 

Ph.  (403)  336-3459  Fax:  336-3486 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Lorna  Rabby; 

Sec-Treas,,  Doyle  Winezura. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1985).  Private. 

Type  of  Services  & Supplies:  General  oilfield  hauling  and  tank  truck 
service.  Ipsco  and  Prudential  pipe  yard.  Dominion  oilfield  supply 
wellhead  equipment.  Tcpco  float  equipment.  Tank  and  separator 
rentals. 

No.  of  Employees  in  Canada:  12. 

Weitec  Oilfield  Specialties 

A Division  of  Stream-Flo  Industries  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  0C6.  9825  - 60  ,Ave. 

Ph.  (403)  438-6602  Fax:  437-7304 
Toll  Free  Canada  & U.S.:  (800)  265-391 1 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Brian  Callaghan; 

Sis. Mgr.,  Daryl  Loney. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1987).  Private. 

Co.  Registered  In:  Alberta  (1987). 

Affiliations: 

Stream-Flo  Industries  Ltd. 

Type  of  Services  & Supplies:  Weltec-Crown  surface  well  completion 
equipment  including:  polished  rod  clamps,  polished  rods,  flow  tees, 
stuffing  boxes  and  accessories,  rod  rotators,  blow  out  preventers,  back 
pressure  regulators,  tubing  drains,  pollution  control  stuffing  boxes, 
flanged  critical  senhee  com.pletion,  equipment  Weltec-Crown  pipeline 
closures,  rotary  unit  adapters,  specialty  completion  equipment. 

Weltech  ianufacturing  & Services  (1993) 

Main  Office:  Nisku,  AB.  TOC  2G0.  Box  206,  702  - 23  Ave. 

Ph.  (403)  955-7574  Fax:  955-3467 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Serv.Mgr.,  Kevin  Churchill; 

Treas.,  SIs.Mgr.,  Neil  Ross; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1982).  Private. 

Type  of  Services  & Supplies:  Repairs  to  all  makes  of  blowout 
preventers.  Three  Year  and  H^S  Certifications;  repairs  to  all  makes  of 
gate,  ball  valves,  keliy  cocks,  safety  valves.  Repairs  and  maintenance 
to  all  makes  of  accumulator  systems;  blowout  preventer  replacement 
parts;  gate  valve,  kelly  cock  and  accumulator  replacement  parts.  Large 
parts  inventory,  complete  machine  shop  facility. 

No.  of  Employees  in  Canada:  8. 

Wemas  ietal  Products 

Main  Office:  Calgary,  AB.  T2E  2L7.  636  - 36  Ave.  N.E, 

Ph.  (403)  276-4451  Fax:  277-0725 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Georg  Hansen; 

Gen, Mgr.,  Derek  Broadway. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1957).  Private. 

Type  of  Services  & Supplies:  Custom  steel  and  metal  fabricator, 
steel,  aluminum,  stainless  steel  ■ tool  and  die  work,  stamping.  Custom 
designed  equipment  and  structures. 

No.  of  Employees  in  Canada:  52. 

Wermac  Electric  Ltd. 

Main  Office:  Calgary,  AB.  T2C  3C6. 5115-76  Ave.  S.E. 

Ph,  (403)  279-2358 

Officers  & Key  Personnel  at  this  location: 

Pres.,  B.G.  MacKinnon. 

Incorporation:  Alberta  (1983),  Private, 

Type  of  Services  & Supplies:  Manufacturer:  Variable  speed  control 
systems/pumpjack  controllers.  Wholesaler,  electric  motors. 

No.  of  Employees  in  Canada:  9. 


Wesco  Testing  and  Eng.  Inc. 

Main  Office:  Calgary,  AB.  T2H  0T3.  7041  Farrell  Rd.  S.E. 

Ph.  (403)  640-4200  Fax:  640-4203 
Officers  & Key  Personnel  at  this  location: 

Pres.,  D.L.  Steelbrand; 

Mgr.  Testing,  Don  Allison. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1977).  Private. 

Co.  Registered  In:  Alberta. 

Type  of  Services  & Supplies:  Wireline  services;  bottom  hole 
mechanical  and  electronic  pressure  recorders;  oil  and  gas  well  testing; 
production  testing  equipment  rentals;  mechanical  and  electronic 
pressure  recorder  rentals. 


Wespen  Industries  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2H2.  5316  - 36  St,  S.E, 

Ph.  (403)  279-6254  Fax:  236-8722 
Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  B.K,  Bhatt. 

Types  of  Services  & Supplies:  Zinc  and  cadmium  electroplating, 
metal  fabrication. 

West  Canadian  Graphic  Industries  Inc. 

Main  Office:  Calgary,  AB.  T2R  0B5.  901  - 10  Ave.  S.W, 

Ph.  (403)  245-2555  Fax:  244-6426 
Officers  & Key  Personnel  at  this  location: 

Pres.,  George  Breokman; 

V'ice-Pres.  Reprographics,  Paul  Cunningham; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  (1952),  Private. 

Type  of  Services  & Supplies:  Plotting,  driprint,  laser  color  copying, 
photographic  reproductions,  microfilming,  xerography  (5080),  high 
volume  photocopying  equipment.  Microfilm  equipment,  shredders, 
optical  disk  systems.  Scanning  services. 

No.  of  Employees  in  Canada:  126, 

West  Valley  Energy  Services  Ltd. 

Main  Office:  Bentley,  AB.  TOC  OJO.  Box  67, 

Ph.  (403)  748-3950  Fax:  748-4566 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Steve  L.  Konez; 

Gen. Mgr.,  George  Brown. 

Main  Banking  Connection:  Parkland  Savings  & Credit  Union. 
Incorporation:  Alberta  (1990).  Private, 

Type  of  Services  & Supplies:  Mobile  steamers,  pressure  washing 
vacuum  service,  snow  cleaning,  lease  mowing,  painting,  maintenance 
crews  and  hydrovac.  Lease  construction,  contract  operating,  pipeline 
construction. 

No.  of  Employees  in  Canada:  12. 

West  Valley  Steamers  (1990)  Limited 

Main  Office:  Bentley,  AB.  TOC  OJG.  Box  67. 

Ph.  (403)  748-3950  Fax:  748-4566 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Steve  Konez; 

Gen. Mgr.,  George  Brown, 

Main  Banking  Connection:  Parkland  Savings  & Credit  Union. 
Incorporation:  Alberta  (1990).  Private. 

Type  of  Services  & Supplies:  Mobile  steamers,  pressure  washing, 
vacuum  service,  snow  clearing,  lease  mowing,  painting,  maintenance 
crews  and  hyd.rovac. 

No.  of  Employees  in  Canada:  15. 

Westan  Oilfield  Services  Ltd. 

Main  Office:  Edmonton,  AB.  T6H  5P6. 15121  - 42  Ave, 

Ph.  (403)  430-6067 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Stan  Halenar; 

Sec-Treas.,  Stella  Halenar. 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Alberta  (1978).  Private. 

Type  of  Equipment:  General  oilfield  hauling  on  site,  overhauling  and 
servicing  ail  types  of  pumping  units.  3/4  truck,  1 ton,  1 2 ton  and  1 5 ton 
picker  trucks,  all  parts  required  for  maintenance  and  repair  of  pumping 
units. 

No.  of  Employees  in  Canada:  7. 

Westcamp  Catering  (1981)  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  1E7. 17221  - 106  Ave. 

Ph.  (403)  489-7734  Fax:  484-2441 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Vernon  Poeter; 

Mgr.  Mktg.,  Kevin  Poeter. 

Main  Banking  Connection:  Bank  of  Montreal, 
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Incorporation:  Alberta  (1981).  Private. 

Type  of  Services  & Supplies:  To  supply  camp  and/or  catering  needs 
to  the  oilfield  and  construction  industry.  All  lines  of  industrial  camps 
and  all  catering  supplies. 

No.  of  Employees  in  Canada:  150. 

Westech  Industrial  Ltd. 

Main  Office:  Calgary,  AB.  T2H  1Z6.  5636  Burbank  Cres.  S.E. 

Ph.  (403)  252-8803  Fax:  253-6803 
Officers  & Key  Personnel  at  this  location: 

SIs.Mgr.,  Ian  D.  Brodie. 

Type  of  Services  & Supplies:  Installation  of  analyzers  and  general 
instrumentation  in  panels,  enclosures  and  self  contained  shelters. 
Analyzer  and  sample  conditioning  system  engineering  and 
construction.  Instrument  specifications  and  data  sheets.  Complete 
service  and  maintenance  contracts. 

Western  Cinevision  Corp. 

Main  Office:  Calgary,  AB.  T2G  4C2.  627  Manitou  Rd.  S.E. 
Ph.(403)243-0811  Fax:243-0798 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Alan  D.  Waldie; 

Vice-Pres.,  Gen. Mgr.,  Don  Peddle; 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1987).  Private. 

Affiliations: 

Parent  Company:  Ensel  Corporation. 

Type  of  Services  & Supplies:  Industrial  communication  equipment, 
sales,  service  and  rentals.  Sony,  3M,  Hitachi,  Sennheiser,  Strand, 
Toshiba,  Vicon,  Mitsubishi,  GSL,  Truevision,  Audio/Visual  industrial 
products.  Computerhardware.  3D  Graphic  software.  Security  camera. 
Multi  media  production  equipment.  Leasing  available. 

No.  of  Employees  in  Canada:  19. 

Western  Co-Operative  Fertilizers  Limited 

Main  Office:  Calgary,  AB.  T2P  2N1 . Box  2500,1 1111  Barlow  Tr. 
S.E. 

Ph.(403)279-1100  Fax:279-1141 

Officers  & Key  Personnel  at  this  location: 

Pres.,  C.E.O,,  K.H.  Komitsch  (279-1114); 

Vice-Pres.  Mktg.,  E.L  Rurak  (279-1140); 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  (1964).  Private. 

Affiliations: 

Alberta  Wheat  Pool,  Manitoba  Pool  Elevators,  Saskatchewan 
Wheat  Pool. 

Type  of  Services  & Supplies:  Supplier  and  distributor  of  fertilizers. 
No.  of  Employees  in  Canada:  62. 

Western  Drill  Collar  Insp.  Ltd. 

Main  Office:  Sherwood  Park,  AB.  T8A  4E9.  329  Kaska  Rd. 

Ph.  (403)  464-3335  Fax:  464-3336 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Danny  Lamb; 

Vice-Pres.,  Duane  Doig  (922-2572). 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1969).  Private, 

Co.  Registered  In:  Alberta  (1969). 

Type  of  Services  & Supplies:  Oilfield  inspection  service.  Non- 
destructive testing  of  materials,  refacing  service. 

No.  of  Employees  in  Canada:  4. 

Western  Explosives  Ltd. 

Main  Office:  Calgary,  AB.  T2C  2X5. 192,  200  Rivercrest  Dr.  S.E. 

Ph,  (403)  236-9160  Fax:236-5625 

Toll  Free:  (800)  565-8375 

Officers  & Key  Personnel  at  this  location: 

Pres.,  David  Mairs; 

Vice-Pres.,  Bill  Thompson: 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1987).  Private. 

Type  of  Services  & Supplies:  Distributor  of  explosives  and  supplies. 
No.  of  Employees  in  Canada:  25. 

Western  Hard  Chrome  Plating  Co.  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  3G1.  5730  - 96  St. 

Ph.  (403)  434-9458  Fax:  434-9400. 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Rainer  Mueller. 

Types  of  Services  & Supplies:  Electroplating,  metal  finishing, 
electro-galvanizing,  machine  shop. 


Western  Industrial  Laboratories  Limited 

Main  Office:  Edmonton,  AB.  T6E  4A4.  8109  - 102  St. 

Ph.  (403)  439-7969  Fax:  433-6362 
Officers  & Key  Personnel  at  this  location: 

Pres,,  Gen. Mgr.,  Lawrence  L.  Alexander; 

Off. Mgr.,  William  G.  Alexander; 

Incorporation:  Alberta  (1954),  Private. 

Type  of  Services  & Supplies:  General  laboratory  analytical  service 
for  air  pollution  monitoring,  total  and  fixed  dustfall  monitoring,  water 
analysis,  sewage  analysis,  microbiological  examination  of  water  and 
waste  water. 

No.  of  Employees  in  Canada:  10. 

Western  Instruments,  Inc. 

Main  Office:  Edmonton,  AB.  Hwy.  794  & Township  Rd.  543. 
Mailing  address:  St.  Albert,  AB.  T8N  1M8.  Box  72,  Site  2,  R.R.  1. 
Ph,  (403)  459-6720  Fax:  459-7837 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Alex  Palynchuk; 

SIs.Mgr.,  Mark  Palynchuk. 

Incorporation:  Alberta  (1966).  Private. 

Type  of  Services  & Supplies:  Manufacturers  of  automatic  ultrasonic 
testing  equipment  fortube  and  pipe,  rail,  billets,  etc.  Contract  research 
and  development  in  non-destructive  testing. 

No.  of  Employees  in  Canada:  22. 

Western  Land  Services  Co.  Ltd. 

Main  Office:  Calgary,  AB.  T2P  0S2. 1100,  550  - 6 Ave.  S.W. 
Mailing  address:  Calgary,  AB.  T2P  0S2,  Box  6688,  Stn,  D. 

Ph.  (403)  266-3076 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Gen. Mgr.,  John  0.  Davis; 

Vice-Pres.,  Gary  J.  Weiier. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta.  Private. 

Co.  Registered  In:  Manitoba,  Saskatchewan,  Alberta,  British 
Columbia,  Ontario. 

Affiliations: 

Western  Land  Services  Inc. 

Type  of  Services  & Supplies:  Comprehensive  land  and  mineral 
agency  throughout  Canada,  N.W.T.  and  the  Northern  United  States. 
Confidential  mineral  acquisition.  Lease  plays.  Crown  sales,  bidding 
and  filing,  Complete  right-of-way  acquisition,  Pipeline  permits,  crossing 
agreements,  construction  attendance,  expropriations,  well  site  and 
flowiine  acquisitions,  arbitration  cases,  seismic  permitting.  Settlement 
of  damages.  Licencing  of  wells,  Acquisition  of  plant  and  battery  sites. 
Service  of  legal  documents.  Mineral  evaluations.  Unitization  pi-ojects. 
Complete  land  titles  and  registry  searches  and  registration  throughout 
Canada  and  the  northern  United  States.  Records  set  up  and 
maintenance.  Appraisals  and  Consulting. 

No.  of  Employees  in  Canada:  25. 

Western  NDT  Sales 

Main  Office:  Edmonton,  AB.  Hwy.  794  & Township  Rd.  543, 
Mailing  address:  St.  Albert,  AB.  T8N  1M8.  Box  72,  Site  2,  R.R.1, 
Ph.  (403)  484-241 0 Fax:  484-3386 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr,,  Mark  Palynchuk. 

Incorporation:  Alberta  (1983).  Private. 

Affiliations: 

Electronicare. 

Type  of  Services  & Supplies:  Sales,  repair  and  rental  of  non- 
destructive testing  equipment.  Magnaflux  - dye  penetrant,  magnetic 
particle  supplies  and  equipment,  Branson  - ultrasonic  cleaners, 
Sonatest  - ultrasonic,  thickness  gauges,  flaw  detectors,  probes; 
Magnaflux -thickness  gauges;  Stresstel-ultrasonic  thickness  gauges, 
Spectronics  black  lights  and  meters;  Electro-spect-yokes(AC,  AC/ 
DC,  permanent  magnet).  Hardness  testers  and  supplies,  Speedcheck 
- vessel  inspection  parts,  borescopes,  coating  thickness  gauges, 
Eddy  current  instruments,  other  NDT  supplies  and  accessories. 

No.  of  Employees  in  Canada:  12. 

Western  Polymers  Limited 

Main  Office:  Calgary,  AB.  T2E  6WI.  B,  1003  - 55  Ave.  N.E. 

Phi.  (403)  295-7194  Fax:  295-7196. 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Alan  S.  Huehn. 

Type  of  Services  & Supplies:  Pipe  thread  protectors,  conveyor 
systems,  lift  truck,  mining  machinery,  oilfield  production  machinery. 

Western  Rock  Bit  Company  Limited 

Main  Office:  Calgary,  AB.  T2H  1C3.  510-77  Ave.  S.E. 

Mailing  address:  Calgary,  AB.  T2H  1X3.  Box  5214,  Stn. A. 

Ph.  (403)  255-0141  Fax:  255-01 59 


Officers  & Key  Personnel  at  this  location: 

Pres.,  D.J.  (Doug)  Wall; 

Vice-Pres,  Fin.&  Admin.,  M.H.  (Mike)  Hilton; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta,  Private. 

Type  of  Services  & Supplies:  Distributor  of  Hughes  Christenser 
oilfield  rock  bits.  Manufactures  vessels  and  gas  equipment,  such  a; 
L.P.G.,N.G.L.,NH3  storage  tanks,  delivery  tanks;  L.P.G.  dispensers 
L.P.G.  refueller  packages;  vaporizer  packages;  meter  packages 
pump  packages;  compressor  packages;  NH3  applicator  tanks,  nursr 
tanks  and  farms  wagons;  Steel  Pennstock. 

No.  of  Employees  in  Canada:  88. 

Western  Valve  Services  (1993)  Inc 

Main  Office:  Calgary,  AB.  T2C  1J3.  3102  - 80  Ave.  S.E. 

Ph.(403)236-3656  Fax:236-1981 

Toll  Free:  (800)  858-3656 

Officers  & Key  Personnel  at  this  location: 

Pres.,  H.  John  Clay. 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1960).  Private. 

Type  of  Services  & Supplies:  Valve  repair  service  company. 

No.  of  Employees  in  Canada:  15. 

Westhaven  Chemicals  Ltd. 

Main  Office:  Okotoks,  AB.  TOL 1T0.  Box  389. 

Ph,  (403)  938-2515  Fax:938-6035 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Brian  Burness; 

Sec-Treas.,  Randall  Norland. 

Main  Banking  Connection:  Alberta  Treasury  Branches, 
Incorporation:  Alberta  (1988).  Private, 

Affiliations: 

Nutro  Oilfield  Chemicals,  Nutro  Products  Corp.,  Speed  Specialty 
Products. 

Type  of  Services  & Supplies:  Oilfield  production  chemicals.  Corrosio 
inhibitors,  demulsifers,  water  treatment  chemicals,  H^S  scavenger 
and  other  specialty  chemicals.  Warehouses  located  in  Fort  St.  Joht 
BC,  and  Calgary,  AB. 

No.  of  Employees  in  Canada:  4. 

Westland  Incinerator  Co.  Ltd. 

Main  Office:  Edmonton,  AB.  T5S  1X8. 20208  - 1 10  Ave.  N.W. 
Ph.  (403)  447-5052  Fax:  447-4912 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Vernon  Abel; 

Sec.,  Richard  Abel, 

Main  Banking  Connection:  Alberta  Treasury  Branches, 
Incorporation:  Alberta  (1984).  Private. 

Type  of  Services  & Supplies:  Manufacturing,  sales  and  servic 
Incinerators  and  incinerator  parts. 

No.  of  Employees  in  Canada:  3. 

Westiund  Industrial  Supply 

A Division  of  Emco  Limited 

Main  Office:  Edmonton,  AB.  T6E  5S5. 5105  - 75  St. 

Ph.  (403)  463-7473  Fax:  462-0392 
Officers  & Key  Personnel  at  this  location: 

Optns.Mgr.,  Ryan  Mock; 

SIs.Mgr.  Alberta,  Dale  Raddis. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1963).  Private. 

Affiliations: 

Emco  Limited. 

T ype  of  Services  & Supplies:  I ndustrial  distributor.  T ype  of  supplie 
T ubuiar  - CW,  ERW,  DSAW,  Seamless.  All  grades  and  sizes,  New( 
valves,  full  range  of  flanges  and  fittings  including  Lo-Temp  materii 
Specialty  products,  geotextiles,  tapecoat  and  instrumentation. 

No.  of  Employees  in  Canada:  80. 

Westquip  Diesel  Sales  (Alta.)  Ltd. 

Main  Office:  Edmonton,  AB.  T5M  2X2. 16805  - 113  Ave. 

Ph.  (403)  486-2645 

Officers  & Key  Personnel  at  this  location: 

Mgr.,  E.W.  (Gene)  Dumont. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1981).  Private. 

Type  of  Services  & Supplies:  Diesel  engine  distributor,  generatii 
sets,  geo-technical  drills  and  tooling,  anti-vibration  products  - sale 
service.  Diesel  engines  (Lombardini  and  Isuzu)  Mobile  Drill  produc 
- drills  and  tooling,  Novibra  anti-vibration  mounts. 

No.  of  Employees  in  Canada:  5. 
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estway  Electrical  Supplies  & Services 

lin  Office:  Edmonton,  AB.  T5M  2W1 . 1 5806  - 1 1 2 Ave, 

(403)  453-5757  Fax:  454-4955 
itts:  (800)  661-9642 

(icers  & Key  Personnel  at  this  location: 

js.,  Dennis  Gehl: 

e-Pres.,  Gen. Mgr.,  Gary  Tetzlaff; 

in  Banking  Connection:  Bank  of  Montreal. 

forporation:  Alberta  (1984).  Private. 

ae  of  Services  & Supplies:  Supply  of  industrial  electrical  material 

i equipment,  new  and  used  to  the  oilfield  industry , Tech  cable,  cable 

/,  explosion  proof  fittings  and  lighting,  control  relays  and  fuses, 

trumentation  devices,  conduit  and  wire,  grounding  fittings  and 

ctric  motors.  Buy  surplus  electrical  inventories. 

. of  Employees  in  Canada:  7. 

estwind  Pipe  Laydown  Service  Ltd. 

in  Office:  Longview,  AB.  TOL  1H0, 131  Kee  Drive, 
iling  address:  Longview,  AB.  TOL  1H0.  Box  149. 

(403)  558-3681 

icers  & Key  Personnel  at  this  location: 
per,  Harvey  Hummel, 
brporation:  Private. 

pe  of  Equipment:  Pipe  laydown  - drill  pipe,  casing,  tubing, 
of  Employees  in  Canada:  3. 


harfdale  Enterprises  Ltd. 

in  Office.  Carvel,  AB.  TOE  OHO.  R.R. : 


(403)963-6018  Fax:963-6018, 

cers  & Key  Personnel  at  this  location: 
c.Off.,  Jim  Jackson. 

|ie  of  Services  & Supplies:  Foam  plugs,  air  plugs,  other  specialty 

|ieatley  Canada  Ltd. 

n Office:  Calgary,  AB.  T2G  4B4. 4616  Manhattan  Rd.  S.E. 

(403)  243-4236  Fax:  243-7909 
icers  & Key  Personnel  at  this  location: 

^-Pres.,  Gen. Mgr.,  John  W.H.  Geddes; 

Mgr.,  J.B.  (Brian)  Eddy; 

n Banking  Connection:  Toronto-Dominion  Bank. 

prporation:  Alberta  (1947). 

nations: 

eatley  Corporation. 

ie  of  Services  &.  Supplies:  Manufacturer  of  Wheatley  pumps  and 
|ck  valves;  Fabricator  of  pump  skid  packages;  complete  parts  and 
Vice  for  Wheatley  pumps  and  valves,  Omega  pumps,  Gaso  pumps, 
steam.  Clif  Mock  and  Kimray  products.  Suppliers  of  Wheatley 
procating  pumps;  Wheatley  check  valves;  Omega  well  servicing 
drilling  pumps;  Texstream  pumps  and  valves;  Clif  Mock  meters, 
orders,  samplers,  and  orifice  fittings;  Gaso  plunger  and  piston 
ps,  Kimray  glycol  pumps,  control  valves,  regulators  and  controls, 
ilson  bottomhole  pumps,  sucker  rods  and  safety/control  valves. 
Ilof  Employees  in  Canada:  90. 

peels  Anchoring  Service  Ltd. 

n Office:  Brooks,  AB.  T1 R 1 B5.  Box  466. 

(403)  362-5696 
,ular:  793-0455 
ular:  362-0594 

cers  & Key  Personnel  at  this  location: 
p.,  Barry  Wilson. 

1 Banking  Connection:  Brooks  Savings  & Credit  Union, 
fporation:  Alberta  (1994).  Private. 

___  Registered  In:  Alberta. 

of  Services  & Supplies:  Oilfield  anchor  installation  and  pull 
!ng,  buried  line  location  equipment  available.  1 ton  4x4’s. 
of  Employees  in  Canada:  3. 

.lipstock  Systems  Inc. 

1 0ffice;  Calgary,  AB.  T2P  1X5. 1905,  505  - 6 St.  S.W. 
(403)237-0730  Fax;  261-5627 
:ers  & Key  Personnel  at  this  location: 

,,  Gerald  H.  Edwards; 

Tech.Serv.,  Richard  J.  Leason. 

1 Banking  Connection;  Canadian  Imperial  Bank  of 
imerce. 

irporation;  Alberta  (1979).  Private. 

Registered  In:  British  Columbia,  Manitoba,  Saskatchewan, 

Iming. 

iations; 

)lly  Owned:  Whipstock  Systems  Limited 

sr:  Guided  Horizontal  Drilling  Inc.,  Whipstock  Systems  Inc. 

A 


Type  of  Services  & Supplies:  Directional  drilling,  horizontal  drilling, 
well  bore  re-entry  and  sidetracking;  bore  hole  surveying  and  deviation 
control  consulting.  Mud  motors,  permanent  and  retrievable  whipstocks, 
measurement-while-  drilling  survey  instrumentation,  magnetic  single 
shot  and  magnetic  multi-  shot  survey  instrumentation,  electronic  single 
shot  and  multi-shot  survey  instrumentation,  electric  wireline  steering 
tool,  non-magnetic  survey  drill  collars  and  stabilizers,  roller  reamers, 
stabilizers  and  tapered  blade  reamers,  diamond  bits  and  mills. 

No.  of  Employees  in  Canada:  25. 

Widney  Well  Servicing 

Main  Office:  Edmonton,  AB.  T6P  1K1.  3201  - 84  Ave. 

Ph.  (403)  449-61 01  Fax:  449-1 756 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Dan  Widney; 

Vice-Pres.,  Gen. Mgr.,  Mark  Widney; 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Private. 

Co.  Registered  In:  Alberta. 

Affiliations: 

Parent  Company:  Brockham  Oilwell  Servicing  (1986)  Ltd. 

Type  of  Services  & Supplies:  Oilwell  servicing  contractor. 

No.  of  Employees  in  Canada:  50. 

Bill  Wigley  Auction  Service  Ltd. 

Main  Office:  Calgary,  AB.  T2E  8K7. 2020  Pegasus  Rd.  N.E. 

Ph.  (403)  291-0900 

Officers  & Key  Personnel  at  this  location: 

Pres.,  W.F.  Wigley. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Commercial  and  industrial  auctions; 
specializing  in  complete  on  site  unreserved  auctions.  Will  guarantee  or 
purchase  outright. 

Wika  Instruments  Canada  Ltd. 

Main  Office:  Edmonton,  AB.  T6E  5V8.  9783  - 45  Ave. 

Ph . (403)  438-6662  Fax:  437-0889 
Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Ray  Formanski. 

Main  Banking  Connection:  Bank  of  Nova  Scotia. 

Incorporation:  Canada  (1985).  Private. 

Affiliations: 

Parent  Company:  Alexander  Wiegand  GMBH  & Co. 

Type  of  Services  & Supplies:  Instrumentation  sales  and  service. 
Pressure  and  temperature  gauges,  transmitters,  instrumentation  and 
accessories. 

No.  of  Employees  in  Canada:  14. 

Wild  Card  Enterprises  Ltd. 

Main  Office:  Drayton  Valley,  AB.  TOE  OMO.  Box  7227,  5120  - 54 
St. 

Ph.  (403)  542-4735  Fax:  542-6909 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Wyatt  Gilbertson; 

Gen. Mgr.,  Gary  Matthews: 

Main  Banking  Connection:  Alberta  Treasury  Branches, 
incorporation;  Aiberta  (1977).  Partnership. 

Co.  Registered  In:  Alberta  (1977). 

Type  of  Services  & Supplies:  Instrumentation  sales,  service,  repair 
and  calibration  of  all  measurement  meters;  oil,  gas,  water  and  control 
systems.  Pressure  temp  flow  etc.  (proving  to  H.P.  Meters).  Oil  and  gas 
plant  turn  around  specialists.  Contract  operating  - gas  and  oil  wells/ 
plant.  Oil  and  gas  well  operating.  Ail  major  brands  of  meters,  controls, 
fittings  related  to  instrumentation.  Example;  Fisher,  National, 
Halliburton,  Amot,  Rosemont,  G.E.,  ITT  Barton,  Kimray.  Experienced 
operators  with  full  equipped  units  or  you  supply  units. 

No.  of  Employees  in  Canada:  34. 

Wildrose  Geological  Services  Ltd. 

Main  Office:  Calgary,  AB.  T2P  1J2. 1034  - 8 Ave.  S.W. 
Ph.(403)262-9149  Fax:266-5142. 

Officers  & Key  Personnel  at  this  location: 

Exec.Off.,  Michael  Shehata. 

Type  of  Services  & Supplies:  Plastic  moulding  of  vials  and  plastic 
trays  specialized  in  sample  collection  during  oil,  gas  or  water  well 
drilling,  microscopes,  geological  and  well-site  supplies. 

Wlifley  of  Canada  Ltd. 

Main  Office:  Calgary,  AB.  T2W  4C6.  75  Woodford  Cres.  S.W. 
Ph.(403)238-0586  Fax:238-0610 

Officers  & Key  Personnel  at  this  location: 

Rep.  Sis. Mgr.,  Gerry  Belyk. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1976).  Private. 


Co.  Registered  In:  Alberta  (1977). 

Affiliations: 

Parent  Company:  A.R.  Wilfley  & Sons  Ltd. 

Type  of  Services  & Supplies:  Problem  solving,  application  of 
equipment  to  a particular  service.  Supply  of  pumps  and  valves. 

No.  of  Employees  in  Canada:  10. 

Williams  Instrument  Company  Inc. 

Main  Office:  Edmonton,  AB.  T6E  5Z7.  9357  - 45  Ave. 

Ph.  (403)  434-9471  Fax:  435-6560 
Officers  & Key  Personnel  at  this  location: 

Mgr.,  Ian  McBride; 

SIsmn.,  Hubert  Gartner; 

Incorporation:  Private. 

Type  of  Services  & Supplies:  Manufacturer  of  chemical  metering 
pumps.  Pnuematic  metering  pumps,  Odorant  Injection  systems  - 
Kenco  gauges  and  oil  controllers  - MAX  low  flow  meters. 

No.  of  Employees  in  Canada:  4. 

Willowgien  Systems 

A Division  of  Datek  Industries  Inc. 

Main  Office:  Edmonton,  AB.  T6E  4Y5.  8522  Davies  Rd. 

Ph.  (403)  465-1 530  Fax:  465-01 30 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Peter  Van  derZee; 

Dir.  Sls.&  Mktg.,  Dallas  Hauge; 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1971).  Private. 

Affiliations: 

Parent  Company:  Datek  Industries  Inc. 

Vifholly  Owned:  Willovi/glen  Sewices  Pte.  Ltd. 

Partly  Owned:  SCADA  Systems  & Services  Ltd.  (UK). 

Type  of  Services  & Supplies:  Complete  SCADA  system  development, 
maintenance,  installation  and  project  management.  Turnkey 
Supervisory  Control  and  Data  Acquisition  (SCADA)  systems  based  on 
SCADACOM®  master  station  software  (UNIX®based);  ViSTA®ll 
SCADA  master  stations,  front  end  processors  and  submaster  (PC- 
based);  and  Datek  Model  801 6 and  1 208  intelligent  industrial  Remote 
Terminal  Units. 

No.  of  Employees  in  Canada:  40. 

Wiiron  Equipment  Ltd. 

Main  Office:  Edmonton,  AB.  T5L  0T5. 12607  - 125  St. 

Ph.  (403)  452-4490 

Officers  & Key  Personnel  at  this  iocation: 

Chf.Eng.,  Bill  Lapchuk. 

Main  Banking  Connection:  Bank  of  Nova  Scotia, 
incorporation:  Alberta.  Private. 

Type  of  Services  & Supplies:  Pump  and  compressor  specialists. 
Engineering,  sales,  packaging,  repair  and  machine  shop  facilities  for 
all  types  of  industrial  equipment.  Sundyne  API  pumps  and  compressors; 
Aurora  pumps;  Dean  Brothers  pumps;  Nagle  pumps;  Blackmer  rotary 
pumps;  Quincy  air  compressors;  FMC  recip,  pumps;.  Seepex 
progressive  cavity  pumps. 

No.  of  Employees  in  Canada:  60. 

Wilson  International  Trade  Consultants  Inc. 

Main  Office:  Edmonton,  AB.  T6E  5P8.  9735  - 42  Ave, 

Ph.  (403)  462-1238  Fax:  462-9150 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Bruce  A.  Wilson; 

Vice-Pres.,  Rod  L.  Schultz. 

Type  of  Services  & Supplies:  An  international  specialist  dedicated  to 
assisting  companies  in  exporting  their  goods  or  services  to  the 
international  marketplace.  Company  also  provides  problem  solving, 
new  market  I.D.,  government  liaison  and  negotiations  for  existing 
exporters.  Wilson  International  has  a network  of  over  300  agents 
covering  over  100  countries  and  can  assist  foreign  buyers  in  locating 
Alberta  suppliers  of  goods  and  services. 

Wirtanen  Electric  Ltd. 

Main  Office:  Edmonton,  AB.  T6H  2H3.  5635  - 103  St. 

Ph.  (403)  434-8421  Fax:  437-2658 
Officers  & Key  Personnel  at  this  location: 

Pres.,  George  Wirtanen. 

Incorporation:  Alberta  (1953).  Private. 

Type  of  Services  & Supplies:  Electrical  instruments/systems  and 
apparatus  rentals.  Repairs,  calibration  modification  of  instrument  and 
power  relays.  Repairs  switchgear  and  transformers.  Sales, 
reconditioned  instruments  and  apparatus. 

No.  of  Employees  in  Canada:  20. 
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World  Wide  Customs  Brokers  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2M6.  Box  2338,  Stn.  M. 

Ph.  (403)  291  -2543  Fax:  291  -0361 . 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Desmond  E.  Gouveia. 

Type  of  Services  & Supplies:  Licensed  customs  brokers  with 
representation  at  all  points  across  Canada,  duty  relief  specialists  and 
consultants,  international  freight  forwarders. 

Wren  Sales  (92)  Ltd. 

Main  Office:  Calgary,  AB.  T3C  OKI . 1 24, 1 71 1 - 1 0 Ave.  S.W. 
Ph.(403)  229-1731 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Keith  Mundle; 

Sec-Treas.,  Beryl  Mundle. 

Main  Banking  Connection:  Wood  Gundy  Inc. 

Incorporation:  Alberta  (1992).  Private. 

Co.  Registered  In:  Alberta  (1992). 

Type  of  Services  & Supplies:  Custom  molded  urethane  products. 
Thread  protectors,  desilter  cones,  gas  sample  bottle  protectors, 
sucker  rod  couplings,  stuffing  box  packing  etc. 

No.  of  Employees  in  Canada:  2. 

Xetec  Ltd. 

Main  Office:  Rocky  Mountain  House,  AB.  TOM  1T0.  Box  1328. 
Ph.  (403)  845-5355 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Miles  Wright  (729-2470); 

Sec-Treas.,  Colleen  Wright  (729-2470). 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta  (1978).  Private. 

Type  of  Services  & Supplies:  Non-destructive  testing:  radiography, 
ultrasonics,  magnetic  particle,  liquid  penetrant,  and  visual  inspections. 
No.  of  Employees  in  Canada:  6. 

XM-5  Petroleum  Products 

Main  Office:  Calgary,  AB.  T2N  2E8. 1217  - 17A  St.  N.W. 

Ph.  (403)  282-3087 

Officers  & Key  Personnel  at  this  location: 

Pres.,  H.  Peter  Fischer. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 

Incorporation:  Alberta  (1985).  Private. 

Type  of  Services  & Supplies:  Distributors  of  XM-5  oil  stabilizer,  a 
superior  lubricant  used  in  crank-cases,  transmissions  and  hydraulics. 

No.  of  Employees  in  Canada:  1 . 

Xtel  International  Ltd. 

Main  Office:  Sherwood  Park,  AB.  T8A  3X3. 15,  2016  Sherwood 
Dr. 

Ph.  (403)  464-7059  Fax:  489-3880 

Officers  & Key  Personnel  at  this  location: 

Vice-Pres.Mktg.Optns.,  Bruce  A.  Silzer,  CACE; 

Pres.,  David  Hickle,  PEng. 

Type  of  Services  & Supplies:  Telecommunications  consulting, 
design  and  manufacture.  An  accredited  consulting  engineering  practice 
founded  in  1989.  Xtel  is  an  Alberta-based  telecommunications, 
manufacturing  company  focused  around  its  research  and  development 
capabilities,  specifically  in  the  ares  of  object-oriented  software 
modelling,  microprocessor  and  DSP  implementation,  and  R.F.  (radio) 
transmission.  Xtel  has  substantial  H.R.D.  expertise  in  instructional 
design,  skill  assessment,  QFDTTQ,  facilitative  thinking  tools,  and 
strategic  planning.  XtelAlert®,  a state-of-the-art  voice  automated 
alarm  monitoring/control  product,  cost-effectively  improves  remote 
asset  protection  with  high  reliability  SCADA/telemetry  technologry. 

Zantec  Inc. 

Main  Office:  Calgary,  AB.  T2H  2P6.  Box  19.  200B,  1209  - 59 
Ave.  S.E. 

Ph.  (403)  236-2434  Fax:  279-3692 
Officers  & Key  Personnel  at  this  location: 

Pres.,  W.B,  Powell,  P.Eng.: 

Sr.Supt.  Constr.,  T.B.  Clark, 

Main  Banking  Connection:  Alberta  Treasury  Branches. 
Incorporation:  Alberta.  Private, 

Co.  Registered  In:  Alberta,  Saskatchewan,  British  Columbia. 

Affiliations: 

Parent  Company:  Kvaerner  Process  System  a.s. 

Type  of  Service:  Full  range  of  design  and  construction  services  for 
the  oil,  gas,  natural  resource,  power  and  petrochemical  industries. 
Engineering,  procurement  and  construction  for  industrial  projects. 
No.  of  Employees  in  Canada:  20. 


Zee  Medical  Canada  Inc. 

Main  Office:  Calgary,  AB.  T2H  1K3.  5919  - 3 St.  S.E. 

Ph.(403)258-0622  Fax:253-1925 

Toll  Free:  (800)  661-1491 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  Fred  J.  Browne: 

Mgr.  Cust.Serv.,  John  S.  Coates: 

Main  Banking  Connection:  Toronto-Dominion  Bank. 
Incorporation:  Private. 

Affiliations: 

Zee  Medical  Inc. 

Type  of  Services  & Supplies:  First  aid  and  medical  supplies  and 
service.  Stretchers,  bandages,  tablets,  oxygen,  first  aid  kits,  eye  wash 
stations.  Water  Jel  products  and  burn  kits,  hard  hats,  safety  glasses. 
Distributors  across  Canada. 

No.  of  Employees  in  Canada:  25. 

Zeeland  Eco  Ltd. 

Main  Office:  Calgary,  AB.  T2H  1M5. 7210  BlackfootTr.  S.E. 

Ph.  (403)  255-7553  Fax:  255-8965 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Nice  Roelofsen; 

Mgr.  Envmt.Serv.&  Inti  Bus.Dev.,  J.B.  (Bruce)  Smedley. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1993),  Private. 

Co.  Registered  In:  Alberta  (1993). 

Affiliations: 

Parent  Company:  Zeeland  Ltd. 

Other:  Canadian  Fracmaster  Ltd.,  Zeeland  Horizontal  Ltd. 

Type  of  Services  & Supplies:  ENVIRONMENTAL  ASSESSMENT 
& MONITORING;  environmentalaudits,  impact  statements,  regulatory 
management  & economics.  ENVIRONMENTAL  MANAGEMENT; 
international  human  resource,  integrated  resource,  and  sustainable 
development  implementation.  ENVIROMENTAL  ENGINEERING  & 
CONTRACTING;  technology  selection,  site  remediation,  equipment 
contracting  & supervision,  shallow  well  horizontal  drilling  for  pollution 
abatement  and  clean-up.  ENVIRONMENTAL  INFORMATION 
SYSTEMS,  geomatics  geographic  information  systems  (GIS)  and 
comprehensive  information  system  implementation. 

No.  of  Employees  in  Canada:  6. 

Zeeland  Horizontal  Ltd. 

Main  Office:  Caigary,  AB.  T2H  1M5,  7210  Blackfoot  Tr.  S.E. 

Ph.  (403)  255-7553  Fax:  255-8965 
Officers  & Key  Personnel  at  this  iocation: 

Pres.,  Nico  Roelofsen: 

Gen. Mgr.,  Rick  Hatala; 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1993).  Private. 

Co.  Registered  In:  Alberta  (1993). 

Affiliations: 

Zeeland  Eco  - Environmental  Services. 

Type  of  Services  & Supplies:  Horizontal  drilling  operations, 
navigational  drilling  consulting,  reservoir  analysis,  telemetry  mud 
pulse  systems. 

No.  of  Employees  in  Canada:  15. 

Zeeland  Ltd. 

Main  Office:  Calgary,  AB.  T2H  1M5,  2 FL,  7210  Blackfoot  Tr. 

S.E. 

Ph.  (403)  255-7553  Fax:  255-8965 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Nico  Roelofsen; 

Vice-Pres.  Optns,,  John  Wainwright. 

Main  Banking  Connection:  Royal  Bank  of  Canada. 
Incorporation:  Alberta  (1992),  Private. 

Co.  Registered  In:  Alberta  (1992). 

Affiliations: 

Parent  Company:  Emergo  Canada  Ltd. 

Wholly  Owned:  Zeeland  Eco  Ltd,,  Zeeland  Horizontal  Ltd. 

Other:  Canadian  Fracmaster  Ltd.,  Q.C.  Data  Collectors  Ltd., 
Tornado  Drill. 

Type  of  Service:  Directionally  drilled  pipeline  and  conduit  installations 
for  river  crossings  and  shore  approaches.  Project  management; 
marine  and  offshore  engineering,  crewing  and  consulting;  dredging 
and  harbour  construction  engineering  and  consulting. 

No.  of  Employees  in  Canada:  25, 

Zenith  Engineering  Ltd. 

Main  Office:  Calgary,  AB.  T2P  2G6.  Box  1 , Site  2,  R.R.5  8815  - 
44  St,  S.E. 

Ph.(403)236-1939  Fax:236-2601 

Officers  & Key  Personnel  at  this  location: 

Gen. Mgr.,  David  H.  Do. 

Main  Banking  Connection:  Bank  of  Montreal. 

Incorporation:  Alberta  (1986).  Private. 


Type  of  Services  & Supplies:  Design  of  mechanical  equipment  sui 
as  shredders,  crushers,  conveyors,  pressure  vessels,  furnace 
pumping  units,  etc.  Fabrication  of  items  mentioned  above. 

No.  of  Employees  in  Canada:  5. 

Zeta  Oilfield  Rentals  Ltd. 

Main  Office:  Nisku,  AB.  TOC  2G0,  702  - 18  Ave. 
Ph.(403)955-2170  Fax:955-7022 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Don  Miller; 

Gen. Mgr.,  Cam  Miller; 

Incorporation:  Private. 

Co.  Registered  In:  Canada  (1981). 

Type  of  Services  & Supplies:  Drilling,  completion  and  productii 
rental  equipment.  Power  swivels,  drill  collars,  production  tanks  a 
separators,  premix  tanks,  incinerators,  CS  hydril  tubing,  N80,  El 
tubing,  subs  and  handling  tools.  RENFREW  pipe  wrap  tape,  prirr 
and  rockshield.  Polly  pigs,  scraper  cups,  pig  balls  for  pipeline  cleanir 
No.  of  Employees  in  Canada:  20. 

Z.l.  Probes  Inc. 

Main  Office:  Edmonton,  AB.  T6N  1G1. 217,  9650-20  Ave. 

Ph,  (403)  462-3400 

Officers  & Key  Personnel  at  this  location: 

Pres.,  Don  Clark; 

Vice-Pres.,  Dir.  Technical,  Dr.  Tokunasuke  Ho. 

Incorporation:  Private. 

Type  of  Services  & Suppiies:  We  provide  to  the  oil  and  gas  indus 
advanced  electronic  downhole  pressure/temperature  memory  probr 
Electronic  downhole  pressure/temperature  memory  probes. 

Zimeo  Gauge  & Valves  Ltd. 

Main  Office:  Calgary,  AB.  T2H  1L4,  6026  - 5 St.  S.E. 

Ph.  (403)  253-8320  Fax:  253-9221 
Officers  & Key  Personnel  at  this  location: 

Pres.,  Ronald  G.  Zimmerman; 

Gen. Mgr.,  Ronald  L.  Becker; 

Main  Banking  Connection:  Canadian  Imperial  Bank  of 
Commerce. 

Incorporation:  Alberta  (1978).  Private. 

Co.  Registered  In:  Alberta  (1978). 

Affiliations: 

Zimeo  Holdings  Ltd. 

Type  of  Services  & Supplies:  Sales,  service  and  supp 
instrumentation  specialists,  and  gauge  and  meter  repairii 
Manufacturers  of  complete  line  of  Thermowells  screwed  and  flanc 
in  304  and  316  materials,  BELLOFRAM:  pressure  regulators  a 
relays;  MARSH:  gauges,  thermometers,  needle  valves,  thermowe 
HOKE  GYROLOK:  tube  and  pipe  fittings,  valves,  sample  cylinde 
etc.;  AUTOCLAVE:  high  pressure  valves,  fittings,  tubing;  NUTRC 
ball  valves;  NIBCO:  ball  valves;  NEO:  valves;  WINTERS  - ORAN( 
RESEARCH;  differential  pressure  gauges;  CPW  Hydropoise:  gaug 
LEAK  TEC:  Jet  lube  lubricants;  HUBER  MAGNUM:  needle  val\ 
and  instrument  manifolds,  instrument  tubing;  CEJN:  quickdisconne 
and  high  pressure  hose;  PEINEMANN:  flangespreader  and  multi 
hydraulic  cutter,  KANE-MAY:  measuring  instrument,  as  well  as  mr 
miscellaneous  instrumentation  lines.  Wika  gauges,  Tre 
thermometers,  Perma-Cal  gauges,  general  screw  valves  £ 
manifolds,  Rego  valves,  Dyna-Quip  valves,  Dwyer  and  indust 
glass.  Neotronics  Instrumentation  - hazardous  gas  detection  porta 
and  fixed  systems.  Polyflex  (Rogan  & Shanley)  high  pressure  ho 
DCT  instruments,  digital  pressure  test  gauge. 

No.  of  Employees  in  Canada:  15. 

Zirco(1989)  Ltd. 

Main  Office:  Caigary,  AB.  T2H  1Z4.  5614  A Burbank  Rd.  S.E. 
Ph.(403)259-3303  Fax:259-2814 

Officers  & Key  Personnei  at  this  location: 

Pres.,  Shairole  Henchall; 

Vice-Pres.,  Malcolm  Albery. 

Main  Banking  Connection:  Hongkong  Bank  of  Canada. 
Incorporation:  Alberta  (1984).  Private, 

T ype  of  Services  & Supplies:  Distributors  tor  Enardo  Manufactur 
Co.  - thief  hatches,  vent  valves,  flame  arrestors;  detonation  fla 
arrestors,  Flameco  Industries,  Inc.  - flame  arrested  burners.  A 
ignition  - flame  failure  shutdown  systems;  Agar  Corp.  - net  oil  metf 
oil-water  interface  detectors;  Microtek  Inc.  automatic  alarm  dia 
monitors/RTU;  Rupture  Pin  Technology  Inc.  - rupture  pins;  Automa 
Products  Corporation  - tank  gauging  and  controls. 

No.  of  Employees  in  Canada:  5. 
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Acoustical  Fluid  Level  Sounding 

Diagnostic  Engineering  Inc. 

Harvie  Instruments  Ltd. 

Jochem  Oilfield  Contractors  Ltd. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

Adsorbents 

Canadian  Oilfield  Stimulation  Services  Ltd. 

Hollimex  Products  Ltd. 

Advertising 

Executive  Advertising 

Aerial  Surveys 

Geodesy  Remote  Sensing  Inc. 

Orhan’s  Micrographics  & Photomapping  Inc. 

Skyview  Enterprises  Limited 

Air  Cargo  Service 

Accent  Aviation  Services  Ltd. 

Lynch  Customs  Brokers  & Freight  Forwarders 

Air  Cleaning  & Purifying  Equipment 

Chamco  Industries  Ltd. 

GEM  Industries  Inc. 

Air  Conditioning  Equipment  & Systems- 
Supplies 

Startec  Refrigeration  Services  Ltd. 

Air  Control  Equipment 

Caytec  Equipment  Ltd. 

Danco  Equipment  Inc. 

Shearer  Supply  Ltd. 

TOPCO  Sales 

Air  Drilling  Equipment 

BOMONT  Energy  Services  Ltd. 

Canadian  Air  Drilling  Services  Ltd. 

Chamco  Industries  Ltd. 

Cubex  Limited 
SDS  Drilling  Ltd. 

Air  Freight  Service 

Lynch  Customs  Brokers  & Freight  Forwarders 

Air  Patrol  Inspection 

Geodesy  Remote  Sensing  Inc. 

Air  Pollution  ionitoring 

B&WTechnologiesLtd. 

Chemex  Labs  Alberta  Inc. 

Prowest  Safety  and  Environmental  Services  Ltd. 

Western  Industrial  Laboratories  Limited 

Air  Regulating  Equipment 

QMt  Rig  Repair  & Supply 
Telematic  Controls  Inc. 

Air  Tools 

Brittania  Compressor  Sales  Ltd 
Century  Sales  & Service  Limited 
CMI  Rentals  Inc. 

Shearer  Supply  Ltd. 

Aircraft  Charter,  Rental  & Leasing 

Accent  Aviation  Services  Ltd. 

John  Hopkinson  & Associates  Ltd. 

Precision  Helicopters  Inc. 

Airline  Companies 

Accent  Aviation  Services  Ltd. 

Alarm  Systems 

Aarvak  Services  Inc. 

AGT  Mobility  Inc. 

Calgary  Controls  Ltd. 

Cypress  Security  Products  Ltd. 

MCK  Telecommunications  Inc. 

Mentor  Engineering  Inc. 


Sherrex  Systems  Ltd. 

Spartech  Manufacturing  Ltd. 

Sutton,  Thomas  Engineering  Ltd. 

All-Terrain  Vehicles 

All-Track  Service  (1984)  Ltd. 

Foremost  Industries  Inc. 

Forest  Lease  Inc. 

Mark  Fyhn  Enterprises  Ltd. 

Track  Industries  Ltd. 

Universal  Surveys  Inc. 

Alloys-ietai 

Edmonton  Tube  Sales  Ltd. 

Aluminum  Pipe 

Aluminum  Pipe  Systems 

Analyzers 

AGS  Valve  & Fitting  Ltd. 

Bently  Nevada  Canada  Ltd. 

Bovar  - Western  Research 
Caproco  (1987)  Limited 
Galvanic  Analytical  Systems  Ltd. 

Kayle  Agencies  Ltd. 

Lee  Instruments  (1993)  Inc. 

Paragon  Controls  Limited 

Prowest  Safety  and  Environmental  Services  Ltd. 

Rosemount  Instruments  Ltd. 

Technical  Enterprise 

Anchors-iachinery 

Anchor  Master  Oilfield  Services  (1987)  Ltd. 

Anchors-Pipeline 

Anchor  Bandits 
O.H.M.  Steel  Ltd. 

Anchors-Tubing  Downhole 

Canadian  Toolmaster  Ltd. 

Cardium  Tool  Services  Inc. 

Chriscor  Industries  (1994)  Inc. 

Dynamic  Oil  Toois  Inc. 

F.A.C.T.S.  Oil  Tools  Ltd. 

Griffin  Pumps,  division  of  Taro  Industries  Limited 
Guiberson  AVA  Division,  Dresser  Canada  Inc. 
Highiand/Corod  Inc. 

Site  Oil  Tools  Inc. 

Variperm  (Canada)  Limited 

Annual  Reports 

Executive  Advertising 

Appraisals 

John  Hopkinson  & Associates  Ltd. 

Manning  & Manning  - Sutton  Group 
Sobeco  Ernst  & Young  Inc. 

Asbestos 

GEM  Industries  Inc. 

Asbestos  Abatement  Products 

Childers  Products  Co.  Ltd. 

Crossroads  C & I Distributors  inc. 

Fuller  Austin  Insulation  Inc. 

Steeplejack  Industrial  Group  Inc. 

United  Resource  Safety  Ltd. 

Asbestos  Removal  Contractors 

Fuller  Austin  Insulation  Inc. 

GEM  industries  Inc. 

International  Cooling  Tower  Inc. 

Steeplejack  Industrial  Group  Inc. 

TriWaste  Reduction  Services  Inc. 

Asbuilding 

Universal  Surveys  Inc. 

Asphalt  Paving 

Canwest  Propane 
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Assembly  & Fabricating  Service 

Cessco  Fabrication  & Engineering  Limited 
Dacro  Industries  Ltd. 

General  Body  & Equipment  Ltd. 

Inspire  Engineering  Inc. 

Lockerbie  and  Hole  Company  Limited 
Maloney  Steel  Ltd. 

Mar-Quinn  Industries  Ltd. 

Nardei  Fabricators  Ltd. 

O.H.M.  Steel  Ltd. 

Parkland  Projects 
Propak  Systems  Ltd. 

Taro  Industries  Limited 
Vitri  Plastics  Inc. 

Zantec  Inc. 

Auctioneers 

Bill  Wigley  Auction  Service  Ltd. 

Audio-Visual  Production  Service 

Visions  Management  Company  Ltd. 

Audits  Joint  Venture 

Advantage  Energy  Services  Ltd. 

Clarke,  Hammett  & Associates  Ltd. 

Vision  Production  And  Revenue  Accounting  Services  Ltd. 

Augers 

Alberta  Hydro  Trenching  Ltd. 

Boundary  Equipment  Co.  Ltd. 

Laden  Industrial  Equipment  Inc. 

Automatic  Control  Equipment 

Alberta  Governor  Service  Ltd. 

ECl  Energy  Controls  Inc. 

Gough  Electric 

ITT  Barton  Instruments 

Laden  Industrial  Equipment  Inc. 

Spartech  Manufacturing  Ltd. 

Willowgien  Systems 

Automation  Systems  & Equipment 

Calta  Computer  Systems  Limited 
Dreco  Drilling  Machinery 
Flint  Canada  Inc. 

GH-Bettis  Ltd. 

HITEC  Norway  Ltd. 

ITT  Barton  Instruments 
Kenonic  Controls  Ltd. 

Niven  Engineering  Corporation 
Pyramid  Electric  Corporation 
Rotork  Controls  (Canada)  Ltd. 

Sutton,  Thomas  Engineering  Ltd. 

Titan  Electric  & Controls  Ltd. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

Willowgien  Systems 
Zirco(1989)  Ltd. 

Automobile  Rental  & Leasing 

Calmont  Leasing  Ltd. 

Calmont  White  GMC  Trucks 

Backhoes 

Alberta  1st  Call 
Benoit  Oilfield  Const.  Ltd. 

Contour  Construction  Ltd. 

Eaton  Brothers  Construction  Ltd. 

Forest  Lease  Inc. 

Kana  Oilfield  Services  Ltd. 

Pasquale  Mancuso  Construction  Ltd. 

River  Valley  Equipment  Sales  Ltd. 

Wasteways  Canada  Ltd. 

Bacterial  Well  Treatment 

Champion  Technologies  Limited 
Kiseki  Environmental  Corporation 
Tretolite  Division  of  Petrolite  Canada  Inc. 

Barges 

Chamco  Industries  Ltd. 
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Barrels  & Drums 

TriWaste  Reduction  Services  Inc. 

Barricade  Tape 

Alberta  Traffic  Supply  Ltd. 

Can-Con  Gas  Services  Ltd. 

Century  Sales  & Service  Limited 
Crossroads  C & I Distributors  Inc. 

G.C.  McCaffrey  & Associates  Ltd. 

Battery  Chargers 

Alltra  Engineering  Services  Ltd. 

Beldon  Sales  Limited 
Global  Thermoelectric  Inc. 

Battery  Supplies 

Alltra  Engineering  Services  Ltd. 

Cypress  Security  Products  Ltd. 

Maverick  Supply  Ltd. 

Wainwright  Auto  Supply  (1988)  Ltd. 

Bearings 

Chinook  Industrial  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

Commercial  Bearing  Service  (1966)  Ltd. 

Ironhorse  Pumpjack  Services  Ltd. 

Wainwright  Auto  Supply  (1988)  Ltd. 

Belts  & Drives 

Anderson/CP  Rubber 
Cidco  Industrial  Supplies  Ltd. 

Commercial  Bearing  Service  (1966)  Ltd. 

Ironhorse  Pumpjack  Services  Ltd. 

Benefit  Consultants 

Hylton  & Associates  Inc. 

Sobeco  Ernst  & Young  Inc. 

Biological  & Chemical  Monitoring  for  Toxic 
Substances 

Chemex  Labs  Alberta  Inc. 

Bits 

Cubex  Limited 
DB  Stratabit  (Canada)  Ltd. 

Digger  Bits  & Oilfield  Supplies 
Hat  Bit  Supply 
Pendemak  Industries  Ltd. 

Reed  Tool  Company  Ltd. 

Rockbit  Industries  of  Canada  (1985)  Ltd. 

Roughneck  Bit  Services  Inc. 

Security  Rock  Bit 

Smith  International  Canada,  Ltd. 

SNO  Rock  Bits  (Canada)  Ltd. 

Walker-McDonald  Bits  Ltd. 

Western  Rock  Bit  Company  Limited 

Bits-Diamond 

Baker  Hughes  INTEQ 
DB  Stratabit  (Canada)  Ltd. 

Reed  Tool  Company  Ltd. 

Rockbit  Industries  of  Canada  (1985)  Ltd. 

Security  Rock  Bit 

Smith  International  Canada,  Ltd. 

SNO  Rock  Bits  (Canada)  Ltd. 

Bits-Oilwell 

Baker  Hughes  INTEQ 
DB  Stratabit  (Canada)  Ltd. 

Digger  Bits  & Oilfield  Supplies 
Hat  Bit  Supply 
Pendemak  Industries  Ltd. 

Reed  Tool  Company  Ltd. 

Rockbit  Industries  of  Canada  (1985)  Ltd. 

Roughneck  Bit  Services  Inc. 

Security  Rock  Bit 

Smith  international  Canada,  Ltd. 

SNO  Rock  Bits  (Canada)  Ltd. 

Blasting 

Ace  Explosives  ETI  Ltd. 

Maxim  Blasting  Services  Ltd. 


Blocks-Travelling 

Taro  Industries  Limited 

Blowers  & Blower  Systems 

Brittania  Compressor  Sales  Ltd 
Caytec  Equipment  Ltd. 

EAGLE  Pump  & Compressor  Ltd. 

Oak  Environmental  Equipment  Supply  Ltd. 

Ramtech  Enterprises  Ltd. 

Blowout  Preventer  Controls 

Cooper  Industries  Canada  inc.,  Cooper  Oil  Tool  Division 
Enterra  BOP  Services 
Enterra  Canada  Limited 
HITEC  Norway  Ltd. 

Hydril  Canadian  Co.  Ltd. 

Shaffer 

Spartech  Manufacturing  Ltd. 

Taro  Industries  Limited 

Weltech  Manufacturing  & Services  (1993)  Ltd. 

Blowout  Preventers 

Big  D Rental  & Sales  (1981)  Ltd. 

Circle  T Service  & Rental  Ltd. 

Cooper  Industries  Canada  Inc.,  Cooper  Oil  Tool  Division 

Enterra  BOP  Services 

Enterra  Canada  Limited 

ENTERRA  Patco  Oilfield  Products  Limited 

Hydril  Canadian  Co.  Ltd. 

Rig  Service  Equipment  Ltd. 

Rostel  Industries,  Division  Of  Taro  Industries  Limited 
Shaffer 

Taro  Industries  Limited 

Toran  Power  Equipment  Sales  & Rentals  Ltd. 

Tri  Alta  Oilfield  Industries  Ltd. 

Weltec  Oilfield  Specialties 

Weltech  Manufacturing  & Services  (1993)  Ltd. 

Blowout  Recovery  Specialists 

Safety  Boss  Canada  (1993)  Ltd. 

Blueprinting 

Aarvak  Services  Inc. 

Carter  Mapping 

Orhan’s  Micrographics  & Photomapping  Inc. 

Boiler  Cleaning 

Ceda-Reactor  Ltd. 

Independent  Machinery  Limited 
Liberty  Boilers  & Mechanical  Services  Inc. 

Boiler  Distributors  & Manufacturers 

HTH  Heatech  Inc. 

Independent  Machinery  Limited 

Joule  Technical  Sales  Inc 

Liberty  Boilers  & Mechanical  Services  Inc. 

Ramco  Energy  Products  Ltd. 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Thermotech  Ltd. 

Boiler  Service  & Supplies 

Clean  Fluids  Systems  Inc. 

HTH  Heatech  Inc. 

Independent  Machinery  Limited 
Liberty  Boilers  & Mechanical  Services  Inc. 

Lister  Industries  Ltd. 

Boiler-tubes 

Edmonton  Tube  Sales  Ltd. 

Bolt-Tensioners  (Hydraulic) 

CMI  Rentals  Inc. 

Hydra-Tech  International  Corporation 
The  Pickford  Group  Ltd. 

Bolts  & Nuts 

Century  Sales  & Service  Limited 
Cidco  Industrial  Supplies  Ltd. 

Comco  Pipe  and  Supply  Co. 

Daniel  Industries  Canada 
Maverick  Supply  Ltd. 

Standee's  Limited 
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(loc  Buildings  Inc. 
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aco  Industries  (1977)  Ltd. 

IS  Peace  Construction  (1987)  Ltd. 

CO  Industrial  Flousing  Ltd. 
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per  Shelter  Systems  Limited 

iildings-Pre-Cut,  Prefabricated 

ac  Metal  Industries  Limited 
iFab  Structures  Ltd. 

Ip  Structures 
3x  Building  Systems  Inc. 

T Metal  Industries  Ltd. 
loc  Buildings  Inc. 

^co  Industries  (1977)  Ltd. 

:s  Peace  Construction  (1987)  Ltd. 
plastics  Inc. 


Burners-Gas  & Oil 

FITFI  Heatech  Inc. 

Mactronic  Ltd. 

Ramco  Energy  Products  Ltd. 

Wells-Hall  Fabrication  & Construction  Ltd. 

Zirco  (1989)  Ltd. 

Butane  & Propane 

Canwest  Propane 
LPG  Resources  Inc 

Cable-Downhole 

Centrilitt 

ESP  Testing  Ltd. 

Reda  Pump  Limited 

Tri  Alta  Oilfield  Industries  Ltd. 

Cable-Electric  & Electromechanical 

Cardinal  Industrial  Electronics  (1992)  Ltd. 

D.M.C.  Data  Communications  Ltd. 

Edmonton  Tube  Sales  Ltd. 

Jackson  Power  & Electric  Ltd. 

Westway  Electrical  Supplies  & Services  Ltd. 

Cable-Heating 

Cantech  Systems  Ltd. 

Edmonton  Tube  Sales  Ltd. 

Cable-Seismic  & Instrument 

Edmonton  Tube  Sales  Ltd. 

Cable-Wire 

D.M.C.  Data  Communications  Ltd. 

Edmonton  Tube  Sales  Ltd. 

EECOL  Electric  Ltd. 

Calibration  Services 

Bently  Nevada  Canada  Ltd. 

D.V.  Meter  Ltd. 

Enviropac  Tracer  Services 
Gastech  Instruments  Canada  Ltd. 

Harvie  Instruments  Ltd. 

Kenonic  Controls  Ltd. 

McAllister  Petroleum  Services  Ltd. 

Prowest  Safety  and  Environmental  Services  Ltd. 

Technical  Enterprise 

Titan  Electric  & Controls  Ltd. 

Wild  Card  Enterprises  Ltd. 

Wirtanen  Electric  Ltd. 

Camps 

Allcamp  Catering  Ltd. 

Alta-Fab  Structures  Ltd. 

Battle  River  Floldings  Inc. 

C & V Portable  Accommodations  Ltd. 

Diamond  Resource  Services  Ltd. 

J.P.  Ford  Construction  Management  Ltd. 

Frontier  Catering  Ltd. 

Hofam  Catering 
LRG  Catering  Ltd. 

MacKenzie  Caterers  (1984)  Ltd. 

PTi  Camp  Services 
Travco  Industrial  Flousing  Ltd. 

Cases-Aluminum 

Canadian  Welding  & Manufacturing  Ltd. 

Industrial  Case  & Light 
Qualicase  Ltd. 

Cases-Protective 

Industrial  Case  & Light 
Qualicase  Ltd. 

Stacs  Record  Centre 

Casing  Patches 

R.J.  Burd  Enterprises  Ltd. 

Site  Oil  Tools  Inc. 

Casing  Pulling 

Premium  Pipe  Services  Ltd. 

Rig  Service  Equipment  Ltd. 


Weatherford  Flomco 
Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

Casing  Repair 

Shamrock  Oilfield  Specialties  Ltd. 

Superior  Tube  Ltd. 

Casing  Slips 

Barber  Industries  Ltd. 

Weatherford  Flomco 
Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

Casing  Threading 

Argus  Machine  Co.  Ltd. 

Chase  Manufacturing  Inc. 

Guardian  Oilfield  Services 
Flunting  Interlock  Limited 
Lawson  Oilfield  Services  Ltd. 

Lynx  Tool  Company  Division  of  Lynx  Energy  Services  Corp. 
Prudential  Steel  Ltd. 

Rostel  Industries,  Division  Of  Taro  Industries  Limited 
Superior  Tube  Ltd. 

Thread  Tech 

Universe  Machine  Corporation 

Casing  Tools 

Canadian  Swabmaster  Ltd. 

Chriscor  Industries  (1994)  Inc. 

Circle  T Service  & Rental  Ltd. 

Dynamic  Oil  Tools  Inc. 

Enterra  Canada  Limited 
Farr  Canada  Ltd. 

Imperial  Rubber  Co.  Ltd. 

Rig  Service  Equipment  Ltd. 

Slurry  Cementers  Ltd. 

Top-Co  Industries  Ltd. 

Weatherford  Flomco 
Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

Casing-New 

Argo  Sales  Ltd. 

Cantak  Corporation 
Continental  Emsco  Company  Limited 
Dominion  Oilfields  Supply 
Fedmet  Tubulars 

Frank  Flenry  Equipment  (1987)  Ltd. 

Franklin  Supply  Company  Ltd. 

Global  Steel  Ltd. 

Lawson  Oilfield  Services  Ltd. 

Marubeni  Tubuiars  Canada  Ltd. 

National-Oilwell  Canada  Ltd. 

Northwest  Pipe  & Supply  Co.  Ltd. 

Nusco  Manufacturing  & Supply  Ltd. 

Prudential  Steel  Ltd. 

Sooner  Pipe  & Supply  (Canada)  Limited 
Summit  Tubulars  Corporation 
Triumph  Tubular  & Supply  Ltd. 

Wellsite  Industrial  (1985)  Ltd. 

Casings-Used 

Marubeni  Tubulars  Canada  Ltd. 

TRS  Abandonrite  Inc. 

Cast  Iron  Weld  Repairs 

Chinook  Industrial  Ltd. 

Fleadhunters  Diesel  Ltd. 

Rotating  Equipment  Services  Inc. 

Castings 

Boundary  Equipment  Co.  Ltd. 

Fleadhunters  Diesel  Ltd. 

M.A.  Steel  Foundry,  Ltd. 

Catalyst 

Process-Vessel  Services  Inc. 

Catalyst  Services 

Ceda-Reactor  Ltd. 

Process-Vessel  Services  Inc. 

Caterers 

Allcamp  Catering  Ltd. 

Diamond  Resource  Services  Ltd. 
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dimension  INDUSTRIAL  CATERERS  LTD. 

Frontier  Catering  Ltd. 

Hofam  Catering 
LRG  Catering  Ltd. 

MacKenzie  Caterers  (1984)  Ltd. 

Catheads 

Dreco  Drilling  Machinery' 

Tongco  Sales  & Services  Ltd. 

Cathodic  Production  Equipment,  Services 

Aurora  Corrosion  Control 
Canada  Metal  Company  Limited 
Caproco  (1987)  Limited 
Core  Laboratories 
Corrpro  Canada,  Inc. 

Global  Thermoelectric  Inc. 

Rice  Engineering  & Operating  Ltd. 

Titan  Electric  & Controls  Ltd. 

Cement  Plug  Logging 

Canadian  Perforators  Ltd. 

Computalog  Ltd. 

Cement-Bulk 

Canadian  Fracmaster  Ltd. 

Sanjel  Cementers  Ltd. 

Slurry  Cementers  Ltd. 

StimCo  Services  Ltd. 

Cement-High  Temperature 

Amity  Insulation  Systems  Ltd. 

Cement-Oilwell 

Dowell  Division  of  Schlumberger  Canada  Limited 
Phillips  Petroleum  International  Canada  Ltd. 

Slurry  Cementers  Ltd. 

StimCo  Services  Ltd. 

Cementing  Equipment 

Abacal  Alta.  Ltd. 

Argus  Machine  Co.  Ltd. 

Canadian  Fracmaster  Ltd. 

Canadian  Oilfield  Stimulation  Services  Ltd. 

Canadian  Swabmaster  Ltd. 

Canadian  Toolmaster  Ltd. 

Dominion  Oilfields  Supply 

Flalliburton  Energy  Services,  a Division  of  Flalliburton  Canada  Inc. 
Import  Tool  Corporation  Ltd. 

Redmont  Equipment  Inc. 

Sanjel  Cementers  Ltd. 

Slurry  Cementers  Ltd. 

StimCo  Services  Ltd. 

Top-Co  Industries  Ltd. 

Trican  Oilwell  Service  Co.  Ltd. 

Cementing  Tools 

Baker  Oil  Tools  Canada 
Cardium  Tool  Services  Inc. 

Chriscor  Industries  (1994)  Inc. 

F.A.C.T.S.  Oil  Tools  Ltd. 

Guiberson  AVA  Division,  Dresser  Canada  Inc. 

Imperial  Rubber  Co.  Ltd. 

Import  Tool  Corporation  Ltd. 

Inflatatest  Design  Group  Ltd. 

Site  Oil  Tools  Inc. 

Slurry  Cementers  Ltd. 

Stady  Oil  Tools  Ltd. 

Top-Co  Industries  Ltd. 

Variperm  (Canada)  Limited 

Centralizers 

Griffin  Pumps,  division  of  Taro  Industries  Limited 
Import  Tool  Corporation  Ltd. 

Kudu  Industries  Inc. 

Lawson  Oilfield  Services  Ltd. 

Plainsman  Mfg.  Ltd. 

Stady  Oil  Tools  Ltd. 

Top-Co  Industries  Ltd. 

Weatherford  Flomco 
Weatherford  Oil  Tool  Co.  (1983)  Ltd. 


Centrifuges 

Continental  Emsco  Company  Limited 
Coyote  Oilfield  Rentals  (Alta)  Ltd. 

Dependable  Oilfield  Rentals  Ltd. 

Drilling  Fluids  Treatment  Systems  Inc.  (DFTS) 

Lykal  Sales  & Oilfield  Rentals  Ltd. 

Polar  Environmental  Services  Ltd. 

Smoky  Oilfield  Rentals 
Taber  Solids  Control  Ltd. 

Wadeco  Oilfield  Services  Ltd. 

Certification  Services  ISO  9000 

Centre  For  Training  And  Development 

Chain-Drive 

Cando  Oilfield  Supplies  & Rentals  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

Columbia  Oilfield  Supply  Ltd. 

Commercial  Bearing  Service  (1966)  Ltd. 

Dreco  Drilling  Machinery 

Chains 

Boundary  Equipment  Co.  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

Charts 

BMP  Energy  Systems  Ltd. 

Vision  Gas  Measurement  Services  Ltd. 

Charts-Recording  Instruments 

BMP  Energy  Systems  Ltd. 

Galvanic  Analytical  Systems  Ltd. 

Flarvie  Instruments  Ltd. 

ITT  Barton  Instruments 
Jiro  Oilfield  Supply  Ltd. 

Kiser  Supply  & Instrumentation  Ltd. 

Mow-Tech  Ltd. 

Ouinn  Testers  Ltd. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

Vision  Gas  Measurement  Services  Ltd. 

Wesco  Testing  And  Eng.  Inc. 

Chemical  Additives-Fuels  & Oils 

Tretolite  Division  of  Petrolite  Canada  Inc. 

Chemical  Cleaning  Systems 

Guardian  Chemicals 
Red-L  Distributors  Ltd. 

Chemical  Cleaning-Industrial 

Canadian  Chemical  Technology  Inc. 

Canadian  Oilfield  Stimulation  Services  Ltd. 

Ceda-Reactor  Ltd. 

Guardian  Chemicals 
Trican  Oilwell  Service  Co.  Ltd. 

Chemical  Injectors 

Baker  Performance  Chemicals 
Caproco  (1987)  Limited 
Dominion  Oilfields  Supply 
D.V.  Meter  Ltd. 

Franklin  Supply  Company  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Ketek  Industries  Ltd. 

Plainsman  Mfg.  Ltd. 

Westhaven  Chemicals  Ltd. 

Wheatley  Canada  Ltd. 

Chemical  Plant  Equipment  & Supplies 

FW  Fired  Fleaters  Ltd. 

Independent  Recovery  Service  Inc. 

International  Piping  Inc. 

United  Resource  Safety  Ltd. 

Wilfley  of  Canada  Ltd. 

Chemical  Treating-Formation 

Canadian  Chemical  Technology  Inc. 

Guardian  Chemicals 

Petrolite  Canada  Inc.  - Tretolite  Division 

Tretolite  Division  of  Petrolite  Canada  Inc. 

Wells  Cargo  Oilfield  Services 


Chemical  Treating-Industrial 

Canadian  Chemical  Technology  Inc. 

Guardian  Chemicals 
Red-L  Distributors  Ltd. 

Chemical  Waste  Removal 

Alberta  Special  Waste  Management  System 
Canadian  Chemical  Reclaiming  Ltd. 

Environmental  Waste  Management  Ltd. 

Hazmat  Transportation  Services  Ltd. 

TriWaste  Reduction  Services  Inc. 

Chemicals 

Baker  Hughes  INTEO 
Baker  Performance  Chemicals 
Canamara  - United  Supply  Ltd. 

Champion  Technologies  Limited 
Guardian  Chemicals 
Hollimex  Products  Ltd. 

Petrocraft  Products  Ltd. 

Petrolite  Canada  Inc.  - Tretolite  Division 
Phillips  Petroleum  International  Canada  Ltd. 

Stanchem  Inc. 

Technifluids  Inc. 

Travis  Chemicals  Inc. 

Tretolite  Division  of  Petrolite  Canada  Inc. 

Westhaven  Chemicals  Ltd. 

Chemicals  & Compounds-Formation 

Canadian  Chemical  Technology  Inc. 

Canadian  Oilfield  Stimulation  Services  Ltd. 

Guardian  Chemicals 
K-Lynn  Trucking  Ltd. 

Petrolite  Canada  Inc.  - Tretolite  Division 
Tretolite  Division  of  Petrolite  Canada  Inc. 

Chemicals  & Compounds-Industrial 

Canadian  Chemical  Technology  Inc. 

Cardinal  Industrial  Electronics  (1992)  Ltd. 

Guardian  Chemicals 

Chemicals-Analytical  & Consulting 
Chemists 

Chemex  Labs  Alberta  Inc. 

Chemical  & Geological  Laboratories  Inc. 

Core  Laboratories 
DL  Laboratory  Inc. 

Western  Industrial  Laboratories  Limited 

Chemicals-Hauling 

Hazmat  Transportation  Services  Ltd. 

Lorchem  Industries  Limited 
Petrolite  Canada  Inc.  - Tretolite  Division 
Wells  Cargo  Oilfield  Services 

Chemicals-Sour  Gas  Sweetening 

Baker  Performance  Chemicals 
Canadian  Chemical  Reclaiming  Ltd. 

Tretolite  Division  of  Petrolite  Canada  Inc. 

Westhaven  Chemicals  Ltd. 

Chemicals-Storage  & Handling 

Baker  Hughes  INTEO 
Canadian  Chemical  Reclaiming  Ltd. 

Enviro-Tec  Inc. 

Laden  Industrial  Equipment  Inc. 

Makloc  Buildings  Inc. 

Petrolite  Canada  Inc.  - Tretolite  Division 
Wells  Cargo  Oilfield  Services 

Chokes 

Arinah  Services  Ltd. 

Carreau  Oilfield  Specialties 
Chinook  Industrial  Ltd. 

Comco  Pipe  and  Supply  Co. 

Cooper  Industries  Canada  Inc.,  Cooper  Oil  Tool  Division 

Enterra  BOP  Services 

Enterra  Canada  Limited 

ENTERRA  Patco  Oilfield  Products  Limited 

ESS-ELL  Tool  Co.  Ltd. 

F M C of  Canada  Ltd.,  Wellhead  Division 
Franklin  Supply  Company  Ltd. 
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tin  Decker/Totco 
iter  Flo  Valve  Inc. 

Ih  American  Valve  Company  Limited 
•on  Manufacturing  Ltd. 
on  Well  Services  Ltd. 
am-Flo  Industries  Ltd. 
a Oilfield  Supply 
la  Oilfield  Rentals  Ltd. 
tec  Oilfield  Specialties 
iatley  Canada  Ltd. 

tuit  Breakers 

Ion  Sales  Limited 
:OL  Electric  Ltd. 

:son  Power  & Electric  Ltd. 

;tway  Electrical  Supplies  & Services  Ltd. 
anen  Electric  Ltd. 

idding  of  Industrial  Buildings 

I ;r  Austin  Insulation  Inc. 
a Nova  Industries  Ltd 

imps-Hose 

erson/CP  Rubber 
onton  Tube  Sales  Ltd. 

! Engineering  & Operating  Ltd. 

Imps-Pipe 

iM.  Steel  Ltd. 

ne  Pipe  Equipment  Inc. 

1 Engineering  & Operating  Ltd. 

ian-Ups 

rta  Hydro  Trenching  Ltd. 

'Jnor  Construction  Ltd. 

I lour  Construction  Ltd. 

I'o  Desorption  inc. 

[•o-Guard  Reclamation  Inc. 
m Valley  Daylighting  Limited 
aste  Reduction  Services  Inc. 
eco  Oilfield  Services  Ltd. 

(aning  Compounds  & Supplies 

[■ty  Boilers  & Mechanical  Services  Inc. 

lining  Systems-Pressure,  Chemicals 

h Fluids  Systems  Inc. 

^wn  Industries  Ltd. 

Icks 

3SS  Security  Products  Ltd. 

utive  Advertising 

iing  Clock  & Instrument  Ltd. 

cks-Repairing 

iing  Clock  & Instrument  Ltd. 

sures-Pipe 

Isman  Mfg.  Ltd. 

Ithing-lnsulated 

Idian  Safety  Supply  International  Co. 

I (try  Flags 
ilove  & Safety  Ltd. 
ictive  Apparel  Inc. 

thing-Safety 

Idian  Safety  Supply  International  Co. 

dian  Safety  Supply  Limited 

jry  Sales  & Service  Limited 

inbia  Oilfield  Supply  Ltd. 

utive  Advertising 

lall  Rubber  Company 

iationai  Survival  Supplies  Ltd. 

McCaffrey  & Associates  Ltd. 
ilove  & Safety  Ltd. 
jctive  Apparel  Inc. 
j/ledical  Canada  Inc. 

tches-Air  & Mechanical 

iwest  Oilfield  Products  (Alberta)  Ltd. 
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Coalescers 

Danvic  Associates  Ltd. 

HTI  Technology  Canada  Ltd. 

Maloney  Steel  Ltd. 

Martech  Dehydration  Systems  Inc. 

Coatings-lnspection 

Western  Instruments,  Inc. 

Coatings-Protective 

ALANCO 

Amity  insulation  Systems  Ltd. 

Aron  Services  Ltd. 

Can-Con  Gas  Services  Ltd. 

Cantech  Pipe  Protection 
Childers  Products  Co.  Ltd. 

Chinook  Industrial  Ltd. 

Comco  Pipe  and  Supply  Co. 

Continental  Emsco  Company  Limited 
Corrpro  Canada,  Inc. 

Dominion  Oilfields  Supply 
ESS-ELL  Tool  Co.  Ltd. 

Fieidco  Mfg.  Inc. 

Fulikote  Pipeline  Services,  inc. 

Headhunters  Diesel  Ltd. 

Heathmar  Industries  Ltd. 

The  Laser  Institute 

MasterKote  A Division  of  Milcorp  Industries  Limited 
Plastron  Spray  inc. 

Shaw  Pipe  Protection 

Sure  Seal  Protection  Sy-stem  Ltd. 

Waygard  Coating  Systems  Ltd. 

Coiled  Tubing  Units 

Canadian  Fracmaster  Ltd. 

Dowell  Division  of  Schlumberger  Canada  Limited 
Dreco  Drilling  Machinery' 

Drilmaster  Canada,  A Division  Of  Canadian  Fracmaster  Ltd. 
Endless  Tubing  Services  Ltd. 

FlexTube  inc. 

Haiiiburion  Energy  Services,  a Division  of  Halliburton  Canada  Inc. 
Marubeni  Tubuiars  Canada  Lid. 

Rebound  Rig  international  Lid. 

Redmont  Equipment  inc. 

Columns  & Tower  Manufacturing 

Dacro  industries  Ltd. 

Combustion  Controls 

FW  Fired  Heaters  Ltd. 

GS  Hitech  Controls  Inc. 

HTH  Heatech  inc. 

Rosemount  Instruments  Ltd. 

Communication  Systems 

AGT  Mobil'/  Inc. 

Arctic  Exploration  Services  Limited 
Dataworks  inc. 

D.M.C.  Data  Communications  Ltd. 

Mentor  Engineering  Inc. 

Page-Direct  Ltd. 

TD  Communications  Ltd. 

Compaction  Equipment 

Battle  River  Holdings  inc. 

CMI  Rentals  Inc. 

Contour  Construction  Ltd. 

River  Valley  Equipment  Sales  Ltd. 

Compensation  & Employee  Benefits 

Hylton  & Associates  Inc. 

AG  Lennox  & Associates 
Sobeco  Ernst  & Young  Inc. 

Completion  Consultants 

Audryx  Petroleum  Ltd. 

Hallmark  Engineering  and  Resource  Development  Ltd. 

Completion  Services 

Accel  Testing  Inc. 

Beta  Well  Service  Inc. 

Bonnett's  Wireline  Services  Ltd. 


Brest  Well  Servicing 
Canadian  Perforators  Ltd. 

Camwood  Wireline  Service  Ltd. 

C & G Oilfield  Services  Ltd. 

Computalog  Ltd. 

Gris  Gun  Manufacturing 

Grizzly  Ledcor  Well  Servicing  Limited 

Grizzly  Well  Servicing  (Grand  Centre)  Ltd. 

Halliburton  Energy  Services,  a Division  of  Halliburton  Canada  Inc. 
K-Lynn  Trucking  Ltd. 

Penetrators  Canada  Inc. 

R.  Pollitt  Oilfield  Construction  Ltd. 

Poncho  Weil  Servicing  Ltd. 

Round-Up  Well  Servicing  Inc. 

Safeway  Weil  Services  Ltd. 

Servo-Dynamics,  Inc. 

Solid  Resources  Ltd. 

Standard  Safety  & Consulting  Services  (1978)  Ltd. 

Stingray  Service  Rigs 
Sunburst  Perforating  Services  Ltd. 

Tucker  Wireline  Services  Canada  Inc. 

Wardin  Wei!  Servicing  (1975)  Ltd. 

Completion  Tools 

Baker  Oil  Tools  Canada 
Bonnett's  Wireline  Services  Ltd. 

Cardium  Too!  Services  Inc. 

Chriscor  Industries  (1994)  Inc. 

Dynamic  Oil  Tools  Inc. 

ENTERRA  Paico  Oilfield  Products  Limited 
ESS-ELL  Tool  Co.  Ltd. 

F.A.C.T.S.  Oil  Tools  Ltd. 

GN  Corporations  inc. 

Gris  Gun  Manufacturing 

Guibersen  AVA  Division,  Dresser  Canada  inc. 

Inflatatest  Design  Group  Ltd. 

The  Panila  Group  of  Companies 
Site  Oi!  Tools  Inc. 

Strea.m-Flo  industries  Ltd. 

Variperm  (Canada)  Limited 

Completfon/Workover  Fluid  Filtering 
Services 

Filtration  Services  Inc. 

K-Lynn  Trucking  Ltd. 

Performance  Filter  Systems 
Polar  Environmental  Services  Ltd. 

Telba  Oilfield  Rentals  Ltd. 

Variperm  (Canada)  Limited 

Completfon/Workover  Fluids 

Canadian  Fluid  S'/stems  Ltd. 

Dean’s  Oilfield  Services  Ltd. 

K-Lynn  Trucking  Ltd. 

Petrolite  Canada  inc.  - Tretolite  Division 
Phillips  Petroleum  International  Canada  Ltd. 

Technifluids  inc. 

Weils  Cargo  Oilfield  Services 

Compressor  Control  Systems 

Alberta  Governor  Service  Ltd. 

ITT  Barton  instruments 
Kenonic  Controls  Ltd. 

Spartech  Manufacturing  Ltd. 

Compressor  Packages 

Bearspaw  Compression  industries  Ltd. 

BOMONT  Ene.rgy  Sen/ices  Ltd. 

Briitania  Compressor  Sales  Ltd 
Chamco  industries  Ltd. 

Chercc-Barber  Ltd. 

Cooper  Energy  Services 
Cubex  Limited 

EAGLE  Pump  & Compressor  Ltd. 

Enerflex  Systems  Ltd. 

Genera!  Body  & Equipment  Ltd. 

Halliburton  Energy  Services,  a Division  of  Halliburton  Canada  inc. 
Heathmar  industries  Ltd. 

Independent  Reco’very  Service  Inc. 

International  Oilfield  Equipment  Brokers  Ltd. 

Iron  Horse  Compression  Ltd. 

IVF  international  Vessel  Fabrication  Inc. 

Lotus  Equipment  Sales  Ltd. 
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S.D.M.  Rentals  Ltd. 

Startec  Refrigeration  Services  Ltd. 

Wilron  Equipment  Ltd. 

Compressors-Air  & Gas 

Brittania  Compressor  Sales  Ltd 
Chamco  Industries  Ltd. 

Cherco-Barber  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

CMI  Rentals  Inc. 

Cooper  Energy  Services 
EAGLE  Pump  & Compressor  Ltd. 

Enerflex  Systems  Ltd. 

General  Body  & Equipment  Ltd. 

Grenco  Industries  Ltd. 

Iron  Horse  Compression  Ltd. 

Lotus  Equipment  Sales  Ltd. 

Lynx  Tool  Company  Division  of  Lynx  Energy  Services  Corp. 
Pamco  (Division  of  Enerflex  Systems  Ltd) 

Ramtech  Enterprises  Ltd. 

Renown  Industries  Ltd. 

S.D.M.  Rentals  Ltd. 

Startec  Refrigeration  Services  Ltd. 

Taro  Industries  Limited 
TOPCO  Sales 
Wilron  Equipment  Ltd. 

Compressors-Air  & Gas-Service  & 
Supplies 

Adrico  Machine  Works  Ltd. 

Bearspaw  Compression  Industries  Ltd. 

Beta  Monitors  & Controls  Ltd. 

Brittania  Compressor  Sales  Ltd 
Canadian  Air  Drilling  Services  Ltd. 

Chamco  Industries  Ltd. 

Cherco-Barber  Ltd. 

Chinook  Industrial  Ltd. 

Coastal  Northern  Operations  Ltd. 

Cooper  Energy  Services 
EAGLE  Pump  & Compressor  Ltd. 

General  Body  & Equipment  Ltd. 

Grenco  Industries  Ltd. 

Headhunters  Diesel  Ltd, 

Heathmar  Industries  Ltd. 

Iron  Horse  Compression  Ltd. 

L.  Klaus  Enterprises  Ltd. 

Pamco  (Division  of  Enerflex  Systems  Ltd) 

Reliable  Engine  Services  Ltd, 

Rotating  Equipment  Services  Inc. 

S.D.M,  Rentals  Ltd. 

Startec  Refrigeration  Services  Ltd. 

Computer  Accessories 

Digi-Rule  Inc. 

D.M.C.  Data  Communications  Ltd. 

Evergreen  Engineering  Ltd. 

Express  Micro  Store 
Teconomics  Inc. 

Tragoes  Management  Inc. 

Computer  Aided  Interpretation  Systems 

Canuck  Engineering  Inc. 

CD  PubCo  Inc. 

Digi-Rule  Inc. 

Dinard  Resources  Ltd. 

Geophysical  Micro  Computer  Applications  (International)  Ltd. 
Hyprotech  Ltd. 

The  Panila  Group  of  Companies 
Photon  Systems  Ltd. 

Rebound  Rig  International  Ltd. 

Terracon  Geotechnique  Ltd, 

Computer  Consultants 

Aarvak  Services  Inc. 

Canex  Exploration  Services  Ltd. 

Dataworks  Inc. 

ESTec  Systems  Corp. 

Express  Micro  Store 
Kenonic  Controls  Ltd. 

Munro  Garrett  International 
QBYTE  Services  Ltd. 

Quest  Computer  Consultants 
Teconomics  Inc. 


Tragoes  Management  Inc. 

Vision  Gas  Measurement  Services  Ltd. 

Western  Cinevision  Corp. 

Computer  Drafting  & Design 

Alberta  Pipeline  Technologies 
All  West  Surveys  Ltd. 

Autodraft  Technical  Centre 
Auto-trol  Technology  (Canada)  Ltd, 

Avala  Projects  Inc, 

Challenger  Surveys  & Services  Ltd. 

The  Design  Group  Staffing  Services  Inc. 

Digi-Rule  Inc, 

Evergreen  Engineering  Ltd. 

Express  Micro  Store 
Fluor  Daniel  Canada,  Inc. 

Fotron  Control  Systems  Inc. 

Hydra-Tech  International  Corporation 
International  Software  Systems  Inc. 

Lancia  Design  Ltd. 

Mactronic  Ltd, 

Maltais  Associates  Surveyors  Ltd. 

Niven  Engineering  Corporation 
Orhan’s  Micrographics  & Photomapping  Inc. 

Pro  West  Engineering  Ltd. 

Riley's  Reproduction  & Printing  Ltd. 

Snell  and  Oslund  Surveys  (1979)  Ltd. 

Sutton,  Thomas  Engineering  Ltd. 

Techskil  Ltd. 

Universal  Surveys  Inc. 

Computer  Systems-Equipment  & Software 

Alberta  Pipeline  Technologies 
Arctic  Exploration  Services  Limited 
Autodraft  Technical  Centre 
Auto-trol  Technology  (Canada)  Ltd. 

Baker  Hughes  INTEQ 
BMP  Energy  Systems  Ltd. 

C. B.  Engineering  Limited 
CD  PubCo  Inc. 

Challenger  Surveys  & Services  Ltd. 

Co-Design  Information  Systems  Ltd. 

Datalog  Technology  Inc 
Dataworks  Inc. 

Digi-Rule  Inc. 

D. M.C.  Data  Communications  Ltd. 

Dyad  Data  Services  (Canada)  Limited 
ENSYTE  Energy  Software  Int’l  Ltd. 

ESTec  Systems  Corp. 

Evergreen  Engineering  Ltd. 

Express  Micro  Store 
Farr  Canada  Ltd. 

International  Software  Systems  Inc. 

Kenonic  Controls  Ltd. 

MJ  Systems 

Munro  Garrett  International 
OCOM  Systems  Ltd. 

Photon  Systems  Ltd. 

QBYTE  Services  Ltd, 

Quest  Computer  Consultants 
Sutton,  Thomas  Engineering  Ltd. 

Teconomics  Inc. 

Tragoes  Management  Inc. 

Vision  Gas  Measurement  Services  Ltd. 

Western  Cinevision  Corp. 

Computer  Systems-Technical 

Auto-trol  Technology  (Canada)  Ltd. 

ESTec  Systems  Corp. 

Express  Micro  Store 
Munro  Garrett  International 
QCQM  Systems  Ltd. 

Teconomics  inc. 

Tragoes  Management  Inc. 

Computerized  Maintenance  Systems  & 
Materials  Mgmt. 

Comco  Pipe  and  Supply  Co. 

ENSYTE  Energy  Software  Int’l  Ltd. 

Fluor  Daniel  Canada,  Inc, 

International  Software  Systems  Inc. 

Kenonic  Controls  Ltd. 

Quest  Computer  Consultants 


Rivest  Testing  Inc. 

Teconomics  Inc. 

Computerized  Mapping 

Alberta  Pipeline  Technologies 
All  West  Surveys  Ltd. 

Auto-trol  Technology  (Canada)  Ltd. 

Can-Am  Surveys  Ltd. 

Canex  Exploration  Services  Ltd. 

Challenger  Surveys  & Services  Ltd. 

Digitech  Information  Services  Ltd. 

Dinard  Resources  Ltd. 

Maltais  Associates  Surveyors  Ltd. 

Munro  Garrett  International 

Orhan’s  Micrographics  & Photomapping  Inc. 

Petroleum  Information  Canada  Ltd. 

Photon  Systems  Ltd. 

Snell  and  Oslund  Surveys  (1979)  Ltd. 

Terracon  Geotechnique  Ltd. 

Tragoes  Management  Inc. 

Universal  Surveys  Inc. 

Computers-Training 

Autodraft  Technical  Centre 
Auto-trol  Technology  (Canada)  Ltd. 

Southern  Alberta  Institute  of  Technology 
Teconomics  Inc. 

Vision  Production  And  Revenue  Accounting  Services  Ltd. 

Concrete  Contractor 

Cape  Construction  Inc. 

Noremac  Concrete  Pumping  Ltd. 

Noremac  Industries  Ltd. 

Concrete  Products 

Kam’s  Sand  Coating  Ltd. 

Milepost  Manufacturing  Inc. 

Noremac  Concrete  Pumping  Ltd. 

Noremac  Industries  Ltd. 

Condenser  Tubes 

Edmonton  Tube  Sales  Ltd. 

Condensers 

Chandler  Industrial  Sales  Ltd. 

Exchanger  Industries 
Joule  Technical  Sales  Inc 
Startec  Refrigeration  Services  Ltd. 

Connectors-Electric 

Alltra  Engineering  Services  Ltd. 

Jackson  Power  & Electric  Ltd. 

Westway  Electrical  Supplies  & Services  Ltd. 

Construction  Equipment 

Alberta  Hydro  Trenching  Ltd. 

Boundary  Equipment  Co.  Ltd. 

Calmont  White  GMC  Trucks 

Camex  Equipment  Sales  and  Rentals  Inc. 

CRC-EVANS  Canada  Ltd. 

Foremost  Industries  Inc. 

Forest  Lease  Inc. 

Mid-Pern  Contracting  Ltd. 

Parkland  Projects 

Pasquale  Mancuso  Construction  Ltd, 

Travco  Industrial  Housing  Ltd. 

Trinity  Qilfield  Construction  (1990)  Ltd. 

Wales  Contractors  Ltd. 

Construction/Road  Building 

Cape  Construction  Inc. 

Contour  Construction  Ltd. 


J.P.  Ford  Construction  Management  Ltd. 

Lister  Industries  Ltd, 

Mid-Pern  Contracting  Ltd. 

Nor-Con  Contracting  Ltd. 

Precision  Contractors  Ltd.  Ul 


Consultants-Communications  * 

AGT  Mobility  Inc. 

Arctic  Exploration  Services  Limited  '' 

Dataworks  Inc.  ^ 
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C.  Data  Communications  Ltd. 
tronic  Countermeasures  Inc, 
ommunications  Ltd. 

Dnomics  Inc. 

)ns  Management  Company  Ltd. 

nsultants-Engineering,  Geological, 
ophysical 

'ak  Services  Inc. 
ms  Pearson  Associates  Inc. 

.1  Engineering  Services  Ltd. 

Metallurgical  Company  Ltd. 

)S  & Co.  Ltd. 

< Energy  Consultants  Inc. 
ied  Engineering  Sciences  Group  Ltd. 
a Terra  Consultants  Ltd. 
a Projects  Inc. 
s Resource  Consultants  Ltd. 
iter  Resources  Ltd. 

Engineering  Ltd. 

5on  International  Oil  & Gas  Services  Ltd. 
ett  Resource  Consultants  Ltd. 

■set  Consultants  Ltd, 

Jenger  Surveys  & Services  Ltd. 
al  Engineering  Ltd. 
feco  Consulting  Inc. 

n Engineering  Corporation 
linco  Engineering  Services  Ltd. 

'inental  Laboratories  (1985)  Ltd. 

Projects  Ltd. 

Laboratories 

Catalytic  Engineering  and  Construction  Ltd. 
jRule  Inc, 

,rd  Resources  Ltd. 

-West  Projects  Ltd. 
green  Engineering  Ltd. 

Expatriate  Group  Inc. 
le  Associates  Inc, 

Daniel  Canada,  Inc. 

IS  Surveys  Ltd. 

Ford  Construction  Management  Ltd. 

tier  Engineering  & Consulting  Ltd. 

bhysical  Exploration  & Development  Corporation 

ohysical  Micro  Computer  Applications  (International)  Ltd, 

prvices  North  America  Ltd. 

lark  Engineering  and  Resource  Development  Ltd. 

ilton  & Olsen  Surveys  Ltd. 

Henderson  Engineering  Inc. 

Acoustical  Consultants  Ltd. 

Hinch  Consultants  Ltd. 

ara  Howes  Petroleum  Consulting  Inc. 

Engineering  Ltd, 
inic  Controls  Ltd. 

1 Irn  Western  Inc. 

|ic  Engineering  Limited 
Exploration 
jawa  Engineering  Ltd. 

Jonald  Engineering  Group  Ltd. 

n Petroleum  & Associates 

bay  Geological  Consultants  (1986)  Ltd. 

Ground-Water  Engineering  Ltd. 
echnology  Consultants  Ltd. 
us  Projects  Ltd. 
jic  Engineering  Ltd. 

T Am  Energy  Consultants  Ltd. 
est  Engineering  Ltd. 

Engineering  Ltd. 

[ERSEN,  M.V.,  Engineering  Inc. 

[on  Systems  Ltd. 

sous  Engineering  Limited 

.Vest  Engineering  Ltd. 

ctive  Technologies  International,  Inc. 

erty  Acquisition  Brokering  Services 

lit  Petroleum  Consulting  Ltd. 

Crowther  & Partners  Limited 
edy  Resource  Consultants  Ltd. 

’ Consultants  Ltd. 
obinson  Research  Ltd. 
itz  Engineering  Ltd. 
a Geoconsultants  Ltd. 
ch  Consulting  Services  Ltd. 
eton  Associated  Engineering  Ltd. 
and  Oslund  Surveys  (1979)  Ltd. 
es  Campbell  Geoconsulting  Ltd. 
icon  Geotechnique  Ltd. 


Tri  Ocean  Engineering  Ltd. 

Torchinsky  Engineering  Ltd, 

United  Oil  & Gas  Consulting  Ltd. 

Vigrass  Engineering 
G.R.  Walsh  & Associates  Ltd. 

Walsh  Resource  Consulting  Ltd. 

Zeeland  Horizontal  Ltd. 

Consulting  Services 

ABKO  Holdings  (1977)  Ltd. 

Accutech  Limited 
Advantage  Energy  Services  Ltd. 

All  West  Surveys  Ltd. 

Audryx  Petroleum  Ltd. 

Aurora  Corrosion  Control 
Avala  Projects  Inc. 

Murray  Axmith  Western  Ltd. 

BMP  Energy  Systems  Ltd. 

Calgary  Geo-Filing  Services  Ltd. 

Can-Am  Surveys  Ltd. 

Canuck  Engineering  Inc. 

Centre  For  Training  And  Development 
Chemical  & Geological  Laboratories  Inc. 

Cole  International  Inc. 

Corrpro  Canada,  Inc. 

Cubex  Limited 

Cyntech  Resource  Services  Ltd. 

Dataworks  Inc. 

Rocky  Davis  Jacking  Services 
Digi-Rule  Inc. 

Dinard  Resources  Ltd. 

Electronic  Countermeasures  Inc. 

EMPLAN  Emergency  Planners  Ltd. 

ENSYTE  Energy  Software  Int’l  Ltd. 

ESTec  Systems  Corp. 

The  Fluid  Life  Corporation 

J.P.  Ford  Construction  Management  Ltd. 

Hallmark  Engineering  and  Resource  Development  Ltd. 
Heathmar  Industries  Ltd. 

HFP  Acoustical  Consultants  Ltd. 

John  Hopkinson  & Associates  Ltd. 

Horizon  Land  Services  Ltd. 

Hylton  & Associates  Inc. 

Intergroup  Safety  Services 
International  Cooling  Tower  Inc. 

Jochem  Oiifieid  Contractors  Ltd. 

Kestrel  Data  Ltd. 

Lancia  Design  Ltd. 

The  Laser  Institute 
AG  Lennox  & Associates 
Macdonald  Engineering  Group  Ltd. 

Maltais  Associates  Sur'/eyors  Ltd. 

G.C.  McCaffrey  & Associates  Ltd. 

Pact  Production  Services  Ltd. 

The  Paniia  Group  of  Companies 
Pasquale  Mancuso  Construction  Ltd. 

Pipetech  Corporation  Ltd. 

Pro  West  Engineering  Ltd. 

QBYTE  Services  Ltd. 

Quantel  Engineering 

Remedy  Resource  Consultants  Ltd. 

Ridgegate  Petroleum  Services  Ltd. 

Ryan  Energy  Technologies  Inc. 

Safety  Boss  Canada  (1993)  Ltd. 

Singleton  Associated  Engineering  Ltd, 

Sioux  Consultants  Ltd. 

Sobeco  Ernst  & Young  Inc. 

Standard  Safety  & Consulting  Services  (1978)  Ltd. 

Thuro  Services  (Western)  Ltd. 

Tri  Ocean  Engineering  Ltd. 

United  Protection  Services  Inc. 

United  Resource  Safety  Ltd. 

Vision  Gas  Measurement  Services  Ltd. 

Vision  Production  And  Revenue  Accounting  Services  Ltd. 
Western  Oilfield  Environmental  Services  Ltd, 

Zeeland  Ltd. 

Consulting  Services-Hydrogeologicai 
(Environmental) 

ABKO  Holdings  (1977)  Ltd. 

Chemex  Labs  Alberta  Inc. 

J.K.  Engineering  Ltd. 

Nor'wester  Energy  Systems  Ltd. 

Zeeland  Eco  Ltd. 


Consulting  Services-Water  Treatment 

DL  Laboratory  inc. 

Hankin  Atlas  Industries  Limited 
J.K.  Engineering  Ltd, 

Kiseki  Environmental  Corporation 
Zantec  Inc. 

Containers 

Abacal  Alta.  Ltd. 

Stacs  Record  Centre 

Containment  Systems-Secondary 

Coastal  Northern  Operations  Ltd. 

Enviro-Tec  Inc. 

Heathmar  Industries  Ltd. 

Laden  Industrial  Equipment  Inc. 

Makloc  Buildings  inc. 

Milepost  Manufacturing  Inc. 

Mr.  Glove  & Safety  Ltd. 

Versa  Fibreglass  Products  Ltd. 

Contract  Operating-Gas  & Oil  Wetls/Plants 

Advantage  Energy  Services  Ltd. 

Doran  Stewart  Oilfield  Services  (1990)  Ltd, 

Jochem  Oilfield  Contractors  Ltd. 

Pact  Production  Services  Ltd. 

Parkland  Oilfield  Construction  (1983)  Ltd. 

Ridgegate  Petroleum  Services  Ltd, 

Startec  Refrigeration  Services  Ltd. 

Wild  Card  Enterprises  Ltd. 

Contractors  Equipment  & Supplies  Renting 

Camex  Equipment  Sales  and  Rentals  Inc. 

CMI  Rentals  inc. 

Rocky  Davis  Jacking  Services 
Forest  Lease  Inc. 

Mi  Casa  Rentals  Inc, 

Precision.  Contractors  Ltd, 

River  Valley  Equipment  Sales  Ltd. 

Standard  Safety  & Consulting  Services  (1978)  Ltd. 

Sure  Seal  Protection  System  Ltd. 

Travco  Industrial  Housing  Ltd, 

Wadeco  Oiifieid  Services  Ltd. 

Wirtanen  Electric  Ltd. 

Contractors  Equipment  Supplies  Repairing 

Canadian  Welding  & Manufacturing  Ltd. 

Foremost  industries  Inc. 

Contractors-General  Oilfield 

A&BHotOil  Services  (1993)  Ltd. 

Alberta  1st  Call 
Aron  Services  Lid, 

Battle  River  Holdings  Inc. 

Benoit  Oilfield  Const.  Ltd, 

Braidnor  Construction  Ltd. 

Can  West  industrial  Inc. 

Complete  Package  Technology  Ltd. 

Contour  Construction  Ltd. 

Cord  Projects  Ltd. 

Corvet  Construction  (1977)  Ltd. 

Crossroads  Oilfield  Contracting  Ltd. 

Doran  Stewart  Oilfield  Services  (1990)  Ltd. 

F D Services  Inc. 

Flint  Canada  inc. 

Goldeye  Sales  & Services  Ltd. 

Kana  Oilfield  Services  Ltd. 

Ledcor  industries  Limited 
Lockerbie  and  Hole  Company  Limited 
Mid-Pern  Contracting  Ltd. 

Parkland  Oiifieid  Construction  (1983)  Ltd. 

Parkland  Projects 

Pasquale  Mancuso  Construction  Ltd. 

PCL  Industrial  Constructors  Inc, 

Pillar  Oilfield  Projects  Ltd. 

R.  Pollitt  Oilfield  Construction  Ltd. 

Precision  Contractors  Ltd. 

Tartan  Transport  & Construction  Ltd. 

Tech-Source  Projects  Limited 
Triton  Projects  Inc. 

Wales  Contractors  Ltd. 

Zantec  Inc, 
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Control  Systems  & Regulatory  Equipment 

Alberta  Governor  Service  Ltd. 

Calta  Computer  Systems  Limited 
Caproco  (1987)  Limited 
Fotron  Control  Systems  Inc. 

Gough  Electric 
HITEC  Norway  Ltd. 

ITT  Barton  instruments 
Mentor  Engineering  Inc. 

Pyramid  Electric  Corporation 
Rotork  Controls  (Canada)  Ltd. 

Shearer  Supply  Ltd. 

Sherrex  Systems  Ltd. 

Wheatley  Canada  Ltd. 

Willowgien  Systems 

Conveyors 

Commercial  Bearing  Service  (1966)  Ltd. 

IVF  International  Vessel  Fabrication  Inc. 

Ketek  Industries  Ltd. 

Laden  Industrial  Equipment  Inc. 

Precismeca  Canada  Ltd. 

Wren  Sales  (92)  Ltd. 

Coolers-Fluid 

Allied  Transmissions  Ltd. 

Danco  Equipment  Inc. 

Joule  Technical  Sales  Inc 
Ruffneck  Heaters 

Cooling  Systems 

Joule  Technical  Sales  Inc 

Cooling  Towers 

International  Cooling  Tower  Inc. 

Joule  Technical  Sales  Inc 

Core  Analysis 

Chemical  & Geological  Laboratories  Inc. 

Core  Laboratories 

Digitech  Information  Services  Ltd. 

DB  Robinson  Research  Ltd. 

Coring  Equipment 

Baker  Hughes  INTEQ 
DB  Stratabit  (Canada)  Ltd. 

Hi-Rale  Drilling  1985  Ltd. 

Rockbit  Industries  of  Canada  (1985)  Ltd. 

Walters  Oil  Tool  Machine  Ltd. 

Coring  Service-Diamond 

Baker  Hughes  INTEQ 
DB  Stratabit  (Canada)  Ltd. 

Hi-Rate  Drilling  1985  Ltd. 

Rockbit  Industries  of  Canada  (1985)  Ltd. 

SDS  Drilling  Ltd. 

Walters  Oil  Tool  Machine  Ltd. 

Coring  Services 

Hi-Rate  Drilling  1985  Ltd. 

Corrosion  Control 

Alberta  Hydro  Trenching  Ltd. 

Aurora  Corrosion  Control 
Baker  Performance  Chemicals 
Canada  Metal  Company  Limited 
Caproco  (1987)  Limited 
Champion  Technologies  Limited 
Core  Laboratories 
Corrpro  Canada,  Inc. 

Fulikote  Pipeline  Services,  Inc. 

international  Radiography  & Inspection  Services  (1976)  Ltd. 

ITT  Barton  Instruments 

MasterKote  A Division  of  Milcorp  Industries  Limited 
Newman  Hattersley  Ltd. 

Petrolite  Canada  Inc.  - Tretolite  Division 
Pipe  Coatings  Systems/Div.  Of  Garneau  Inc. 

Plastron  Spray  Inc. 

Rice  Engineering  & Operating  Ltd. 

Rivest  Testing  Inc. 

Sentry  Piping  Systems  Inc. 


Alberta  Petroleum  Equipment  & Services  Directory 


Shaw  Pipe  Protection 
Technifluids  Inc. 

Thread  Tech 

Tuboscope  Vetco  Canada  Inc. 
Waygard  Coating  Systems  Ltd. 


Couplings 


Alberta  Oil  Tool,  A Dover  Resources  Company 
Anderson/CP  Rubber 
Argus  Machine  Co.  Ltd. 

Chase  Manufacturing  Inc. 

Commercial  Bearing  Service  (1966)  Ltd. 

Joule  Technical  Sales  Inc 
Red-L  Distributors  Ltd. 

Shamrock  Oilfield  Specialties  Ltd. 

Thread  Tech 


Cranes 

Adart  Engineering  Services  Ltd. 


Caytec  Equipment  Ltd. 

Danco  Equipment  Inc. 

Energlo  Diesel  Heaters  Ltd. 

General  Body  & Equipment  Ltd. 

Opsco  92  Industries  Ltd 
Quality  Fabricating  & Supply  Limited 
Sterling  Crane  - Division  of  Procrane  Inc. 
Waiward  Steel  Fabricators  Ltd. 


Cranes-Renting  & Leasing 


sterling  Crane  - Division  of  Procrane  Inc. 
Universal  Industries  Ltd. 


Crude  Oil  Hauling 

Brad's  Oilfield  Service  Ltd. 
Dean’s  Oilfield  Services  Ltd. 
Lorchem  Industries  Limited 
M&J  Oilfield  Services  Co.  Ltd. 
Wells  Cargo  Oilfield  Services 
Wellsite  Industrial  (1985)  Ltd. 


Cryogenic  Equipment  & Supplies 


Rebound  Rig  International  Ltd. 


Culverts 

Battle  River  Holdings  Inc. 

Cape  Construction  Inc. 

F.S.I.  Culvert  Inc. 
National-Oiiwell  Canada  Ltd. 
Nilex  Geotechnical  Products  Inc. 
Precision  Contractors  Ltd. 


Culverts-Accessories 

F.S.I.  Culvert  Inc. 

Mid-Pern  Contracting  Ltd. 


Custom  House  Brokers 

Cole  International  Inc. 

Lynch  Customs  Brokers  & Freight  Forwarders 
Lynch  Resources  Ltd. 

Manning  & Manning  - Sutton  Group 


Custom  Treating-Emulsion 

Canadian  Crude  Separators  Inc. 

Natco  Canada  Ltd. 

Newalta  Corporation 

Petrolite  Canada  Inc.  - Tretolite  Division 

Total  Treating  Systems 


Customs  Tariff  & Tax  Consultants 

Cole  International  Inc. 

Lynch  Customs  Brokers  & Freight  Forwarders 
Lynch  Resources  Ltd. 


Cylinder  Head  Repairs 


Chinook  Industrial  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

Eljay-Gold  Bar  Diesel  & Machine  Works  Inc. 
Headhunters  Diesel  Ltd. 

Plastron  Spray  Inc. 

Reliable  Engine  Services  Ltd. 


Cylinders-Air,  Gas  & Hydraulic 

Chinook  Industrial  Ltd. 

Danco  Equipment  Inc. 

Rocky  Davis  Jacking  Services 
Hydra-Tech  International  Corporation 
Taro  Industries  Limited 
Teris  Hydraulics  Ltd. 


Dangerous  Goods  Labels  & Placards 

Ace  Explosives  ETI  Ltd. 

Alberta  Traffic  Supply  Ltd. 

Canadian  Crude  Separators  Inc. 

Executive  Advertising 
Explosives  Limited 
1-Dent  Decals  Ltd. 


Data  Communications 

Arctic  Exploration  Services  Limited 
Co-Design  Information  Systems  Ltd. 
Dataworks  Inc. 

Digitech  Information  Services  Ltd. 
D.M.C.  Data  Communications  Ltd. 
Foothills  Industrial  Products  (1988)  Ltd. 
Mentor  Engineering  Inc. 

Quinn  Testers  Ltd. 

TD  Communications  Ltd. 


Data  Loggers 

Bearspaw  Logging  Services  (1986)  Ltd. 

Bently  Nevada  Canada  Ltd. 

Beta  Monitors  & Controls  Ltd. 

Campbell  Scientific  Canada  Corp. 

Caproco  (1987)  Limited 
Catalog  Technology  Inc 
Dycor  Industrial  Research  Ltd. 

Geoservices  North  America  Ltd. 

Gough  Electric 
Martin  Decker/Totco 
Mow-Tech  Ltd. 

Nor’wester  Energy  Systems  Ltd. 

Pason  Well  Services  Ltd. 

Prowest  Safety  and  Environmental  Services  Ltd. 
Technical  Enterprise 
Wirtanen  Electric  Ltd. 


Data  Processing  Consultants 

Dataworks  Inc. 

ESTec  Systems  Corp. 

Integra  Geoservices  Inc. 

Munro  Garrett  International 
Tragoes  Management  Inc. 

Vision  Production  And  Revenue  Accounting  Services  Ltd. 


Data  Processing  Systems  Equipment  & 
Supplies 

Calta  Computer  Systems  Limited 
HITEC  Norway  Ltd. 

Integra  Geoservices  Inc. 

OCOM  Systems  Ltd. 

Tragoes  Management  Inc. 


Data  Processors 

BMP  Energy  Systems  Ltd. 

Canex  Exploration  Services  Ltd. 
CD  PubCo  Inc. 

ENSYTE  Energy  Software  Int’l  Ltd. 
Integra  Geoservices  Inc. 

Munro  Garrett  International 


Data  Recording  Media 

Nicholson  Micro  Centre  Ltd. 


Data  Suppliers-Cd  Rom 

CD  PubCo  Inc. 

Digitech  Information  Services  Ltd. 
Nicholson  Micro  Centre  Ltd. 
Petroleum  Information  Canada  Ltd. 
Tragoes  Management  Inc. 
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Products  & Services 


aylighting 

sen  Valley  Daylighting  Limited 

a-Misters 

•mesh  Separators  Ltd. 

3 Instruments  (1993)  Inc. 
tro  Equipment  Sales  Ltd. 

^gassers 

;co  Drilling  Machinery 
; Constructors, 
loney  Steel  Ltd. 
rthland  Production  Testing  Ltd. 
hfield  Equipment  Ltd. 
ideco  Oilfield  Services  Ltd. 


jhydrators 


0 Gas  & Oil  Production  Equipment  Ltd. 

10  Sales  Ltd. 

ladian  Hydrex  Limited 
andler  Industrial  Sales  Ltd. 
j.M.C.  Oilfield  Sales  & Rentals 
Ikote  Pipeline  Services,  Inc. 
ideye  Sales  & Services  Ltd. 

) Technology  Canada  Ltd. 
jrnational  Oilfield  Equipment  Brokers  Ltd. 
Constructors, 

11  Horse  Compression  Ltd. 

, International  Vessel  Fabrication  Inc. 
t.  Kinzer  & Assoc.  Ltd. 
loney  Steel  Ltd. 

jlech  Dehydration  Systems  Inc. 

ICO  Canada  Ltd. 
thwest  Pipe  & Supply  Co.  Ltd. 

SCO  Manufacturing  & Supply  Ltd. 

SCO  92  Industries  Ltd 
'ro  Equipment  Sales  Ltd. 
ins  Fabrication  and  Supply 
)rity  Projects  Ltd. 
pak  Systems  Ltd. 
ect  Oilfield  Services  Ltd. 
jh-Source  Projects  Limited 
irmo  Design  Engineering  Ltd. 

Ils-Hall  Fabrication  & Construction  Ltd. 
Itec  Inc. 


‘livery  Service 

|i  Explosives  ETI  Ltd. 

^rricks 

Rig  Repairs  Supply 
jjntain  Rig  & Equipment 
ne  Rig  & Equipment 

itel  Industries,  Division  Of  Taro  Industries  Limited 


|o  Industries  Limited 
3cean  Engineering  Ltd. 

baiters 

[Technology  Canada  Ltd. 

CO  Canada  Ltd. 

banders 

lel  Testing  Inc. 

|jP.  Products  Ltd. 
iTechnology  Canada  Ltd. 

sitters 

ing  Fluids  Treatment  Systems  Inc.  (DFTS) 

P.  Products  Ltd. 

Henry  Equipment  (1987)  Ltd. 

Technology  Canada  Ltd. 

Kutryk  Equipment  Ltd. 
deco  Oilfield  Services  Ltd. 
m Sales  (92)  Ltd. 

ttection  Systems 

3 Oilfield  Safety  Ltd. 

dhills  Industrial  Products  (1988)  Ltd. 

'/vest  Safety  and  Environmental  Services  Ltd. 
ity  Boss  Canada  (1993)  Ltd. 
ark  Controls  Ltd. 

1 led  Resource  Safety  Ltd. 


Development  & Reclamation  Planning 

Canadian  Crude  Separators  Inc. 

Enviro-Guard  Reclamation  Inc. 

Manning  & Manning  - Sutton  Group 
Triple  “N"  Trucking 

Western  Oilfield  Environmental  Services  Ltd. 

Dewaxing  Equipment 

A & B Hot  Oil  Services  (1993)  Ltd. 

Barber  Industries  Ltd. 

Camwood  Wireline  Service  Ltd. 

Chriscor  Industries  (1994)  Inc. 

Dynamic  Oil  Tools  Inc. 

ENTERRA  Patco  Oilfield  Products  Limited 
ESS-ELL  Tool  Co.  Ltd. 

Hydro  Kleen  Systems  Inc. 

Production  Dynamics  Ltd. 

Trysol  Canada  Ltd. 

Diamond  Drill  Equipment 

DB  Stratabit  (Canada)  Ltd. 

Elgin  Exploration  Company  Limited 

Diesel  Engines-Positive  Air  Cut  Off 

Barber  Industries  Ltd. 

Cummins  Alberta 

Diesel  Engines-Sales  & Service 

Calmont  White  GMC  Trucks 
Central  Diesel  and  Transmissions  Ltd. 

Chinook  Industrial  Ltd. 

Cummins  Alberta 

Eljay-Gold  Bar  Diesel  & Machine  Works  Inc. 

Headhunters  Diesel  Ltd. 

Pamco  (Division  of  Enerflex  Systems  Ltd) 

Directional  Drilled  Pipeline 

Drilmaster  Canada,  A Division  Of  Canadian  Fracmaster  Ltd. 
Green  Valley  Drilling  Limited 
Zeeland  Ltd. 

Directional  Drilling  Equipment  & Service 

Anadriil  of  Canada 
Baker  Hughes  INTEO 
BecField  Drilling  Services  Ltd. 

Black  Max  Downhole  Tools  Ltd. 

Computalog  Ltd. 

Derrick  Drilling  Ltd. 

Directional  Guidance  Systems  Inc. 

Drilmaster  Canada,  A Division  Of  Canadian  Fracmaster  Ltd, 
ENSCO  Technology  Canada  Inc, 

ENTERRA  Patco  Oilfield  Products  Limited 
Geoservices  North  America  Ltd. 

Guided  Horizontal  Drilling  Canada  Inc. 

Halliburton  Drilling  Systems 
Horizontal  Technology  Services  Ltd. 

Polar  Environmental  Services  Ltd. 

Ryan  Energy  Technologies  Inc. 

Sperry-Sun  Drilling  Services  of  Canada 
T & A Sales  International 
Whipstock  Systems  Inc. 

Zeeland  Horizontal  Ltd. 

Directories 

Canadian  Oil  Register 
Oil  & Gas  Index 
Scroll 

Ditching 

Ace  Explosives  ETI  Ltd. 

Alberta  1st  Call 

Alberta  Hydro  Trenching  Ltd. 

Doran  Stewart  Oilfield  Services  (1990)  Ltd. 

Mid-Pern  Contracting  Ltd. 

Nor-Con  Contracting  Ltd. 

Diving  Equipment  Supplies  & Service 

SOFT  WEIGHTS  MFG.  LTD, 

Underwater  Specialists  Ltd. 

Double  Security  Capping  System 

Lionhead  Engineering  and  Consulting  Ltd. 


Down  Hole  Motors 

Anadriil  of  Canada 
Baker  Hughes  INTEO 
BecField  Drilling  Services  Ltd. 

Black  Max  Downhole  Tools  Ltd. 

Computalog  Ltd. 

Drilmaster  Canada,  A Division  Of  Canadian  Fracmaster  Ltd. 
Ducharme  Oilfield  Rentals  Ltd. 

Guided  Horizontal  Drilling  Canada  Inc. 

Rebound  Rig  International  Ltd. 

Ryan  Energy  Technologies  Inc. 

Sperry-Sun  Drilling  Services  of  Canada 
Whipstock  Systems  Inc. 

Zeeland  Horizontal  Ltd. 

Drafting  Service 

Alberta  Pipeline  Technologies 
Avala  Projects  Inc. 

Challenger  Surveys  & Services  Ltd. 

Den’s  Exploration  Services  (1983)  Ltd. 

Lancia  Design  Ltd. 

Nardei  Fabricators  Ltd. 

Orhan’s  Micrographics  & Photomapping  Inc. 

Singleton  Associated  Engineering  Ltd. 

Techskil  Ltd. 

Tri  Ocean  Engineering  Ltd. 

Universal  Industries  Ltd. 

Universal  Surveys  Inc, 

Waiward  Steel  Fabricators  Ltd. 

Drawworks 

Camwood  Wireline  Service  Ltd. 

Dreco  Drilling  Machinery 
Mountain  Rig  & Equipment 
Online  Rig  & Equipment 

Rostel  Industries,  Division  Of  Taro  Industries  Limited 
Taro  Industries  Limited 

Dredging 

Ceda-Reactor  Ltd. 

Zeeland  Ltd. 

Drill  Bits 

Baker  Hughes  INTEO 
Boundary  Equipment  Co.  Ltd. 

R.J.  Burd  Enterprises  Ltd. 

DB  Stratabit  (Canada)  Ltd. 

Digger  Bits  & Oilfield  Supplies 
Elgin  Exploration  Company  Limited 
Mimco  Enterprises  Ltd. 

Pendemak  Industries  Ltd. 

Reed  Tool  Company  Ltd, 

Rockbit  Industries  of  Canada  (1985)  Ltd. 

Roughneck  Bit  Services  Inc. 

Security  Rock  Bit 

Smith  International  Canada,  Ltd. 

Drill  Collar  Inspection 

Geo-Ray  Oilfield  Inspections  Ltd. 

Guardian  Oilfield  Services 
Smith  International  Canada,  Ltd. 

Western  Drill  Collar  Insp.  Ltd, 

Drill  Collars 

Anadriil  of  Canada 
Baker  Hughes  INTEO 
R.J.  Burd  Enterprises  Ltd. 

Circle  T Service  & Rental  Ltd. 

Coyote  Oilfield  Rentals  (Alta)  Ltd. 

Enterra  BOP  Services 
Enterra  Canada  Limited 

Lynx  Tool  Company  Division  of  Lynx  Energy  Services  Corp, 
Northwell  Rentals  Ltd. 

Pringle’s  Power  Swivel  Service  Ltd. 

Rig  Service  Equipment  Ltd, 

Rostel  Industries,  Division  Of  Taro  Industries  Limited 
Smith  International  Canada,  Ltd. 

Variperm  (Canada)  Limited 

Drill  Collars-Non-Magnetic 

Anadriil  of  Canada 
Baker  Hughes  INTEO 
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BecField  Drilling  Services  Ltd. 

Big  D Rental  & Sales  (1981)  Ltd. 

Enterra  BOP  Services 

Enterra  Canada  Limited 

Guided  Horizontal  Drilling  Canada  Inc. 

Lynx  Tool  Company  Division  of  Lynx  Energy  Services  Corp. 
Ryan  Energy  Technologies  Inc. 

Sperry-Sun  Drilling  Services  of  Canada 
Whipstock  Systems  Inc. 

Drill  Pipe-New 

Cantak  Corporation 
Marubeni  Tubulars  Canada  Ltd. 

Mimco  Enterprises  Ltd. 

Superior  Tube  Ltd. 

Drill  Pipe-Used 

Big  D Rental  & Sales  (1981)  Ltd. 

Circle  T Service  & Rental  Ltd. 

Enterra  BOP  Services 
Enterra  Canada  Limited 
Geo-Ray  Oilfield  Inspections  Ltd. 

Marubeni  Tubulars  Canada  Ltd. 

M&DPipe  Sales  (1980)  Ltd. 

Rig  Service  Equipment  Ltd. 

Superior  Tube  Ltd. 

T & A Sales  International 

Drilling  Consuitants 

Audryx  Petroleum  Ltd. 

Control  Chemical  Corp. 

Cubex  Limited 

Remedy  Resource  Consultants  Ltd. 

Ryan  Energy  Technologies  Inc. 

Zeeland  Horizontal  Ltd. 

Drilling  Contractors 

AKITA  Drilling  Ltd. 

Brelco  Drilling  Ltd. 

Brinkerhoff  International  Inc. 

Cactus  Drilling 

Canadian  Air  Drilling  Services  Ltd. 

Champion  Drilling 
Derrick  Drilling  Ltd. 

Dolphin  Drilling 
Double  Eagle  Drilling  Ltd. 

Elgin  Exploration  Company  Limited 
Ensign  Drilling  Inc. 

FlexTube  Inc. 

Geosearch  Drilling 
Hi-Rate  Drilling  1985  Ltd. 

Jomax  Drilling  (1988)  Ltd. 

Lone  Pine  Turnkey  Management  Ltd. 

Maxim  Blasting  Services  Ltd. 

McGinnis  Rathole  Drilling  Co.  Ltd. 

Noble  Drilling  (Canada)  Ltd. 

Precision  Drilling  Corporation 
SDS  Drilling  Ltd. 

Terroco  Drilling  Ltd. 

Terroco  Oilfield  Services 
Zeeland  Ltd. 

Drilling  Equipment  & Supplies 

Barber  Industries  Ltd. 

Boundary  Equipment  Co.  Ltd. 

B.W.  Rig  Repairs  Supply 
Cando  Oilfield  Supplies  & Rentals  Ltd. 

Canrig  Drilling  Technology  Ltd. 

Columbia  Oilfield  Supply  Ltd. 

Continental  Emsco  Company  Limited 

Cooper  Industries  Canada  Inc.,  Cooper  Oil  Tool  Division 

Cougar  Tool  Inc. 

Rocky  Davis  Jacking  Services 
Dominion  Oilfields  Supply 
Dreco  Drilling  Machinery 

Drilmaster  Canada,  A Division  Of  Canadian  Fracmaster  Ltd. 
Ducharme  Oilfield  Rentals  Ltd. 

Energlo  Diesel  Heaters  Ltd. 

Farr  Canada  Ltd. 

Foremost  Industries  Inc. 

Halliburton  Drilling  Systems 
HITEC  Norway  Ltd. 

Imperial  Rubber  Co.  Ltd. 

Jet-Lube  of  Canada  Ltd. 


Alberta  Petroleum  Equipment  & Services  Directory 


Limeco  Products  Limited 
Lister  Industries  Ltd. 

Martin  Decker/Totco 
Mimco  Enterprises  Ltd. 

National-Oilwell  Canada  Ltd. 

Red-L  Distributors  Ltd. 

Reed  Tool  Company  Ltd. 

Richfield  Equipment  Ltd. 

Rockbit  Industries  of  Canada  (1985)  Ltd. 

Shaffer 

Southwest  Oilfield  Products  (Alberta)  Ltd. 

Taro  Industries  Limited 
Tesco  Corporation 
Wadeco  Oilfield  Services  Ltd. 

Walters  Oil  Tool  Machine  Ltd. 

Drilling  Information 

Co-Design  Information  Systems  Ltd. 

Datalog  Technology  Inc 
Drilling  Records 
Munro  Garrett  International 
OCOM  Systems  Ltd. 

Petroleum  Information  Canada  Ltd. 

SDS  Drilling  Ltd. 

Drilling  Rigs-Parts  & Repairs 

Boundary  Equipment  Co.  Ltd. 

Canadian  Welding  & Manufacturing  Ltd. 

Cubex  Limited 
Derrick  Drilling  Ltd. 

Dreco  Drilling  Machinery 
Mimco  Enterprises  Ltd. 

Mountain  Rig  & Equipment 
National-Oilwell  Canada  Ltd. 

Rostel  Industries,  Division  Of  Taro  Industries  Limited 
Shaffer 

Southwest  Oilfield  Products  (Alberta)  Ltd. 

Taro  Industries  Limited 

Drilling-Diamond  Core 

Baker  Hughes  INTEQ 
DB  Stratabit  (Canada)  Ltd. 

Elgin  Exploration  Company  Limited 
Hi-Rate  Drilling  1985  Ltd. 

Rockbit  Industries  of  Canada  (1985)  Ltd. 

Drills 

Cubex  Limited 
DB  Stratabit  (Canada)  Ltd. 

Drilmaster  Canada,  A Division  Of  Canadian  Fracmaster  Ltd. 
Elgin  Exploration  Company  Limited 

Drillstem  Test  Analysis 

Alpine  Telemetry  Services  Ltd. 

Alpine  Testers  (1987)  Ltd. 

Baker  Oil  Tools  Canada 
Digitech  Information  Services  Ltd. 

McAllister  Petroleum  Services  Ltd. 

Northstar  Drillstem  Testers  Inc. 

Quinn  Testers  Ltd. 

Drillstem  Test  Interpretation  Seminars 

Quinn  Testers  Ltd. 

Drillstem  Testing 

Alpine  Telemetry  Services  Ltd. 

Alpine  Testers  (1987)  Ltd. 

Baker  Oil  Tools  Canada 
Downhole  Systems  Technology 
Geoservices  North  America  Ltd. 

McAllister  Petroleum  Services  Ltd. 

Northstar  Drillstem  Testers  Inc. 

Quinn  Testers  Ltd. 

Drives 

Galaxy  Oilfield  Service  Ltd. 

The  Gear  Centre 
Standen's  Limited 

Dryers-Industrial 

Brittania  Compressor  Sales  Ltd 
Canwest  Propane 
Kayle  Agencies  Ltd. 


Dynamic  Balancing 

Beta  Machinery  Analysis  Ltd. 

The  Gear  Centre 
G.P.R.  Industries  Ltd. 

Reliable  Engine  Services  Ltd. 

Dynamometers 

Advantage  Energy  Services  Ltd. 

Diagnostic  Engineering  Inc. 

Eljay-Gold  Bar  Diesel  & Machine  Works  Inc. 

The  Gear  Centre 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

Earthmoving 

Ace  Explosives  ETI  Ltd. 

Alberta  1st  Call 

Alberta  Hydro  Trenching  Ltd. 

Battle  River  Holdings  Inc. 

Ledcor  Industries  Limited 
Mid-Pern  Contracting  Ltd. 

Nor-Con  Contracting  Ltd. 

Precision  Contractors  Ltd. 

River  Valley  Equipment  Sales  Ltd. 

Ecological  Consultants 

Western  Oilfield  Environmental  Services  Ltd. 

Zeeland  Eco  Ltd. 

Economic  Development 

Teconomics  Inc. 

Electric  Equipment-Manufacturers 

Cantech  Systems  Ltd. 

D.A.  Electric  Ltd. 

ECl  Energy  Controls  Inc. 

Global  Thermoelectric  Inc. 

Jackson  Power  & Electric  Ltd. 

Mactronic  Ltd. 

Ruffneck  Heaters 
Spartech  Manufacturing  Ltd. 

Electric  Equipment-Sales  & Service 

Alitra  Engineering  Services  Ltd. 

Beldon  Sales  Limited 
Cis-Can  Industries  Ltd. 

D.A.  Electric  Ltd. 

EC&M  Electric  Ltd. 

Gough  Electric 

Nordic  Cogen  Systems  Inc. 

Speedco  Drives  & Controls  Ltd. 

Wirtanen  Electric  Ltd. 

Electric  Motor  Controls 

Alberta  Governor  Service  Ltd. 

Alitra  Engineering  Services  Ltd. 

D.A.  Electric  Ltd. 

Dryden  Agencies  Ltd. 

EC&M  Electric  Ltd. 

EECOL  Electric  Ltd. 

Jackson  Power  & Electric  Ltd. 

Pembina  Controls 
Power  Ignition  Controls  Ltd. 

Speedco  Drives  & Controls  Ltd. 

Electric  Motors-Sales  & Service 

Alitra  Engineering  Services  Ltd. 

D.A.  Electric  Ltd. 

Dominion  Oilfields  Supply 
Dryden  Agencies  Ltd. 

G.P.R.  Industries  Ltd. 

Renown  Industries  Ltd. 

Shearer  Supply  Ltd. 

Simark  Controls  Ltd. 

Speedco  Drives  & Controls  Ltd. 

Teris  Hydraulics  Ltd. 

Electric  Switch  Gear 

Alitra  Engineering  Services  Ltd. 

Beldon  Sales  Limited 
Centrilift 

D.A.  Electric  Ltd. 

Gough  Electric 
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jckson  Power  & Electric  Ltd.  Roda  Deaco  Valve  Ltd. 

tirtanen  Electric  Ltd.  Sutton,  Thomas  Engineering  Ltd. 


ilectrical  Cable  Tray 

.A.  Electric  Ltd. 

ECOL  Electric  Ltd. 
ough  Electric 

'estway  Electrical  Supplies  & Services  Ltd. 

ilectrical  Contracting  & Service 

arvak  Services  Inc. 

.A.  Electric  Ltd. 

.C.  Kinzer  & Assoc.  Ltd. 
rdcor  Industries  Limited 
/ramid  Electric  Corporation 
tan  Electric  & Controls  Ltd. 


lectronic  Equipment  & Supplies 

ardinal  Industrial  Electronics  (1992)  Ltd. 
dmonton  Tube  Sales  Ltd. 

ECOL  Electric  Ltd. 

bophysical  Research  Corporation  Ltd. 

C.  Kinzer  & Assoc.  Ltd. 
nerrex  Systems  Ltd. 
peedco  Drives  & Controls  Ltd. 

DR  GEOscience  Corp. 

I.  Probes  Inc. 

I lectronic  Instruments 

Ijamputer  Sonic  Systems  Inc. 

|bl  Energy  Controls  Inc. 

^physical  Research  Corporation  Ltd. 

Barton  Instruments 
|':e  Instruments  (1993)  Inc. 

;Allister  Petroleum  Services  Ltd. 

Ibw-Tech  Ltd. 

bwer  Ignition  Controls  Ltd. 

ledmont  Equipment  Inc. 

[ika  Instruments  Canada  Ltd. 

Probes  Inc. 


lectronic  Memory  Recorders 

ine  Telemetry  Services  Ltd. 

Idon  Sales  Limited 
nnett’s  Wireline  Services  Ltd. 
agnostic  Engineering  Inc. 
ophysical  Research  Corporation  Ltd. 
cAllister  Petroleum  Services  Ltd. 

■SCO  92  Industries  Ltd 
isco  Testing  And  Eng.  Inc. 

Probes  Inc. 


lectronic  Repairs  & Service 

prrpro  Canada,  Inc. 
iage  Inspection  Services  Ltd. 

'lerrex  Systems  Ltd. 
irtanen  Electric  Ltd. 

lectronic  Testing  Equipment 

agnostic  Engineering  Inc. 

|age  Engineering  Ltd. 
irtanen  Electric  Ltd. 

Probes  Inc. 

Ijlevators 

hrreau  Oilfield  Specialties 

Imta  Completions  Supply  & Services  Ltd. 

leatherford  Romeo 

jeatherford  Oil  Tool  Co.  (1983)  Ltd. 

Imergency  Response  Planning 

mn-Am  Surveys  Ltd. 
lyiPLAN  Emergency  Planners  Ltd. 

I'ergroup  Safety  Services 
owest  Safety  and  Environmental  Services  Ltd. 
femedy  Resource  Consultants  Ltd. 

|ifety  Boss  Canada  (1993)  Ltd. 
i Ocean  Engineering  Ltd. 

lergency  Shutdown  Systems 

&rber  Industries  Ltd. 

owest  Safety  and  Environmental  Services  Ltd. 


Energy  Conservation  Consultant-Electrical 
& Fuel  Gas 

ECl  Energy  Controls  Inc. 

Fluor  Daniel  Canada,  Inc. 

PEDERSEN,  M.V.,  Engineering  Inc. 

SOFT  WEIGHTS  MFG.  LTD. 

Energy  Management-Electrical  & Fuel  Gas 
Savings 

Alltra  Engineering  Services  Ltd. 

Avala  Projects  Inc. 

ECl  Energy  Controls  Inc. 

Nordic  Cogen  Systems  Inc. 

PEDERSEN,  M.V.,  Engineering  Inc. 

Southern  Alberta  Institute  of  Technology 
Sutton,  Thomas  Engineering  Ltd. 

Titan  Electric  & Controls  Ltd. 

Engine  Controls 

Alberta  Governor  Service  Ltd. 

Barber  Industries  Ltd. 

Beta  Monitors  & Controls  Ltd. 

Cummins  Alberta 
Emissions  Pius  Inc. 

McGregor  Filtering  Equipment  (1974)  Ltd. 

Power  Ignition  Controls  Ltd. 

Engine  Pre-Heaters 

Calgary  WHITEGMC 
Energlo  Diesel  Heaters  Ltd. 

Engineering  Software 

Alberta  Pipeline  Technologies 
Autodraft  Technical  Centre 
Digi-Rule  Inc. 

ENSYTE  Energy  Software  Infl  Ltd. 

ESTec  Systems  Corp. 

Hyprotech  Ltd. 

Kenonic  Controls  Ltd. 

Munro  Garrett  International 
PEDERSEN,  M.V.,  Engineering  Inc. 

Quantel  Engineering 
DB  Robinson  Research  Ltd. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

Engineers,  Pipeline  Contractors,  Design 

Accutech  Limited 

Applied  Engineering  Sciences  Group  Ltd. 

Canuck  Engineering  Inc. 

Cord  Projects  Ltd. 

Delta  Catalytic  Engineering  and  Construction  Ltd. 

Evergreen  Engineering  Ltd. 

J.P.  Ford  Construction  Management  Ltd. 

J.K.  Engineering  Ltd. 

Kana  Oilfield  Services  Ltd. 

Lotepro  Plants  Limited  ■ Usines  Lotepro  Limitee 
Macdonald  Engineering  Group  Ltd. 

Niven  Engineering  Corporation 
Nordic  Engineering  Ltd. 

Pro  West  Engineering  Ltd. 

Proactive  Technologies  International,  Inc. 

Quantel  Engineering 
Scion  Engineering  Inc. 

Singleton  Associated  Engineering  Ltd. 

SNC-LAVALIN  Inc. 

Stanley  Industrial  Consultants  Ltd. 

Techskil  Ltd. 

Thermo  Design  Engineering  Ltd. 

Winkelaar  Howard  & Associates  Ltd. 

Engineers-Civil 

Adart  Engineering  Services  Ltd. 

Applied  Engineering  Sciences  Group  Ltd. 

Cape  Construction  Inc. 

J.K.  Engineering  Ltd. 

Macdonald  Engineering  Group  Ltd. 

Propak  Systems  Ltd. 

Quantel  Engineering 

Reid  Crowther  & Partners  Limited 


SNC-LAVALIN  Inc. 

Stanley  Industrial  Consultants  Ltd. 

Engineers-Consulting 

Accutech  Limited 

Adart  Engineering  Services  Ltd. 

Advantage  Energy  Services  Ltd. 

Applied  Engineering  Sciences  Group  Ltd. 

Aurora  Corrosion  Control 
Avala  Projects  Inc. 

Ball  Associates  Engineering  Ltd. 

Beta  Machinery  Analysis  Ltd. 

Can-Am  Surveys  Ltd. 

Caproco  (1987)  Limited 
Carrae  Enterprises  Ltd. 

Corrpro  Canada,  Inc. 

Darsi  Engineering,  A Division  of  Darsi  Enterprises  Ltd. 
The  Design  Group  Staffing  Services  Inc. 

DRW  Environmental  Technologies  Inc. 

Evergreen  Engineering  Ltd. 

Fluor  Daniel  Canada,  Inc. 

Hallmark  Engineering  and  Resource  Development  Ltd. 
HFP  Acoustical  Consultants  Ltd. 

Iron  Horse  Compression  Ltd. 

J.K.  Engineering  Ltd. 

The  Laser  Institute 

Lotepro  Plants  Limited  - Usines  Lotepro  Limitee 
Macdonald  Engineering  Group  Ltd. 

Niven  Engineering  Corporation 
Nordic  Engineering  Ltd. 

PEDERSEN,  M.V.,  Engineering  Inc. 

Pro  West  Engineering  Ltd. 

Process-Vessel  Services  Inc. 

Prowest  Safety  and  Environmental  Services  Ltd. 
Quantel  Engineering 
Reid  Crowther  & Partners  Limited 
Scion  Engineering  Inc. 

Singleton  Associated  Engineering  Ltd. 

SNC-LAVALIN  Inc. 

Stanley  Industrial  Consultants  Ltd. 

Techskil  Ltd. 

Tri  Ocean  Engineering  Ltd. 

Western  Oilfield  Environmental  Services  Ltd. 
Winkelaar  Howard  & Associates  Ltd. 

Zeeland  Ltd. 

Engineers-Electrical 

Aan/ak  Services  Inc. 

Applied  Engineering  Sciences  Group  Ltd. 

ECl  Energy  Controls  Inc. 

Evergreen  Engineering  Ltd. 

Image  Engineering  Ltd. 

Image  inspection  Services  Ltd. 

Kenonic  Controls  Ltd. 

Macdonald  Engineering  Group  Ltd. 

Niven  Engineering  Corporation 
Propak  Systems  Ltd. 

Quantel  Engineering 
Quest  Computer  Consultants 
Reid  Crowther  & Partners  Limited 
SNC-LAVALIN  Inc. 

Stanley  Industrial  Consultants  Ltd. 

Sutton,  Thomas  Engineering  Ltd. 

Winkelaar  Howard  & Associates  Ltd. 

Engineers-Geotechnical 

Adart  Engineering  Services  Ltd. 

Terracon  Geotechnique  Ltd. 

Zeeland  Horizontal  Ltd. 

Engineers-industrial 

The  Laser  Institute 
Nordic  Engineering  Ltd. 

Reid  Crowther  & Partners  Limited 

Engineers-lnspection  & Testing 

Ball  Associates  Engineering  Ltd. 

Beta  Machinery  Analysis  Ltd. 

Evergreen  Engineering  Ltd. 

Rivest  Testing  Inc. 

Safety  Boss  Canada  (1993)  Ltd. 

Singleton  Associated  Engineering  Ltd. 

Western  Instruments,  Inc. 

Western  NDT  Sales 
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Engineers-lnstruments  & Control  Systems 

Aarvak  Services  Inc. 

Accutech  Limited 

Applied  Engineering  Sciences  Group  Ltd. 

Delta  Catalytic  Engineering  and  Construction  Ltd. 

ECl  Energy  Controls  Inc. 

Evergreen  Engineering  Ltd. 

Fotron  Control  Systems  Inc. 

Kenonic  Controls  Ltd. 

Lockerbie  and  Hole  Company  Limited 
Macdonald  Engineering  Group  Ltd. 

Mentor  Engineering  Inc. 

Niven  Engineering  Corporation 
Quantel  Engineering 
Quest  Computer  Consultants 
SNC-LAVALIN  Inc. 

Stanley  Industrial  Consultants  Ltd. 

Winkelaar  Howard  & Associates  Ltd. 

Engineers-Mechanical 

Applied  Engineering  Sciences  Group  Ltd. 

Avala  Projects  Inc. 

Delta  Catalytic  Engineering  and  Construction  Ltd. 

Dreco  Drilling  Machinery 
Evergreen  Engineering  Ltd. 

Hallmark  Engineering  and  Resource  Development  Ltd. 

Inspira  Engineering  Inc. 

Macdonald  Engineering  Group  Ltd. 

Niven  Engineering  Corporation 
PEDERSEN,  M.V.,  Engineering  Inc. 

Propak  Systems  Ltd. 

Quantel  Engineering 

Reid  Crowther  & Partners  Limited 

Scion  Engineering  Inc. 

SNC-LAVALIN  Inc. 

Stanley  Industrial  Consultants  Ltd. 

Tri  Ocean  Engineering  Ltd. 

Winkelaar  Howard  & Associates  Ltd. 

Engineers-Petroleum 

Accutech  Limited 
Carrae  Enterprises  Ltd. 

Core  Laboratories 

Delta  Catalytic  Engineering  and  Construction  Ltd. 

Dowell  Division  of  Schlumberger  Canada  Limited 
Hallmark  Engineering  and  Resource  Development  Ltd. 

Mar-Quinn  Industries  Ltd. 

Niven  Engineering  Corporation 

Quantel  Engineering 

Remedy  Resource  Consultants  Ltd. 

Scion  Engineering  Inc. 

SNC-LAVALIN  Inc. 

Techskil  Ltd. 

Engineers-Process 

Accutech  Limited 

Applied  Engineering  Sciences  Group  Ltd. 

Avala  Projects  Inc. 

Canuck  Engineering  Inc. 

Carrae  Enterprises  Ltd. 

Delta  Catalytic  Engineering  and  Construction  Ltd. 

Evergreen  Engineering  Ltd. 

Inspira  Engineering  Inc. 

Macdonald  Engineering  Group  Ltd. 

Niven  Engineering  Corporation 
Pro  West  Engineering  Ltd. 

Propak  Systems  Ltd. 

Quantel  Engineering 

Reid  Crowther  & Partners  Limited 

SNC-LAVALIN  Inc. 

Stanley  Industrial  Consultants  Ltd. 

Techskil  Ltd. 

Thermo  Design  Engineering  Ltd. 

Tri  Qcean  Engineering  Ltd. 

Universal  Industries  Ltd. 

Winkelaar  Howard  & Associates  Ltd. 

Engineers-Structural 

Adart  Engineering  Services  Ltd. 

Applied  Engineering  Sciences  Group  Ltd. 

Cape  Construction  Inc. 

Delta  Catalytic  Engineering  and  Construction  Ltd. 

Macdonald  Engineering  Group  Ltd. 

Reid  Crowther  & Partners  Limited 


Stanley  Industrial  Consultants  Ltd. 

Tri  Ocean  Engineering  Ltd. 

Waiward  Steel  Fabricators  Ltd. 

Winkelaar  Howard  & Associates  Ltd. 

Engineers-Water  Treatment 

Applied  Engineering  Sciences  Group  Ltd. 

Control  Chemical  Corp. 

Delta  Catalytic  Engineering  and  Construction  Ltd. 
J.K.  Engineering  Ltd. 

Reid  Crowther  & Partners  Limited 
Scion  Engineering  Inc. 

Stanley  Industrial  Consultants  Ltd. 

Winkelaar  Howard  & Associates  Ltd. 

Engines-Diesel 

Calmont  White  GMC  Trucks 
Central  Diesel  and  Transmissions  Ltd. 

Chinook  Industrial  Ltd. 

Cooper  Energy  Services 
Cummins  Alberta 

Eljay-Gold  Bar  Diesel  & Machine  Works  Inc. 
Energlo  Diesel  Heaters  Ltd. 

G.P.R.  Industries  Ltd. 

Moore’s  Industrial  Service  Ltd. 

Reliable  Engine  Services  Ltd. 

Renown  Industries  Ltd. 

Roda  Deaco  Valve  Ltd. 

Tate  Power  (1984)  Ltd. 

Waterous  Detroit  Diesel  - Allison  Inc. 

Engines-Gas 

Argo  Sales  Ltd. 

BQMQNT  Energy  Services  Ltd. 

Chinook  Industrial  Ltd. 

Cooper  Energy  Services 
Cummins  Alberta 
Dominion  Qilfields  Supply 
Emissions  Plus  Inc. 

Iron  Horse  Compression  Ltd, 

Moore’s  Industrial  Service  Ltd. 

Pamco  (Division  of  Enerflex  Systems  Ltd) 

Reliable  Engine  Services  Ltd. 

Renown  industries  Ltd. 

Shearer  Supply  Ltd. 

Tate  Power  (1984)  Ltd. 

Waterous  Detroit  Diesel  - Allison  Inc. 

Engines-Rebuilding,  Repairing  & 
Exchanging 

Calgary  WHITEGMC 
Calmont  White  GMC  Trucks 
Central  Diesel  and  Transmissions  Ltd. 

Chinook  Industrial  Ltd. 

Coastal  Northern  Qperations  Ltd. 

Continental  Emsco  Company  Limited 
Cooper  Energy  Services 
Cummins  Alberta 

Eljay-Gold  Bar  Diesel  & Machine  Works  Inc. 

G.P.R,  Industries  Ltd. 

Headhunters  Diesel  Ltd. 

Iron  Horse  Compression  Ltd. 

Moore’s  Industrial  Service  Ltd. 

Q-Tech  Services  Ltd. 

Pamco  (Division  of  Enerflex  Systems  Ltd) 

Reliable  Engine  Services  Ltd. 

Shearer  Supply  Ltd, 

Tate  Power  (1984)  Ltd. 

Waterous  Detroit  Diesel  - Allison  Inc. 

Engines-Sales  & Service 

Central  Diesel  and  Transmissions  Ltd. 

Cooper  Energy  Services 
G.P.R.  Industries  Ltd. 

Pamco  (Division  of  Enerflex  Systems  Ltd) 

Shearer  Supply  Ltd, 

Tate  Power  (1984)  Ltd, 

Waterous  Detroit  Diesel  - Allison  Inc. 

Environmental  Consultants 

Aurora  Corrosion  Control 
Carrae  Enterprises  Ltd. 

Ceda-Reactor  Ltd. 


Chemical  & Geological  Laboratories  Inc. 

Curtis  Reclamation  Service  Ltd. 

Diagnostic  Engineering  Inc, 

Doran  Stewart  Oilfield  Services  (1990)  Ltd. 
EMPLAN  Emergency  Planners  Ltd. 
Enviro-Guard  Reclamation  Inc. 

Environmental  Waste  Management  Ltd, 

Fluor  Daniel  Canada,  Inc. 

HFP  Acoustical  Consultants  Ltd. 

J.K.  Engineering  Ltd. 

Kiseki  Environmental  Corporation 
Milepost  Manufacturing  Inc. 

Nor’wester  Energy  Systems  Ltd. 

Prowest  Safety  and  Environmental  Services  Ltd. 
Quantel  Engineering 
Reid  Crowther  & Partners  Limited 
Remedy  Resource  Consultants  Ltd. 

Safety  Boss  Canada  (1993)  Ltd. 

SNC-LAVALIN  Inc. 

Stanley  Industrial  Consultants  Ltd. 

Terracon  Geotechnique  Ltd. 

Western  Industriai  Laboratories  Limited 
Western  Oilfield  Environmental  Services  Ltd. 
Winkelaar  Howard  & Associates  Ltd. 

Zeeland  Eco  Ltd. 

Environmental  Contracting 

Braidnor  Construction  Ltd. 

Canadian  Chemical  Reclaiming  Ltd. 

Canadian  Crude  Separators  Inc, 

Chemex  Labs  Alberta  Inc. 

Curtis  Reclamation  Service  Ltd. 

Diagnostic  Engineering  Inc. 

Doran  Stewart  Oilfield  Services  (1990)  Ltd. 

DRW  Environmental  Technologies  Inc. 
Emissions  Pius  Inc. 

Enviro  Desorption  Inc. 

Enviro-Guard  Reclamation  Inc. 

Environmental  Waste  Management  Ltd. 

Filtration  Services  Inc, 

Hazco  Environmental  Services  Ltd. 

Hazmat  Transportation  Services  Ltd. 

Kiseki  Environmental  Corporation 
Lockerbie  and  Hole  Company  Limited 
Milepost  Manufacturing  Inc. 

Precision  Contractors  Ltd. 

Production  Dynamics  Ltd. 

SDS  Drilling  Ltd. 

TriWaste  Reduction  Services  Inc. 

Wadeco  Qilfield  Services  Ltd. 

Wasteways  Canada  Ltd. 

Zeeland  Eco  Ltd. 

Environmental  Inspection 

Aurora  Corrosion  Control 
Curtis  Reclamation  Service  Ltd. 

Diagnostic  Engineering  Inc. 

Enviro-Guard  Reclamation  Inc. 

Enviropac  Tracer  Services 
J.K.  Engineering  Ltd. 

Kiseki  Environmental  Corporation 
SAEL  Inspection  Ltd. 

Stanley  Industrial  Consultants  Ltd. 

Terracon  Geotechnique  Ltd. 

Thuro  Services  (Western)  Ltd. 

Western  Qilfield  Environmental  Services  Ltd. 
Zeeland  Eco  Ltd, 

Erosion  Control 

Battle  River  Holdings  Inc. 

Contour  Construction  Ltd. 

Eaton  Brothers  Construction  Ltd. 

F.S.I.  Culvert  Inc, 

Nilex  Geotechnical  Products  Inc. 

Nor-Con  Contracting  Ltd. 

Western  Oilfield  Environmental  Services  Ltd. 
Zeeland  Ltd. 

Evaporators 

HTI  Technology  Canada  Ltd. 

Maloney  Steel  Ltd, 

Excavating  Equipment 

Abacal  Alta,  Ltd. 
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r-Con  Contracting  Ltd. 
rer  Valley  Equipment  Sales  Ltd. 
pity  Oilfield  Construction  (1990)  Ltd. 
isteways  Canada  Ltd. 

<haust  Silencers  - Diesel  Engines 

inook  Industrial  Ltd. 

(pansion  Joints 

derson/CP  Rubber 
inadian  Toolmaster  Ltd. 
cerial  Rubber  Co.  Ltd. 
fating  Equipment  Services  Inc. 
ermotech  Ltd. 

<pediting 

viropac  Tracer  Services 

ich  Customs  Brokers  & Freight  Forwarders 

EL  Inspection  Ltd. 

(ploration  Computer  Systems 

)alog  Technology  Inc 

ophysical  Micro  Computer  Applications  (International)  Ltd. 
' Systems 

,nro  Garrett  International 
(roleum  Information  Canada  Ltd. 
py's  Datashare  International  Ltd. 

(plosion  Proof  Equipment 

Sttom  Equipment  Limited 
COL  Electric  Ltd. 
j'EC  Norway  Ltd. 
wer  Ignition  Controls  Ltd. 
ffneck  Heaters 
ited  Resource  Safety  Ltd. 

(plosives 

e Explosives  ETI  Ltd. 
plosives  Limited 

me  Explosives  Perforating  Supplies  Ltd. 

(Stern  Explosives  Ltd. 

Iibricators-Aluminum 

py  Welders  Ltd. 

[Track  Service  (1984)  Ltd. 
nadian  Welding  & Manufacturing  Ltd. 

,ytec  Equipment  Ltd. 

|ssco  Fabrication  & Engineering  Limited 
ilders  Products  Co.  Ltd. 

)ttom  Equipment  Limited 
pssroads  C & I Distributors  Inc. 

Idee  International  Equipment  Inc. 

L Industrial  Constructors  Inc. 
iFT  WEIGHTS  MFG.  LTD. 

)mas  Metal  Products 

ibricators-Electrical 

nadian  Welding  & Manufacturing  Ltd. 
p.  Kinzer  & Assoc.  Ltd. 
hco  Enterprises  Ltd. 

)FT  WEIGHTS  MFG.  LTD. 

^bricators-Steel 

jo  Gas  & Oil  Production  Equipment  Ltd. 
oy  Welders  Ltd. 

'Track  Service  (1984)  Ltd. 

)n  Services  Ltd. 

<0  Machine  Industries  Ltd. 
nadian  Welding  & Manufacturing  Ltd. 

V.  Carry  Ltd. 
ristianson  Pipe  Ltd. 

Implete  Package  Technology  Ltd. 
rd  Projects  Ltd. 

o.M.C.  Oilfield  Sales  & Rentals 
viro-Tec  Inc. 

jidec  International  Equipment  Inc. 

Ideye  Sales  & Services  Ltd. 
enco  Industries  Ltd. 

I’s  Hot  Shot  Service  Ltd. 
lependent  Machinery  Limited 
den  Industrial  Equipment  Inc. 
jkloc  Buildings  Inc. 
jloney  Steel  Ltd. 


Mar-Ouinn  Industries  Ltd. 

Natco  Canada  Ltd. 

Nusco  Manufacturing  & Supply  Ltd. 

O.H.M.  Steel  Ltd. 

Park  Lake  Welding  & Manufacturing 
Pasquale  Mancuso  Construction  Ltd. 

PCL  Industrial  Constructors  Inc. 

Pillar  Oilfield  Projects  Ltd. 

Plains  Fabrication  and  Supply 
Porta-Test  Inc. 

Propak  Systems  Ltd. 

Ouality  Fabricating  & Supply  Limited 

Rostel  Industries,  Division  Of  Taro  Industries  Limited 

SOFT  WEIGHTS  MFG.  LTD. 

Sure  Weld  Industries  Ltd. 

Taro  Industries  Limited 
Thermo  Design  Engineering  Ltd. 

Thuro  Services  (Western)  Ltd. 

Tru-Weld  Grating  Ltd. 

Waiward  Steel  Fabricators  Ltd. 

Walters  Oil  Tool  Machine  Ltd. 

Wells-Hall  Fabrication  & Construction  Ltd. 

Wemas  Metal  Products 

Failure  Analysis 

Beta  Machinery  Analysis  Ltd. 

Canspec  Group  Inc. 

Fencing 

Alberta  1st  Call 
Benoit  Oilfield  Const.  Ltd. 

Christianson  Pipe  Ltd. 

Nilex  Geotechnical  Products  Inc. 

Phoenix  Fence  (1986)  Ltd. 

R.  Pollitt  Oilfield  Construction  Ltd. 

Presidential  Industries  Ltd. 

Fiberglass  Products 

Continental  Emsco  Company  Limited 
Dominion  Oilfields  Supply 
Franklin  Supply  Company  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

National-Oilwell  Canada  Ltd. 

Penta  Completions  Supply  & Services  Ltd. 

Ramtech  Enterprises  Ltd. 

The  Truck  Outfitters 
Versa  Fibreglass  Products  Ltd. 

Vitri  Plastics  Inc. 

Film  and  Video  Producers 

Visions  Management  Company  Ltd. 

Filters 

Allied  Transmissions  Ltd. 

Chinook  Industrial  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

Clean  Fluids  Systems  Inc. 

Danvic  Associates  Ltd. 

Filtration  Services  Inc. 

The  Fluid  Life  Corporation 
Galvanic  Analytical  Systems  Ltd. 

HyPower  Systems  Inc. 

McGregor  Filtering  Equipment  (1974)  Ltd. 

Peco  Filters  Limited 
Petro  Equipment  Sales  Ltd. 

Teris  Hydraulics  Ltd. 

Wainwright  Auto  Supply  (1988)  Ltd. 

Filters-AIr,  Gas  & Liquids 

Bearspaw  Compression  Industries  Ltd. 

Chinook  Industrial  Ltd. 

Cis-Can  Industries  Ltd. 

Danvic  Associates  Ltd. 

EAGLE  Pump  & Compressor  Ltd. 

Filtration  Services  Inc. 

McGregor  Filtering  Equipment  (1974)  Ltd. 

Peco  Filters  Limited 

Filtration  Equipment 

Chinook  Industrial  Ltd. 

Clean  Fluids  Systems  Inc. 

Danvic  Associates  Ltd. 

Drilling  Fluids  Treatment  Systems  Inc.  (DFTS) 


Filtration  Services  Inc. 

The  Fluid  Life  Corporation 
Galvanic  Analytical  Systems  Ltd. 

HyPower  Systems  Inc. 

!.P.  Constructors, 

K-Lynn  Trucking  Ltd. 

E.A.  Kutryk  Equipment  Ltd. 

McGregor  Filtering  Equipment  (1974)  Ltd. 

Peco  Filters  Limited 
Performance  Filter  Systems 
Petro  Equipment  Sales  Ltd. 

Financial  & Investment 

Ownership  Structures  of  Principal  Petroleum  Companies  in  Canada 

Fire  Fighting  Equipment 

Battle  River  Holdings  Inc. 

Canadian  Safety  Supply  International  Co. 

Energlo  Diesel  Heaters  Ltd. 

Forest  Lease  Inc. 

General  Body  & Equipment  Ltd. 

Hill's  Hot  Shot  Service  Ltd. 

Mr.  Glove  & Safety  Ltd. 

Prowest  Safety  and  Environmental  Services  Ltd. 

Safety  Boss  Canada  (1993)  Ltd. 

Fire  Proofing  of  Structural  Steel 

Fuller  Austin  Insulation  Inc. 

Fire  Protection  Equipment 

Safety  Boss  Canada  (1993)  Ltd. 

Simark  Controls  Ltd. 

Fire  Retardant  Clothing 

Canadian  Safety  Supply  International  Co. 

G.C.  McCaffrey  & Associates  Ltd. 

Mr.  Glove  & Safety  Ltd. 

Northweli  Rentals  Ltd. 

Protective  Apparel  Inc. 

Safety  Boss  Canada  (1993)  Ltd. 

Firestopping  insulation 

Amity  Insulation  Systems  Ltd. 

Crossroads  C & I Distributors  Inc. 

Fuller  Austin  Insulation  Inc. 

Rotork  Controls  (Canada)  Ltd. 

First  Aid  Supplies 

Canadian  Safety  Supply  International  Co. 

Mr.  Glove  & Safety  Ltd. 

Prowest  Safety  and  Environmental  Services  Ltd. 

St.  John  Ambulance 
Technical  Enterprise 
Zee  Medical  Canada  Inc. 

Fishing  Tools 

Baker  Oil  Tools  Canada 
R.J.  Burd  Enterprises  Ltd. 

Northweli  Rentals  Ltd. 

Penta  Completions  Supply  & Services  Ltd. 

Rig  Service  Equipment  Ltd. 

Site  Oil  Tools  Inc. 

Variperm  (Canada)  Limited 

Fittings 

AGS  Valve  & Fitting  Ltd. 

Alberta  Oil  Tool,  A Dover  Resources  Company 
Columbia  Oilfield  Supply  Ltd. 

Comco  Pipe  and  Supply  Co. 

Dominion  Oilfields  Supply 
Edmonton  Tube  Sales  Ltd. 

Edmonton  Valve  & Fitting  Limited 
GN  Corporations  Inc. 

GRM  Fluid  Controls 
Hydra-Tech  International  Corporation 
Marubeni  Tubulars  Canada  Ltd. 

Maverick  Supply  Ltd. 

Meridian  Specialties  Inc. 

Red-L  Distributors  Ltd. 

Rice  Engineering  & Operating  Ltd. 

Wainwright  Auto  Supply  (1988)  Ltd. 

Westiund  Industrial  Supply 
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Flags  & Banners 

Alberta  Traffic  Supply  Ltd. 

Canadian  Safety  Supply  International  Co. 
Canadian  Safety  Supply  Limited 
Country  Flags 
Executive  Advertising 

Flanges 

Adrico  Machine  Works  Ltd. 

Comco  Pipe  and  Supply  Co. 

Dominion  Oilfields  Supply 
Edmonton  Tube  Sales  Ltd. 

F M C of  Canada  Ltd.,  Wellhead  Division 
GN  Corporations  Inc. 

Meridian  Specialties  Inc. 

Zantec  Inc. 

Flarestack  Ignitions 

R.C.  Kinzer  & Assoc.  Ltd. 

Mactronic  Ltd. 

Northland  Production  Testing  Ltd. 
Pyramid  Electric  Corporation 

Flarestack  Rentals 

Goldeye  Sales  & Services  Ltd. 

Harvie  Instruments  Ltd. 

Northland  Production  Testing  Ltd. 

Select  Oilfield  Services  Ltd. 

Smoky  Oilfield  Rentals 


Flow  Meter  Service 

Daniel  Industries  Canada 
Northland  Production  Testing  Ltd. 

Flow  Nozzles 

Daniel  Industries  Canada 
International  Cooling  Tower  Inc. 

Flow  Valves 

Kiser  Supply  & Instrumentation  Ltd. 
Weltec  Oilfield  Specialties 
Wheatley  Canada  Ltd. 

Fluid  Meters 

Canadian  Safety  Supply  Limited 
C.B.  Engineering  Limited 
ITT  Barton  Instruments 
Northland  Production  Testing  Ltd. 
Wheatley  Canada  Ltd. 

Wild  Card  Enterprises  Ltd. 

Fluid  Power  Equipment 

Danco  Equipment  Inc. 

Hydra-Tech  International  Corporation 
Shearer  Supply  Ltd. 

Teris  Hydraulics  Ltd. 

Fork  Lifts-Sales  & Rentals 

CMI  Rentals  Inc. 


Flarestacks 

Anchor  Master  Oilfield  Services  (1987)  Ltd. 
Argo  Sales  Ltd. 

C.S.M.C.  Oilfield  Sales  & Rentals 
Dacro  Industries  Ltd. 

IVF  International  Vessel  Fabrication  Inc. 
R.C.  Kinzer  & Assoc.  Ltd. 

Mactronic  Ltd. 

Northland  Production  Testing  Ltd. 
Porta-Test  Inc. 

Pyramid  Electric  Corporation 
Rialta  Supply  Ltd. 

Telba  Oilfield  Rentals  Ltd. 

Fleet  Management 

Calmont  Leasing  Ltd. 

Energlo  Diesel  Heaters  Ltd. 

Floating  Equipment 

Fedmet  Tubulars 
Global  Steel  Ltd. 

Import  Tool  Corporation  Ltd. 

Lawson  Oilfield  Services  Ltd. 

Top-Co  Industries  Ltd. 

Triumph  Tubular  & Supply  Ltd. 

Weatherford  Homco 
Weatherford  Oil  Tool  Co.  (1983)  Ltd. 


Foundries  & Foundry  Products 

Standen's  Limited 

Fracture  Fluid-Sales 

Phillips  Petroleum  International  Canada  Ltd. 

Trysol  Canada  Ltd. 

Wells  Cargo  Oilfield  Services 

Fracturing 

Canadian  Fracmaster  Lid. 

Doweil  Division  of  Schlumberger  Canada  Limited 

Halliburton  Energy  Services,  a Division  of  Halliburton  Canada  Inc. 

NOWSCO  Well  Service  Ltd. 

Servo-Dynamics,  Inc. 

Freeze  Unit  & Hot  Tap  Service-Mobile 

Robco  Pressure  Services  Ltd. 

VC  Controlled  Pressure  Services  Ltd. 

Freight  Service-Industrial 

Lynch  Customs  Brokers  & Freight  Forwarders 
Lynch  Resources  Ltd. 

Fuel 

Cal-Gas  Inc. 

Canwest  Propane 


Flow  Measuring  Equipment 

Accel  Testing  Inc. 

Barber  Engineering  and  Controls  Ltd. 
Bonnett's  Wireline  Services  Ltd. 

C.B.  Engineering  Limited 
Daniel  Industries  Canada 
Galvanic  Analytical  Systems  Ltd. 
Geophysical  Research  Corporation  Ltd. 

GS  Hitech  Controls  Inc. 

Harvie  Instruments  Ltd. 

HITEC  Norway  Ltd. 

hlydra-Tech  International  Corporation 

ITT  Barton  Instruments 

Martin  Decker/Totco 

Mow-Tech  Ltd. 

Muis  Controls  Ltd. 

Northland  Production  Testing  Ltd. 

Norward  Energy  Services  Corp. 

Petro  Equipment  Sales  Ltd. 

Rosemount  Instruments  Ltd. 

Sherrex  Systems  Ltd. 

Telematic  Controls  Inc. 

Westiund  Industrial  Supply 
Wheatley  Canada  Ltd. 

Wild  Card  Enterprises  Ltd. 

Williams  Instrument  Company  Inc. 


Fuel  Injection  Systems 

Canwest  Propane 

Garbage  Removal 

Curtis  Reclamation  Service  Ltd. 

Waste  ways  Canada  Ltd. 

Gas  Analysis 

Chemex  Labs  Alberta  Inc. 

Chemical  & Geological  Laboratories  Inc. 
Core  Laboratories 
Catalog  Technology  Inc 
Digitech  Information  Services  Ltd. 
Galvanic  Analytical  Systems  Ltd. 
Geoservices  North  America  Ltd. 

Rattler  Proving  Co.  Ltd. 

Rosemount  Instruments  Ltd. 

Gas  Analysis  Apparatus 

Chemex  Labs  Alberta  Inc. 

Foothills  Industrial  Products  (1988)  Ltd. 
Lee  Instruments  (1993)  Inc. 


Gas  Compressors 

Bearspaw  Compression  Industries  Ltd. 

Beta  Monitors  & Controls  Ltd. 

BOMONT  Energy  Services  Ltd. 

Cherco-Barber  Ltd. 

Chinook  Industrial  Ltd. 

EAGLE  Pump  & Compressor  Ltd. 

Franklin  Supply  Company  Ltd. 

Heathmar  Industries  Ltd. 

Independent  Recovery  Service  Inc. 

Iron  Horse  Compression  Ltd. 

Lotus  Equipment  Sales  Ltd. 

Lynx  Tool  Company  Division  of  Lynx  Energy  Services  Corp. 
Pamco  (Division  of  Enerflex  Systems  Ltd) 

Startec  Refrigeration  Services  Ltd. 

Wilron  Equipment  Ltd. 

Gas  Detection  Equipment 

AGS  Environmental  & Safety 
Bearspaw  Logging  Services  (1986)  Ltd. 

B&  WTechnologies  Ltd. 

Cantech  Controls 
Carrae  Enterprises  Ltd. 

Corrpro  Canada,  Inc. 

Catalog  Technology  Inc 
Dore  Oilfield  Safety  Ltd. 

Gastech  Instruments  Canada  Ltd. 

GS  Hitech  Controls  Inc. 

Oak  Environmental  Equipment  Supply  Ltd. 

OCOM  Systems  Ltd. 

Prowest  Safety  and  Environmental  Services  Ltd. 

Pyramid  Electric  Corporation 
Simark  Controls  Ltd. 

Standard  Safety  & Consulting  Services  (1978)  Ltd. 

Startec  Refrigeration  Services  Ltd. 

Technical  Enterprise 
United  Resource  Safety  Ltd. 

Gas  Lift  Equipment 

Halliburton  Energy  Services,  a Division  of  Halliburton  Canada  Inc. 
Import  Tool  Corporation  Ltd. 

Opsco  92  Industries  Ltd 

Gas  Measurement  Services 

Accel  Testing  Inc. 

BMP  Energy  Systems  Ltd. 

Daniel  Industries  Canada 
ITT  Barton  Instruments 
Naft  Canada  Resources  Ltd. 

Norward  Energy  Services  Corp. 

Rattler  Proving  Co.  Ltd. 

Sauter's  Gas  Measurement  Services  Ltd. 

Sealweld  Corporation  Ltd. 

Solid  Resources  Ltd. 

Vision  Gas  Measurement  Services  Ltd. 

Vision  Production  And  Revenue  Accounting  Services  Ltd. 
Wheatley  Canada  Ltd. 

Wild  Card  Enterprises  Ltd. 

Gas  Meters 

Barber  Engineering  and  Controls  Ltd. 

ITT  Barton  Instruments 

Kiser  Supply  & Instrumentation  Ltd. 

Rattler  Proving  Co.  Ltd. 

Telematic  Controls  Inc. 

Wheatley  Canada  Ltd. 

Wild  Card  Enterprises  Ltd. 

Gas  Plant  Equipment 

Alco  Gas  & Oil  Production  Equipment  Ltd. 

Chinook  Industrial  Ltd. 

Chittom  Equipment  Limited 
C.S.M.C.  Oilfield  Sales  & Rentals 
GH-Bettis  Ltd. 

Independent  Recovery  Service  Inc. 

International  Oilfield  Equipment  Brokers  Ltd. 

I.P.  Constructors, 

LPG  Resources  Inc 
Maloney  Steel  Ltd. 

Pillar  Oilfield  Projects  Ltd. 

Propak  Systems  Ltd. 

Tega  Oilfield  Supply 
Terra  Nova  Industries  Ltd 


98 


1995  Editio 


Products  & Services 


armo  Design  Engineering  Ltd. 
ited  Resource  Safety  Ltd. 
ntec  Inc. 

as  Processing  Equipment 

lerta  Oil  Tool,  A Dover  Resources  Company 
0 Gas  & Oil  Production  Equipment  Ltd. 
inook  Industrial  Ltd. 
astal  Northern  Operations  Ltd. 
fnplete  Package  Technology  Ltd. 

5.M.C.  Oilfield  Sales  & Rentals 
Ideye  Sales  & Services  Ltd. 
athmar  Industries  Ltd. 
ependent  Recovery  Service  Inc. 
jrnational  Oilfield  Equipment  Brokers  Ltd. 

. Constructors, 

3 Instruments  (1993)  Inc, 
loney  Steel  Ltd. 
tco  Canada  Ltd. 
ority  Projects  Ltd. 
ipak  Systems  Ltd. 

3a  Oilfield  Supply 

brmo  Design  Engineering  Ltd. 

Ocean  Engineering  Ltd. 

Ils-Hall  Fabrication  & Construction  Ltd. 
itec  Inc. 

H^s  Testing 

cel  Testing  Inc. 

itral  Alberta  Production  Testing  Ltd. 
gnostic  Engineering  Inc. 

Ihland  Production  Testing  Ltd. 
nn/ard  Energy  Services  Corp. 

-SCO  92  Industries  Ltd 
id  Resources  Ltd. 
jtmaster  Production  Services  Ltd. 
lEner-Tech  Petroleum  Services  Ltd. 
petest  Service  & Supply  (1978)  Ltd. 

|sco  Testing  And  Eng.  Inc. 

as  Well  Fluid  Removal 

nwood  Wireline  Service  Ltd. 
tlless  Tubing  Services  Ltd. 
irite  Oilfield  Services  Ltd. 
id  Lift  Systems  Inc. 

^s  Well  Servicing 

cel  Testing  Inc. 
dison  & Leyen  Ltd. 

; L Pro  Well  Inc. 
a Well  Service  Inc. 

[inett’s  Wireline  Services  Ltd. 
fSt  Well  Servicing 
nwood  Wireline  Service  Ltd. 

G Oilfield  Services  Ltd. 

Is  Valve  Servicing  (1980)  Ltd. 
zzly  Ledcor  Well  Servicing  Limited 
zzly  Well  Servicing  (Grand  Centre)  Ltd. 
jard  Oilfield  Services  (91)  Ltd. 

"1  Canada  Resources  Ltd. 

TO  Well  Servicing 
pcho  Well  Servicing  Ltd. 

Ticient  Oil  Tools  Ltd. 
bnd-Up  Well  Servicing  Inc. 

.vo-Dynamics,  Inc. 

'id  Resources  Ltd. 

Bsol  Canada  Ltd. 
rdin  Well  Servicing  (1975)  Ltd. 

askets 

erta  Gasket  & Supply  Ltd. 
ladian  Swabmaster  Ltd. 
inook  Industrial  Ltd. 

'co  Industrial  Supplies  Ltd. 
jTico  Pipe  and  Supply  Co. 
sketmaster,  Inc. 
lerial  Rubber  Co.  Ltd. 
rwesco  Industries  (1983)  Ltd. 
insman  Mfg.  Ltd. 
stiund  Industrial  Supply 

auges 

ntech  Controls 
/iropac  Tracer  Services 


Hydra-Tech  International  Corporation 
Jiro  Oilfield  Supply  Ltd. 

Kiser  Supply  & Instrumentation  Ltd. 

Martin  Decker/Totco 
Power  Ignition  Controls  Ltd. 

Wika  Instruments  Canada  Ltd. 

Z.l.  Probes  Inc. 

Zimco  Gauge  & Valves  Ltd. 

Gauges-Electric 

Geoservices  North  America  Ltd. 

Power  Ignition  Controls  Ltd. 

Gauges-Fluid  Level 

ITT  Barton  Instruments 
Muis  Controls  Ltd. 

Plainsman  Mfg.  Ltd. 

Power  Ignition  Controls  Ltd. 

Williams  Instrument  Company  Inc. 

Gauges-Pressure 

Alpine  Telemetry  Services  Ltd. 

Barber  Engineering  and  Controls  Ltd. 

Bonnett's  Wireline  Services  Ltd. 

CPW  Valve  & Instrument  Co.  Ltd. 

Geophysical  Research  Corporation  Ltd. 

Geoservices  North  America  Ltd. 

Hydra-Tech  International  Corporation 

Martin  DeckerTTotco 

McAllister  Petroleum  Services  Ltd. 

Park  Lake  Welding  & Manufacturing 
Power  Ignition  Controls  Ltd. 

Quinn  Testers  Ltd. 

Sperry-Sun  Drilling  Services  of  Canada 
Wika  Instruments  Canada  Ltd. 

Z.l.  Probes  Inc. 

Zimco  Gauge  & Valves  Ltd. 

Gauges-Recording 

Geophysical  Research  Corporation  Ltd. 

McAllister  Petroleum  Services  Ltd. 

Sperry-Sun  Drilling  Services  of  Canada 
Z.l.  Probes  Inc. 

Gauges-Repairing 

Alpine  Testers  (1987)  Ltd. 

Harvie  Instruments  Ltd. 

Martin  Decker/Totco 
Rattler  Proving  Co.  Ltd. 

Wika  Instruments  Canada  Ltd. 

Wild  Card  Enterprises  Ltd. 

Zimco  Gauge  & Valves  Ltd. 

Gauges-Temperature 

Alpine  Telemetry  Services  Ltd. 

Bonnett’s  Wireline  Services  Ltd. 

Geophysical  Research  Corporation  Ltd. 

Power  Ignition  Controls  Ltd. 

Wika  Instruments  Canada  Ltd. 

Wild  Card  Enterprises  Ltd. 

Z.l.  Probes  Inc. 

Gears  & Gear  Cutting 

Cidco  Industrial  Supplies  Ltd. 

Gears-Reduction 

Dryden  Agencies  Ltd. 

International  Cooling  Tower  Inc. 

Lufkin  Industries  Canada  Ltd. 

Speedco  Drives  & Controls  Ltd. 

Generators-Electric,  Sales  & Service 

CMI  Rentals  Inc. 

Cummins  Alberta 
Global  Thermoelectric  Inc. 

G.P.R.  Industries  Ltd. 

Lotus  Equipment  Sales  Ltd. 

Pamco  (Division  of  Enerflex  Systems  Ltd) 

Renown  Industries  Ltd. 

Waterous  Detroit  Diesel  - Allison  Inc. 

Generators-Gas 

Cummins  Alberta 


Galvanic  Analytical  Systems  Ltd. 

Global  Thermoelectric  Inc. 

Servo-Dynamics,  Inc. 

Tate  Power  (1984)  Ltd. 

Generators-Rental 

Big  D Rental  & Sales  (1981)  Ltd. 

CMI  Rentals  Inc, 

Coyote  Oilfield  Rentals  (Alta)  Ltd. 

Cummins  Alberta 
Deranway  Enterprises  Ltd. 

Grizzly  Power  Ltd. 

LRG  Catering  Ltd. 

Northwell  Rentals  Ltd. 

Tate  Power  (1984)  Ltd. 

Toran  Power  Equipment  Sales  & Rentals  Ltd. 

Waterous  Detroit  Diesel  - Allison  Inc. 

Geological  Services  & Supplies 

Alberta  1st  Call 

Canex  Exploration  Services  Ltd. 

Co-Design  Information  Systems  Ltd, 

Datalog  Technology  Inc 

The  Design  Group  Staffing  Services  Inc. 

Digi-Rule  Inc. 

Digitech  Information  Services  Ltd. 

Dinard  Resources  Ltd. 

Geophysical  Micro  Computer  Applications  (International)  Ltd. 
Kestrel  Data  Ltd. 

Naft  Canada  Resources  Ltd. 

OCOM  Systems  Ltd. 

Petrel  Robertson  Ltd. 

Petrocraft  Products  Ltd. 

Photon  Systems  Ltd, 

Seismic  Image  Software  Ltd. 

Geophysical  Contractors 

Maltais  Associates  Surveyors  Ltd. 

Geophysical  Data  Brokers 

Dinard  Resources  Ltd. 

Prime  Brokerage  Consultants  Ltd. 

Scroll 

White  Data  Brokers  Ltd. 

Geophysical  Services  & Supplies 

Roy  Catt  Water  Hauling  Ltd. 

Complete  Land  Services  Ltd. 

Den’s  Exploration  Services  (1983)  Ltd. 

The  Design  Group  Staffing  Services  Inc. 

Digi-Rule  Inc. 

Dinard  Resources  Ltd. 

Dyad  Data  Services  (Canada)  Limited 
Explosives  Limited 
Foremost  Industries  Inc. 

Geophysical  Micro  Computer  Applications  (International)  Ltd. 
Hampson-Russell  Software  Services  Ltd. 

Integra  Geoservices  Inc. 

Kestrel  Data  Ltd. 

Nicholson  Micro  Centre  Ltd. 

Orhan’s  Micrographics  & Photomapping  Inc. 

Petrel  Robertson  Ltd. 

Photon  Systems  Ltd. 

Raymac  Surveys  Ltd. 

TOR  GEOscience  Corp. 

Geotechnical  Services 

Adart  Engineering  Services  Ltd. 

Naft  Canada  Resources  Ltd. 

OCOM  Systems  Ltd, 

Zeeland  Horizontal  Ltd. 

Geotextiles 

F.S.I.  Culvert  Inc. 

Nilex  Geotechnical  Products  Inc. 

Oak  Environmental  Equipment  Supply  Ltd. 

Westiund  Industrial  Supply 

Glycols 

Canadian  Chemical  Reclaiming  Ltd. 

Dean’s  Oilfield  Services  Ltd. 

Wells  Cargo  Oilfield  Services 
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GratingS'Steel,  Aluminum  & Stainless 

Chittom  Equipment  Limited 
O.H.M.  Steel  Ltd. 

Tru-Weld  Grating  Ltd. 

Gravel  Hauling 

Battle  River  Holdings  Inc. 

Mid-Pern  Contracting  Ltd. 

Gravel  Packing 

Variperm  (Canada)  Limited 

Greases 

Control  Chemical  Corp. 

Foothills  Industrial  Products  (1988)  Ltd. 

GRM  Fluid  Controls 
Jet-Lube  ot  Canada  Ltd. 

Greasing  Equipment 

Dryden  Agencies  Ltd. 

Foothills  Industrial  Products  (1988)  Ltd. 

General  Body  & Equipment  Ltd. 

Grinding  Machine  & Equipment 

Chinook  Industrial  Ltd. 

Moore’s  Industrial  Service  Ltd. 

Groundwater  Monitoring  Equipment  and 
Supplies 

International  Piping  Inc. 

Mow-Tech  Ltd. 

Rice  Engineering  & Operating  Ltd. 

Grouting 

Aron  Services  Ltd. 

Chinook  Industrial  Ltd. 

Coastal  Northern  Operations  Ltd. 

Heathmar  Industries  Ltd. 

Inflatatest  Design  Group  Ltd. 

Rotating  Equipment  Services  Inc. 

Grouting  Compounds 

Chinook  Industrial  Ltd. 

Coastal  Northern  Operations  Ltd. 

Control  Chemical  Corp. 

Heathmar  Industries  Ltd. 

Hangers 

Barber  Industries  Ltd. 

Import  Tool  Corporation  Ltd. 

Rebound  Rig  International  Ltd. 

Site  Oil  Tools  Inc. 

Hard  Banding 

Continental  Hardbanding  Ltd. 

Lynx  Tool  Company  Division  of  Lynx  Energy  Services  Corp. 
Rockbit  Industries  of  Canada  (1985)  Ltd. 

Tuboscope  Vetco  Canada  Inc. 

Hard  Facing 

Boundary  Equipment  Co.  Ltd. 

Chinook  Industrial  Ltd. 

Continental  Hardbanding  Ltd. 

ESS-ELL  Tool  Co.  Ltd. 

Grenco  Industries  Ltd. 

The  Laser  Institute 
Plastron  Spray  Inc. 

Rockbit  Industries  of  Canada  (1985)  Ltd. 

Universe  Machine  Corporation 

Hazardous  Waste 

Alberta  Special  Waste  Management  System 
Ceda-Reactor  Ltd. 

Curtis  Reclamation  Service  Ltd. 

Delta  Catalytic  Engineering  and  Construction  Ltd. 
Environmental  Waste  Management  Ltd. 

Enviropac  Tracer  Services 
Hazmat  Transportation  Services  Ltd. 

TriWaste  Reduction  Services  Inc. 

Zeeland  Eco  Ltd. 


Heads 

Barber  Industries  Ltd. 

Cessco  Fabrication  & Engineering  Limited 
Chinook  Industrial  Ltd. 

Reliable  Engine  Services  Ltd. 

Heat  Controls 

Cantech  Systems  Ltd. 

Ruffneck  Heaters 

Heat  Exchanger  Ferrules 

Independent  Machinery  Limited 
G.C.  McCaffrey  & Associates  Ltd. 

Heat  Exchangers 

Chandler  Industrial  Sales  Ltd. 

Chittom  Equipment  Limited 
Exchanger  Industries 
Flo-Crest  Equipment  (Alberta)  Ltd. 

Hydro  Kleen  Systems  Inc. 

IVF  International  Vessel  Fabrication  Inc. 

Joule  Technical  Sales  Inc 
Propak  Systems  Ltd. 

Ramco  Energy  Products  Ltd. 

Ruffneck  Heaters 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Teris  Hydraulics  Ltd. 

Thermotech  Ltd. 

Heat  Treating-Metal 

GN  Corporations  Inc. 

Grenco  Industries  Ltd. 

Universe  Machine  Corporation 

Heaters-Production 

Alco  Gas  & Oil  Production  Equipment  Ltd. 

Complete  Package  Technology  Ltd. 

C.S.M.C.  Oilfield  Sales  & Rentals 
Global  Thermoelectric  Inc. 

HTH  Heatech  Inc. 

I.P.  Constructors 
R.C.  Kinzer  & Assoc.  Ltd. 

Maloney  Steel  Ltd. 

Mar-Ouinn  Industries  Ltd. 

Natco  Canada  Ltd. 

Norward  Energy  Services  Corp. 

Opsco  92  Industries  Ltd 
Plains  Fabrication  and  Supply 
Priority  Projects  Ltd. 

Propak  Systems  Ltd. 

Ramco  Energy  Products  Ltd. 

Rialta  Supply  Ltd. 

Select  Oilfield  Services  Ltd. 

Smoky  Oilfield  Rentals 
Thermo  Design  Engineering  Ltd. 

Wells-Hall  Fabrication  & Construction  Ltd. 

Heaters-Tracking  Cable 

Cantech  Systems  Ltd. 

Heating  Equipment  & Supplies 

Canwest  Propane 

The  Carter  Marketing  Group,  Inc. 

Cis-Can  Industries  Ltd. 

Energlo  Diesel  Heaters  Ltd. 

FW  Fired  Heaters  Ltd. 

Lister  industries  Ltd. 

Nordic  Cogen  Systems  Inc. 

Ruffneck  Heaters 

Heavy  Duty  Truck  Mounted  Equipment 

Camex  Equipment  Sales  and  Rentals  Inc. 

Caytec  Equipment  Ltd. 

Central  Diesel  and  Transmissions  Ltd. 

Danco  Equipment  Inc. 

The  Gear  Centre 

General  Body  & Equipment  Ltd. 

Mimco  Enterprises  Ltd. 

Redmont  Equipment  Inc. 

Heavy  Industrial  Contractors 

Braidnor  Construction  Ltd. 


F D Services  Inc. 

Ledcor  Industries  Limited 
Lockerbie  and  Hole  Company  Limited 
Mid-Pern  Contracting  Ltd. 

Precision  Contractors  Ltd. 

Waiward  Steel  Fabricators  Ltd. 

Heavy  Oilfield  Hauling 

Battle  River  Holdings  Inc. 

Benoit  Oilfield  Const.  Ltd. 

Crossroads  Oilfield  Contracting  Ltd. 

Deranway  Enterprises  Ltd. 

Foremost  Industries  Inc. 

Kam’s  Sand  Coating  Ltd. 

K-Lynn  Trucking  Ltd. 

Lykal  Sales  & Oilfield  Rentals  Ltd. 

Pe  Ben  Industries  Company  Ltd. 

Toran  Power  Equipment  Sales  & Rentals  Ltd. 

Helicopter  Charter  & Rental  Service 

Precision  Helicopters  Inc. 

Hi-Pressure  Gas  Fracturing 

Servo-Dynamics,  Inc. 

Hoists 

Century  Sales  & Service  Limited 
General  Body  & Equipment  Ltd. 

Hydra-Tech  International  Corporation 

Hole  Openers 

Baker  Oil  Tools  Canada 
DB  Stratabit  (Canada)  Ltd. 

Roughneck  Bit  Services  Inc. 

Security  Rock  Bit 

Hollow  Structural  Square  & Rectangular 
Sections 

C.W.  Carry  Ltd. 

Christianson  Pipe  Ltd. 

O.H.M.  Steel  Ltd. 

Waiward  Steel  Fabricators  Ltd. 

Horizontal  Drilling  Services 

Anadrill  of  Canada 
Audryx  Petroleum  Ltd. 

Baker  Hughes  INTEQ 
BecField  Drilling  Services  Ltd. 

Big  D Rental  & Sales  (1981)  Ltd. 

Black  Max  Downhole  Tools  Ltd. 

Canadian  Air  Drilling  Services  Ltd. 

Computalog  Ltd. 

Continental  Laboratories  (1985)  Ltd. 

Control  Chemical  Corp. 

Directional  Guidance  Systems  Inc. 

Drilmaster  Canada,  A Division  Of  Canadian  Fracmaster  Ltd. 
ENSCO  Technology  Canada  Inc. 

Green  Valley  Drilling  Limited 
Guided  Horizontal  Drilling  Canada  Inc. 

Halliburton  Drilling  Systems 

Halliburton  Energy  Services,  a Division  of  Halliburton  Canada  Inc 
Polar  Environmental  Services  Ltd. 

Ryan  Energy  Technologies  Inc. 

Sperry-Sun  Drilling  Services  of  Canada 
Sun  Drilling  Products  Corp. 

Terroco  Drilling  Ltd. 

Terroco  Oilfield  Services 
Walters  Oil  Tool  Machine  Ltd. 

Whipstock  Systems  Inc. 

Zeeland  Horizontal  Ltd. 

Hose  Couplings  & Fittings 

Anderson/CP  Rubber 
Cidco  Industrial  Supplies  Ltd. 

Commercial  Bearing  Service  (1966)  Ltd. 

Edmonton  Valve  & Fitting  Limited 
Goodall  Rubber  Company 
Grande  Prairie  Valve  & Fitting  Ltd. 

Hydra-Tech  International  Corporation 
Maverick  Supply  Ltd. 

Norwesco  Industries  (1983)  Ltd. 

Red-L  Distributors  Ltd. 

Teris  Hydraulics  Ltd. 
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3ses&  Tubing 

derson/CP  Rubber 
)co  Industrial  Supplies  Ltd, 

-nontonTube  Sales  Ltd, 
nonton  Valve  & Fitting  Limited 
odall  Rubber  Company 
rwesco  Industries  (1983)  Ltd, 

:k  Lake  Welding  & Manufacturing 
d-L  Distributors  Ltd, 

!e  Engineering  & Operating  Ltd, 
jnwright  Auto  Supply  (1988)  Ltd, 

)ses-High  Pressure 

derson/CP  Rubber 

ido  Oilfield  Supplies  & Rentals  Ltd, 

•wesco  Industries  (1983)  Ltd, 
d-L  Distributors  Ltd, 

)t  Oil  Servicing 

B Hot  Oil  Services  (1993)  Ltd, 
idnor  Construction  Ltd, 
dn's  Oilfield  Services  Ltd, 
chem  Industries  Limited 

fdraulic  Equipment-Sales  & Service 

erta  Governor  Service  Ltd, 
jrtec  Equipment  Ltd, 

Ico  Equipment  Inc, 

neral  Body  & Equipment  Ltd, 

nde  Prairie  Valve  & Fitting  Ltd, 

Tech  Seals  Inc, 

iira-Tech  International  Corporation 
,^ower  Systems  Inc, 

Boira  Engineering  Inc, 
is  Hydraulics  Ltd, 

fdraulic  Snubbing 

Ililand/Corod  Inc, 

B, Controlled  Pressure  Services  Ltd, 

fdro-TrenchIng 

'en  Valley  Daylighting  Limited 

fdrocyclones 

[tech  Dehydration  Systems  Inc, 

[drodynamic  Evaluations 

)nn  Testers  Ltd. 

fdrogen  Sulfide  Safety 

irspavs/  Logging  Services  (1986)  Ltd. 
je  Oilfield  Safety  Ltd. 
juc  Safety  Service  Ltd. 
ch  H2S  Services  Ltd. 

ivest  Safety  and  Environmental  Services  Ltd. 

aty  Boss  Canada  (1993)  Ltd. 

iidard  Safety  & Consulting  Services  (1978)  Ltd. 

^drogeological  Services 

/v-Tech  Ltd. 

•aeon  Geotechnique  Ltd. 

drostatic  Testing 

.ah  Services  Ltd. 

ladian  Air  Drilling  Services  Ltd. 

ise  Manufacturing  Inc. 

rpro  Canada,  Inc. 

in's  Oilfield  Services  Ltd. 

rotestors  Canada  Limited 

;r  Supply  & Instrumentation  Ltd. 

dei  Fabricators  Ltd. 

I Pipelines 

.etest  Senrice  & Supply  (1978)  Ltd. 

grometers 

fhills  Industrial  Products  (1988)  Ltd. 
jle  Agencies  Ltd. 
s Controls  Ltd. 

lition  Equipment 

hook  Industrial  Ltd. 


Mactronic  Ltd. 

Pamco  (Division  of  Enerflex  Systems  Ltd) 

Power  Ignition  Controls  Ltd. 

Incinerators 

Alberta  Special  Waste  Management  System 
Argo  Sales  Ltd. 

Envirotech  Nisku  Inc. 

Ketek  Industries  Ltd. 

Kiseki  Environmental  Corporation 
Pyramid  Electric  Corporation 
Ramco  Energy  Products  Ltd, 

Wasteways  Canada  Ltd. 

Westland  Incinerator  Co.  Ltd. 

Indicators-Flow 

iTT  Barton  instruments 
Muis  Controls  Ltd. 

Industrial  Cleaning 

Ceda-Reactor  Ltd. 

C & L Oilfield  Services 
Fimrite  Oilfield  Services  Ltd. 

Total  Treating  Systems 

Industrial  Coatings 

Aron  Services  Ltd. 

Chinook  Industrial  Ltd, 

Coastal  Northern  Operations  Ltd. 

Crossroads  C & I Distributors  inc. 

Dominion  Oilfields  Supply 
Grenco  Industries  Ltd. 

Headhunters  Diesel  Ltd. 

The  Laser  institute 

MasterKote  A Division  of  Milcorp  industries  Limited 
Plastron  Spray  Inc. 

Waygard  Coating  Systems  Ltd. 

Industrial  Equipment  & Supplies 

Cando  Oiifield  Supplies  & Rentals  Ltd. 

Cardinal  Industrial  Electronics  (1992)  Ltd. 
CRC-EVANS  Canada  Ltd. 

Cypress  Security  Products  Ltd. 

Independent  Recovery'  Service  inc. 

Western  Cinevision  Corp. 

Industrial  Fabrication  & Repairs 

All-Track  Service  (1984)  Ltd. 

Aron  Services  Ltd. 

Asko  Machine  Industries  Ltd. 

Canadian  Welding  & Manufacturing  Ltd. 

Fieldco  Mfg.  Inc. 

Goidec  Internationa!  Equipment  Inc. 

Makloc  Buildings  Inc. 

Nardei  Fabricators  Ltd, 

PCL  Industrial  Constructors  Inc. 

Porta-Test  Inc. 

Propak  Systems  Ltd. 

Tech-Source  Projects  Limited 
Waiward  Steel  Fabricators  Lid. 

Wemas  Meta!  Products 

Industrial  Tools 

Asko  Machine  Industries  Ltd. 

Hydra-Tech  international  Corporation 
The  Pickford  Group  Ltd. 

Information  Retrieval 

CD  PubCo  Inc. 

Digitech  Information  Services  Ltd. 

Dyad  Data  Services  (Canada)  Limited 
Petroleum  Information  Canada  Ltd. 

Riley’s  Datashare  International  Ltd. 

Tragoes  Management  Inc. 

Information  Services 

The  Alberta  Project  Directory 
Canadian  Oil  Register 
CD  PubCo  Inc. 

Co-Design  Information  Systems  Ltd. 

Daily  Oil  Bulletin 

Digitech  Information  Services  Ltd. 


Dinard  Resources  Ltd, 

Drilling  Records 

Dyad  Data  Services  (Canada)  Limited 
Electronic  Countermeasures  Inc. 

MJ  Systems 

Nortech  Surveys  (Canada)  Inc. 

OCOM  Systems  Ltd, 

Oil  & Gas  Index 

Petroleum  information  Canada  Ltd. 

Riley’s  Datashare  International  Ltd. 

Tragoes  Management  Inc, 

Infrared  Equipment  Sales 

Canwest  Propane 

Inspection  Services 

Aarvak  Services  Inc. 

Beta  Machinery  Analysis  Ltd. 

B. Vtf.  Rig  Repair  & Supply 
Canada  Inspection  Associates 
Canspec  Group  Inc. 

Geo-Ray  Oiifield  Inspections  Ltd. 

Guardian  Oilfield  Seahees 
Hawkeye  inspection  Limited 
Heartland  Perforating  Services  Ltd. 

Image  Engineering  Ltd. 

Image  Inspection  Services  Ltd. 

Intergroup  Safety  Services 

Internationai  Radiography  & inspection  Sen/ices  (1976)  Ltd. 
Kiser  Supply  & Instrumentation  Ltd, 

Omega  Inspection  Ltd. 

Ridgegate  Petroleum  Services  Ltd. 

Rivsst  Testing  inc. 

SAEL  Inspection  Ltd, 

Shearer  Supply  Ltd. 

Singieton  .Associated  Engineering  Ltd. 

Sioux  Consultants  Ltd. 

Sutton,  Thomas  Engineering  Ltd. 

Techskil  Lid. 

Tuboscope  Vetco  Canada  Inc. 

Western  Drill  Collar  insp.  Lid. 

Western  Instruments,  Inc. 

Western  NDT  Sales 
Xetec  Ltd. 

Inspection-Environmental 

Aurora  Corrosion  Contro! 

Enviro-Guard  Reclamation  inc. 

Prowest  Safety  and  Environmental  Services  Ltd. 

SAEL  Inspection  Ltd, 

Singieton  Associated  Engineering  Lid. 

Terracon  Geotechnique  Ltd, 

Western  Oiifield  Environmental  Services  Ltd. 

Zeeland  Eco  Ltd. 

Instrument  Certification 

Kiser  Supply  & Instrumentation  Ltd. 

Instrument  Housings 

C. B.  Engineering  Limited 
Fotron  Control  Systems  Inc. 

Spartech  Manufacturing  Ltd, 

Terra  Nova  Industries  Lid 
Westiund  industrial  Supply 

Instruments-Industrial,  Measuring 

Campbell  Scientific  Canada  Corp. 

Cantech  Controls 

C.B,  Engineering  Limited 

Dycor  Industrial  Research  Ltd, 

ECi  Energy  Controls  Inc. 

Galvanic  Analytical  Systems  Ltd. 

GS  Hitech  Controls  Inc. 

ITT  Barton  Instruments 

Kiser  Supply  & instrumentation  Ltd. 

Muis  Controls  Ltd. 

Pembina  Controls 
Pyramid  Electric  Corporation 
Rattler  Proving  Co.  Ltd. 

Rosemount  Instruments  Ltd. 

Simark  Controls  Ltd. 

Technical  Enterprise 
V\/estern  Instruments,  inc. 
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Wild  Card  Enterprises  Ltd. 

Wirtanen  Electric  Ltd. 

insulation  Diesel  Exhaust 

Central  Diesel  and  Transmissions  Ltd. 

Insulation  Materials-Cold  & Heat 

Amity  Insulation  Systems  Ltd. 

Childers  Products  Co.  Ltd. 

Crossroads  C & I Distributors  Inc. 

Fuller  Austin  Insulation  Inc. 

Steeplejack  Industrial  Group  Inc. 

Insulation-Pipe 

Amity  Insulation  Systems  Ltd. 

Childers  Products  Co.  Ltd. 

Comco  Pipe  and  Supply  Co. 

Crossroads  C & I Distributors  Inc. 

Fuller  Austin  Insulation  Inc. 

Jiro  Oilfield  Supply  Ltd. 

Shaw  Pipe  Protection 
Steeplejack  Industrial  Group  Inc. 

Insulation-Removable/Reusable 

C. B.  Engineering  Limited 
Childers  Products  Co.  Ltd. 

Crossroads  C & I Distributors  Inc. 

Fuller  Austin  Insulation  Inc. 

Insurance  Brokers 

Flylton  & Associates  Inc. 

Intercommunication  Equipment-Systems 

D. M.C.  Data  Communications  Ltd. 

Western  Cinevision  Corp. 

International  Consultants 

Audryx  Petroleum  Ltd. 

Intergroup  Safety  Services 
Teconomics  Inc. 

Terracon  Geotechnique  Ltd. 

Zeeland  Eco  Ltd. 

Zeeland  Ltd. 

International  Forwarding  Agents 

Lynch  Customs  Brokers  & Freight  Forwarders 

Inventory 

Comco  Pipe  and  Supply  Co. 

ENSYTE  Energy  Software  Int’l  Ltd. 

Kestrel  Data  Ltd. 

Jacks 

Cidco  Industrial  Supplies  Ltd. 

Rocky  Davis  Jacking  Services 
Flydra-Tech  International  Corporation 
Rig  Service  Equipment  Ltd. 

Jackshafts 

Ironhorse  Pumpjack  Services  Ltd. 

Shearer  Supply  Ltd. 

Jars 

Cougar  Tool  Inc. 

Ducharme  Oilfield  Rentals  Ltd. 

Lynx  Tool  Company  Division  of  Lynx  Energy  Services  Corp. 
Northwell  Rentals  Ltd. 

Richfield  Equipment  Ltd. 

Sperry-Sun  Drilling  Services  of  Canada 

Kelly  Bushings 

Enterra  Canada  Limited 
Independent  Machinery  Limited 

Kellys 

Enterra  Canada  Limited 
Farr  Canada  Ltd. 

Smith  International  Canada,  Ltd. 


Alberta  Petroleum  Equipment  & Services  Directory 


Laboratories-Testing 

Canada  Metal  Company  Limited 
Canadian  Chemical  Technology  Inc. 

Canspec  Group  Inc. 

Chemex  Labs  Alberta  Inc. 

Chemical  & Geological  Laboratories  Inc. 

Core  Laboratories 
DL  Laboratory  Inc. 

The  Fluid  Life  Corporation 
Interior  Oil  Analytics  Ltd. 

Petrel  Robertson  Ltd. 

Rivest  Testing  Inc. 

DB  Robinson  Research  Ltd. 

Technifluids  Inc. 

Laboratories-Testing  (Water) 

Canada  Metal  Company  Limited 
Chemex  Labs  Alberta  Inc. 

Chemical  & Geological  Laboratories  Inc. 

DL  Laboratory  Inc. 

TOR  GEOscience  Corp. 

Western  Industrial  Laboratories  Limited 

Laboratory  Equipment  & Supplies 

Chemex  Labs  Alberta  Inc. 

Petrocraft  Products  Ltd. 

DB  Robinson  Design  & Manufacturing  Ltd. 

Land  Information 

Canex  Exploration  Services  Ltd. 

Challenger  Surveys  & Services  Ltd. 

Digitech  Information  Services  Ltd. 

Dyad  Data  Services  (Canada)  Limited 
Manning  & Manning  - Sutton  Group 
Nickle  Map  Service  Ltd. 

Petroleum  Information  Canada  Ltd. 

QBYTE  Services  Ltd. 

Universal  Surveys  Inc. 

Western  Land  Services  Co.  Ltd. 

Lapel  Pins 

Country  Flags 
Executive  Advertising 

Lateral  Drilling  Techniques 

Audryx  Petroleum  Ltd. 

Baker  Fiughes  INTEQ 
BecField  Drilling  Services  Ltd. 

Black  Max  Downhole  Tools  Ltd. 

Drilmaster  Canada,  A Division  Of  Canadian  Fracmaster  Ltd. 
Green  Valley  Drilling  Limited 
Guided  Florizontal  Drilling  Canada  Inc. 

Flalliburton  Drilling  Systems 
Penetrators  Canada  Inc. 

Ryan  Energy  Technologies  Inc. 

Sperry-Sun  Drilling  Services  of  Canada 
Whipstock  Systems  Inc. 

Lease  Brokers  & Land  Agents 

Enviro-Guard  Reclamation  Inc. 

Florizon  Land  Services  Ltd. 

Remedy  Resource  Consultants  Ltd. 

Western  Land  Services  Co.  Ltd. 

Leasing 

Calmont  Leasing  Ltd. 

Florizon  Land  Services  Ltd. 

Leaseline  Realty  Advisors  Inc. 

Manning  & Manning  - Sutton  Group 

Level  Controls-Liquid 

Barber  Industries  Ltd. 

C.B.  Engineering  Limited 
Muis  Controls  Ltd. 

Rosemount  Instruments  Ltd. 

Simark  Controls  Ltd. 

Telematic  Controls  Inc. 

Wheatley  Canada  Ltd. 

Wild  Card  Enterprises  Ltd. 


Lift  Analysis  & Design 

Griffin  Pumps,  division  of  Taro  Industries  Limited 
Flydra-Tech  International  Corporation 

Light  Oilfield  Hauling 

Aron  Services  Ltd. 

Benoit  Oilfield  Const.  Ltd. 

C & L Oilfield  Services 
Dean’s  Oilfield  Services  Ltd. 

ESP  Testing  Ltd. 

Kana  Oilfield  Services  Ltd. 

K-Lynn  Trucking  Ltd. 

Lykal  Sales  & Oilfield  Rentals  Ltd. 

Pe  Ben  Industries  Company  Ltd. 

R.  Pollitt  Oilfield  Construction  Ltd. 

Tartan  Transport  & Construction  Ltd. 

Telba  Oilfield  Rentals  Ltd. 

Wellsite  Industrial  (1985)  Ltd. 

Lighting  Systems  & Equipment 

EECOL  Electric  Ltd. 

Industrial  Case  & Light 
Jackson  Power  & Electric  Ltd. 

Prowest  Safety  and  Environmental  Services  Ltd. 

Limestone  & Gypsum  Products 

Limeco  Products  Limited 

Line  Pipe-New 

Aluminum  Pipe  Systems 
Argo  Sales  Ltd. 

Camrose  Pipe  Company 
Cantak  Corporation 
Comco  Pipe  and  Supply  Co. 

Dominion  Oilfields  Supply 
Fedmet  Tubulars 
FlexTube  Inc. 

Global  Steel  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Lawson  Oilfield  Services  Ltd. 

Marubeni  Tubulars  Canada  Ltd. 

Nusco  Manufacturing  & Supply  Ltd. 

Polytubes  (1977)  Ltd. 

Prudential  Steel  Ltd. 

Triumph  Tubular  & Supply  Ltd. 

Westiund  Industrial  Supply 

Line  Pipe-Used 

Comco  Pipe  and  Supply  Co. 

Marubeni  Tubulars  Canada  Ltd. 

Liquid  Level  Determination 

Barber  Engineering  and  Controls  Ltd. 

Barber  Industries  Ltd. 

Enviropac  Tracer  Services 
Richfield  Equipment  Ltd. 

Solid  Resources  Ltd. 

Log  Libraries 

Digitech  Information  Services  Ltd. 

MJ  Systems 

Riley's  Datashare  International  Ltd. 

Logging-Electric 

Atlas  Wireline  Services 
Computalog  Ltd. 

Hi-Rate  Drilling  1985  Ltd. 

Roke  Oil  Enterprises  Ltd. 

Sunburst  Perforating  Services  Ltd. 

Tucker  Wireline  Services  Canada  Inc. 

Logging-Gamma  Ray-Neutron 

Atlas  Wireline  Services 
Baker  Fiughes  INTEQ 
Canadian  Perforators  Ltd. 

Computalog  Ltd. 

Fleartland  Perforating  Services  Ltd. 

Plains  Perforating  Ltd. 

Roke  Oil  Enterprises  Ltd. 

Sperry-Sun  Drilling  Services  of  Canada 
Sunbursf  Perforating  Services  Ltd. 

Tucker  Wireline  Services  Canada  Inc. 
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I ogging-Mud  Systems 

I ontinental  Laboratories  (1985)  Ltd, 

■ Stalog  Technology  Inc 
[artin  Decker/Totco 
3erry-Sun  Drilling  Services  of  Canada 

ubricants 

linook  Industrial  Ltd. 
dco  Industrial  Supplies  Ltd. 

Dmmercial  Bearing  Service  (1966)  Ltd. 
sntrol  Chemical  Corp. 

It-Lube  of  Canada  Ltd. 
ralweld  Corporation  Ltd. 
ruthwest  Oilfield  Products  (Alberta)  Ltd. 
artec  Refrigeration  Services  Ltd. 

‘in  Drilling  Products  Corp. 
ilseal  Ltd. 

ainwright  Auto  Supply  (1988)  Ltd. 
yl-5  Petroleum  Products 

ubricating  Devices  & Systems 

)inook  Industrial  Ltd. 
lastal  Northern  Operations  Ltd. 
jneral  Body  & Equipment  Ltd. 

^tating  Equipment  Services  Inc. 

)alweld  Corporation  Ltd. 
earer  Supply  Ltd. 

Iachine  Shops 

irico  Machine  Works  Ltd. 

^Track  Service  (1984)  Ltd. 
gus  Machine  Co.  Ltd. 
ko  Machine  Industries  Ltd. 

'.nadian  Toolmaster  Ltd. 

issco  Fabrication  & Engineering  Limited 

‘inook  Industrial  Ltd. 

'riscor  Industries  (1994)  Inc. 

(Ico  Industrial  Supplies  Ltd. 
nn's  Welding 
Stratabit  (Canada)  Ltd. 

;&M  Electric  Ltd. 

j’s  Valve  Servicing  (1980)  Ltd. 

iay-Gold  Bar  Diesel  & Machine  Works  Inc. 

ildco  Mfg.  Inc. 

i^dhill  Steel  Products  Inc. 

I Corporations  Inc. 
enco  Industries  Ltd. 
lardian  Oilfield  Services 
adhunters  Diesel  Ltd. 

Jependent  Machinery  Limited 
'pira  Engineering  Inc. 

• International  Vessel  Fabrication  Inc. 
i<laus  Enterprises  Ltd. 

Tool  Company  Division  of  Lynx  Energy  Services  Corp. 
lAllister  Petroleum  Services  Ltd. 
nco  Enterprises  Ltd. 

3 Panila  Group  of  Companies 
liable  Engine  Services  Ltd. 

Btel  Industries,  Division  Of  Taro  Industries  Limited 
tating  Equipment  Services  Inc. 
amrock  Oilfield  Specialties  Ltd. 

)ith  International  Canada,  Ltd. 
jro  Services  (Western)  Ltd. 
iverse  Machine  Corporation 
ilters  Oil  Tool  Machine  Ltd. 

Itech  Manufacturing  & Services  (1993)  Ltd. 

aintenance  Supplies 

Ido  Oilfield  Supplies  & Rentals  Ltd. 
ntury  Sales  & Service  Limited 
; Fluid  Life  Corporation 

^intenance-lnstrumentation 

'.  Meter  Ltd. 

ionic  Controls  Ltd. 

er  Supply  & Instrumentation  Ltd. 

'icor  Industries  Limited 

hbina  Controls 

lamid  Electric  Corporation 

anagement  Consultants 

Cray  Axmith  Western  Ltd. 


Centre  For  Training  And  Development 
Genesis  Personnel  Management  Ltd. 

Goliger's  Travel 
AG  Lennox  & Associates 
Sobeco  Ernst  & Young  Inc. 

Manifolds 

Arinah  Services  Ltd, 

Cantech  Controls 
Chandler  Industrial  Sales  Ltd. 

Cooper  Industries  Canada  Inc.,  Cooper  Oil  Tool  Division 

Dreco  Drilling  Machinery 

Edmonton  Valve  & Fitting  Limited 

Enterra  BOP  Services 

Enterra  Canada  Limited 

F M C of  Canada  Ltd.,  Wellhead  Division 

G.C.  McCaffrey  & Associates  Ltd. 

Norward  Energy  Services  Corp. 

Pacific/Ramsay  Valve  Services  Inc. 

Pillar  Oilfield  Projects  Ltd. 

Priority  Projects  Ltd. 

Taro  Industries  Limited 
Valseal  Ltd. 

Weltech  Manufacturing  & Services  (1993)  Ltd. 

Mapping  Software 

Alberta  Pipeline  Technologies 
Auto-trol  Technology  (Canada)  Ltd. 

Canex  Exploration  Services  Ltd, 

EMPLAN  Emergency  Planners  Ltd. 

Focus  Surveys  Ltd. 

Munro  Garrett  International 

Maps 

Canex  Exploration  Services  Ltd. 

Carter  Mapping 

Digitech  Information  Services  Ltd. 

Drilling  Records 

EMPLAN  Emergency  Planners  Ltd. 

Focus  Surveys  Ltd, 

Geodesy  Remote  Sensing  Inc. 

Nickle  Map  Service  Ltd. 

Orhan’s  Micrographics  & Photomapping  Inc. 

Petroleum  Information  Canada  Ltd. 

Snell  and  Oslund  Surveys  (1979)  Ltd. 

Universal  Surveys  Inc. 

Marine  Transportation 

Lynch  Customs  Brokers  & Freight  Forwarders 

Market  Feasibility  Studies 

G.C.  McCaffrey  & Associates  Ltd, 

Sobeco  Ernst  & Young  Inc. 

Marketers-Oii  & Natural  Gas 

LPG  Resources  Inc 

Marketing  Services 

The  Carter  Marketing  Group,  Inc. 

Centre  For  Training  And  Development 
G.C,  McCaffrey  & Associates  Ltd. 

The  Panila  Group  of  Companies 
Sobeco  Ernst  & Young  Inc. 

Teconomics  Inc. 

Material  Handling  Equipment 

General  Body  & Equipment  Ltd. 

Industrial  Case  & Light 
Laden  Industrial  Equipment  Inc. 

Precismeca  Canada  Ltd. 

Quality  Fabricating  & Supply  Limited 

Measurement  While  Drilling  Services 

Anadrill  of  Canada 
Baker  Hughes  INTEQ 
BecField  Drilling  Services  Ltd. 

Computalog  Ltd. 

Directional  Guidance  Systems  inc. 

ENSCO  Technology  Canada  Inc. 

Geoservices  North  America  Ltd. 

Guided  Horizontal  Drilling  Canada  Inc. 

Halliburton  Drilling  Systems 


Ryan  Energy  Technologies  Inc. 

Sperry-Sun  Drilling  Services  of  Canada 
Whipstock  Systems  Inc. 

Medical  Supplies 

Canadian  Safety  Supply  International  Co. 

Canadian  Safety  Supply  Limited 
St.  John  Ambulance 
Zee  Medical  Canada  Inc. 

Metallurgical  Analysis 

Canada  Metal  Company  Limited 
Canspec  Group  Inc. 

Fluor  Daniel  Canada,  Inc. 

Meteorological  Equipment 

Arctic  Exploration  Services  Limited 
Campbell  Scientific  Canada  Corp. 

Meter  Provers 

Daniel  Industries  Canada 
D.V,  Meter  Ltd. 

Harvie  Instruments  Ltd. 

Mettron  Proving  & Calibration  Service  (1984)  Ltd. 

Petro  Equipment  Sales  Ltd. 

Pipetech  Corporation  Ltd. 

Rattier  Proving  Co.  Ltd. 

Rosemount  Instruments  Ltd. 

Titan  Electric  & Controls  Ltd. 

Westiund  Industrial  Supply 
Wild  Card  Enterprises  Ltd. 

Willowgien  Systems 

Meter  Stations-Packaged 

Aron  Services  Ltd. 

Daniel  Industries  Canada 
Maloney  Steel  Ltd, 

Priority  Projects  Ltd. 

Propak  Systems  Ltd. 

Sure  Weld  Industries  Ltd. 

Top  Oilfield  Rentals  Ltd. 

Westiund  Industrial  Supply 

Metering  Pumps 

GS  Hitech  Controls  inc. 

Muis  Controls  Ltd. 

Williams  Instrument  Company  Inc, 

Wilron  Equipment  Ltd. 

Zantec  Inc. 

Meters-Fluid  & Gas-Sales  & Service 

D.V.  Meter  Ltd. 

ITT  Barton  Instruments 
Rattier  Proving  Co.  Ltd. 

Wheatley  Canada  Ltd. 

Wild  Card  Enterprises  Ltd. 

Micro  Computers-Software 

Alberta  Pipeline  Technologies 
Calta  Computer  Systems  Limited 
CD  PubCo  Inc. 

Co-Design  Information  Systems  Ltd. 

Dataworks  Inc. 

ESTec  Systems  Corp. 

Express  Micro  Store 

Hampson-Russell  Software  Services  Ltd. 

Munro  Garrett  International 
OCOM  Systems  Ltd. 

Quest  Computer  Consultants 

Microbiology  of  Oil 

Kiseki  Environmental  Corporation 

Microfilming-Services  & Supplies 

Geodesy  Remote  Sensing  Inc. 

MJ  Systems 

Nicholson  Micro  Centre  Ltd. 

Qrhan’s  Micrographics  & Photomapping  Inc. 

Riley's  Datashare  International  Ltd. 

Microscopes-Sales,  Rentals  & Servicing 

Petrocraft  Products  Ltd. 
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Microwave  Equipment 

Arctic  Exploration  Services  Limited 

Milling  Tools 

Baker  Oil  Tools  Canada 
RJ.  Burd  Enterprises  Ltd, 

Drilmaster  Canada,  A Division  Of  Canadian  Fracmaster  Ltd. 
Rockbit  Industries  of  Canada  (1985)  Ltd. 

Variperm  (Canada)  Limited 

Mobile  Radios 

Lad!  Wellsite  Rentals  & Repairs  Ltd. 

Page-Direct  Ltd. 

TD  Communications  Ltd. 

Mobile  Telephone  Equipment 

AGT  Mobility  Inc, 

Electronic  Countermeasures  Inc. 

Page-Direct  Ltd. 

TD  Communications  Ltd. 

Modelling  Systems 

Auto-trol  Technology  (Canada)  Ltd. 

Geophysical  Micro  Computer  Applications  (International)  Ltd, 
Hyprotech  Ltd. 

Proactive  Technologies  International,  Inc. 

DB  Robinson  Research  Ltd. 

Modular  Building  Manufacturers 

Alta-Fab  Structures  Ltd. 

Diamond  Resource  Services  Ltd. 

Lykal  Sales  & Oilfield  Rentals  Ltd. 

Ronaco  Industries  (1977)  Ltd. 

Terra  Nova  Industries  Ltd 
Travco  Industrial  Flousing  Ltd. 

Warner  Shelter  Systems  Limited 

Monitoring  Systems 

Aurora  Corrosion  Control 
Bovar  - Western  Research 
Calgary  Controls  Ltd. 

Calta  Computer  Systems  Limited 
Campbell  Scientific  Canada  Corp. 

Cantech  Systems  Ltd. 

Dore  Oilfield  Safety  Ltd. 

Electronic  Countermeasures  Inc. 

Gough  Electric 
Mactronic  Ltd. 

Mentor  Engineering  Inc. 

Mow-Tech  Ltd. 

The  Pickford  Group  Ltd. 

Prowest  Safety  and  Environmental  Services  Ltd. 

Sherrex  Systems  Ltd. 

Motors 

Alltra  Engineering  Services  Ltd. 

Drilmaster  Canada,  A Division  Of  Canadian  Fracmaster  Ltd. 
EC&M  Electric  Ltd. 

Simark  Controls  Ltd. 

Speedco  Drives  & Controls  Ltd. 

Mud  Logging 

Baker  Hughes  INTEQ 

Bearspaw  Logging  Services  (1986)  Ltd. 

Continental  Laboratories  (1985)  Ltd. 

Catalog  Technology  Inc 
Geoservices  North  America  Ltd. 

Mud  Mixers 

E.A.  Kutryk  Equipment  Ltd. 

Reef  Mud,  Division  of  Fleming  Oilfield  Services  Ltd. 
Technifluids  Inc. 

Mud  Pit  Level  Indicators 

Martin  Decker/Totco 
Pason  Well  Services  Ltd. 

Mud  Pumps 

Coyote  Oilfield  Rentals  (Alta)  Ltd. 

Dreco  Drilling  Machinery 

Smoky  Oilfield  Rentals 

Southwest  Oilfield  Products  (Alberta)  Ltd. 


Summit  Oilfield  Specialty  Ltd. 

Taro  Industries  Limited 

Toran  Power  Equipment  Sales  & Rentals  Ltd. 

Wheatley  Canada  Ltd. 

Wilfley  of  Canada  Ltd. 

Mud  Screens 

Drilling  Fluids  Treatment  Systems  Inc.  (DFTS) 

Taber  Solids  Control  Ltd. 

Taro  Industries  Limited 

Mud  Tanks 

Coyote  Oilfield  Rentals  (Alta)  Ltd. 

G.L.M.  Tanks  and  Equipment  Ltd. 

Lykal  Sales  & Oilfield  Rentals  Ltd. 

Reef  Mud,  Division  of  Fleming  Oilfield  Services  Ltd. 

Rostel  Industries,  Division  Of  Taro  Industries  Limited 
R.W.I.  Oilfield  Service  Ltd. 

Smoky  Oilfield  Rentals 
Wadeco  Oilfield  Services  Ltd. 

Mud-Mud  Additives 

Ace  Explosives  ETI  Ltd. 

Baker  Hughes  INTEQ 
Canadian  Fluid  Systems  Ltd. 

Canamara  - United  Supply  Ltd. 

Control  Chemical  Corp. 

Dowell  Division  of  Schlumberger  Canada  Limited 
Hollimex  Products  Ltd. 

M-l  Drilling  Fluids  Canada,  Inc. 

Mission  Mud  Control  (1988)  Ltd. 

Mudco  Services  Ltd. 

Phillips  Petroleum  International  Canada  Ltd. 

Protec  Mud  Service  Ltd. 

Reef  Mud,  Division  of  Fleming  Oilfield  Services  Ltd. 

Rheotech  Drilling  Fluid  Services  Inc. 

Sun  Drilling  Products  Corp. 

Technifluids  Inc. 

Mufflers-Industrial 

Ramtech  Enterprises  Ltd. 

NORM  Removal  and  Disposal 

Lionhead  Engineering  and  Consulting  Ltd. 

Natural  Gas-Compressed,  Transportation 

Canuck  Engineering  Inc. 

Natural  Gas-Marketing 

Continental  Energy  Marketing  Ltd. 

LPG  Resources  Inc 

Navigation  & Positioning 

Challenger  Surveys  & Services  Ltd. 

Nortech  Surveys  (Canada)  Inc. 

TD  Communications  Ltd. 

Usher  Canada  Limited 

Nipples  & Plugs 

Adrico  Machine  Works  Ltd. 

Argus  Machine  Co.  Ltd. 

Bonnett’s  Wireline  Services  Ltd. 

Comco  Pipe  and  Supply  Co. 

ESS-ELL  Tool  Co.  Ltd. 

GN  Corporations  Inc. 

Meridian  Specialties  Inc. 

Site  Oil  Tools  Inc. 

Nitrogen  Service 

Canadian  Fracmaster  Ltd. 

Dowell  Division  of  Schlumberger  Canada  Limited 
N2  Services 

Noise  Level  Measurement  & Control 

HFP  Acoustical  Consultants  Ltd. 

Nationwide  Safety  Management  And  Consulting 
Provincial  Audiometric  Health  Services  Inc. 

Prowest  Safety  and  Environmental  Services  Ltd. 

Ramtech  Enterprises  Ltd. 

Odour  Control 

Prowest  Safety  and  Environmental  Services  Ltd. 


Ramtech  Enterprises  Ltd, 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Office  Management 

Centre  For  Training  And  Development 
ESTec  Systems  Corp, 

Oil  & Gas  Producers,  Explorers  & 
Developers 

Ocelot  Energy  Inc, 

Tesco  Corporation 

Oil  Analysis 

Chemex  Labs  Aiberta  Inc. 

Chemical  & Geological  Laboratories  Inc, 

The  Fluid  Life  Corporation 
Interior  Oil  Analytics  Ltd. 

Oil  Field  Construction 

Aron  Services  Ltd. 

Battle  River  Holdings  Inc. 

Braidnor  Construction  Ltd. 

Can  West  Industrial  Inc. 

Complete  Package  Technology  Ltd. 

Contour  Construction  Ltd. 

Cord  Projects  Ltd. 

Corvet  Construction  (1977)  Ltd. 

Denim  Pipeline  Construction  Ltd, 

Doran  Stewart  Oilfield  Services  (1990)  Ltd. 

Eaton  Brothers  Construction  Ltd. 

F D Services  Inc. 

Fluor  Daniel  Canada,  Inc. 

J.P,  Ford  Construction  Management  Ltd. 

Ledcor  Industries  Limited 
Mid-Pern  Contracting  Ltd, 

Milepost  Manufacturing  Inc. 

Nor-Con  Contracting  Ltd. 

Parkland  Oilfield  Construction  (1983)  Ltd. 

Parkland  Projects 

Pasquale  Mancuso  Construction  Ltd, 

PCL  industrial  Constructors  Inc. 

Pillar  Oilfield  Projects  Ltd. 

Precision  Contractors  Ltd. 

Sceptre  Engineering  & Construction  Ltd, 

Trans  Peace  Construction  (1987)  Ltd. 

Wales  Contractors  Ltd. 

Zantec  Inc. 

Oil  Field  Construction  & Maintenance 

Aron  Services  Ltd. 

Benoit  Oilfield  Const.  Ltd. 

Braidnor  Construction  Ltd. 

Corvet  Construction  (1977)  Ltd. 

Crossroads  Oilfield  Contracting  Ltd. 

Denim  Pipeline  Construction  Ltd. 

Doran  Stewart  Oilfield  Services  (1990)  Ltd. 

F D Services  Inc. 

Flint  Canada  Inc. 

Green  Valley  Daylighting  Limited 
Kana  Oilfield  Services  Ltd. 

Ledcor  Industries  Limited 
Mid-Pern  Contracting  Ltd. 

Nor-Con  Contracting  Ltd. 

Parkland  Oilfield  Construction  (1983)  Ltd. 

Parkland  Projects 

Pasquale  Mancuso  Construction  Ltd. 

PCL  Industrial  Constructors  Inc. 

Pillar  Oilfield  Projects  Ltd. 

R.  Pollitt  Oilfield  Construction  Ltd. 

Propak  Systems  Ltd, 

Sceptre  Engineering  & Construction  Ltd. 

Sealweld  Corporation  Ltd. 

SRM  Projects  Ltd, 

Tartan  Transport  & Construction  Ltd. 

Tech-Source  Projects  Limited 
Titan  Electric  & Controls  Ltd. 

Universal  Industries  Ltd. 

Oil  Field  Construction  Equipment-Rentals 

Benoit  Oilfield  Const.  Ltd. 

Denim  Pipeline  Construction  Ltd. 

Grizzly  Power  Ltd. 

Pillar  Oilfield  Projects  Ltd. 
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Park  Lake  Welding  & Manufacturing 
Production  Dynamics  Ltd. 

Reda  Pump  Limited 
Slurry  Cementers  Ltd. 

StimCo  Services  Ltd. 

Taro  Industries  Limited 
Tri  Alta  Oilfield  Industries  Ltd. 

Trican  Oilwell  Service  Co.  Ltd. 

Weltec  Oilfield  Specialties 

Oil  Field  Shop  Fabrication 

Aron  Services  Ltd. 

Benoit  Oilfield  Const.  Ltd. 

B. W.  Rig  Repair  & Supply 
Complete  Package  Technology  Ltd. 

C. S.M.C.  Oilfield  Sales  & Rentals 
F D Services  Inc. 

Nardei  Fabricators  Ltd. 

O.H.M.  Steel  Ltd. 

Online  Rig  & Equipment 
Parkland  Projects 

Pasquale  Mancuso  Construction  Ltd. 

PCL  Industrial  Constructors  Inc. 

Pillar  Oilfield  Projects  Ltd. 

Plains  Fabrication  and  Supply 
Porta-Test  Inc. 

Proficient  Oil  Tools  Ltd. 

Quality  Fabricating  & Supply  Limited 
Rialta  Supply  Ltd. 

Ronaco  Industries  (1977)  Ltd. 

Taro  Industries  Limited 
Tech-Source  Projects  Limited 
Universal  Industries  Lid. 

Wells-Hall  Fabrication  & Construction  Lid. 

Oil  Field  Specialties 

Anchor  Bandits 

Bonnett’s  Wireline  Services  Ltd. 

Canadian  Swabmaster  Ltd. 

Rocky  Davis  Jacking  Services 
Imperial  Rubber  Co.  Ltd. 

NOWSCO  Well  Service  Ltd. 

The  Panila  Group  of  Companies 
Taber  Solids  Control  Ltd. 

Tretolite  Division  of  Petroiite  Canada  Inc. 

Vam  Premium  Connections  Limited 
Weltec  Oilfield  Specialties 
Westhaven  Chemicals  Ltd. 

Oil  Field  Sump  Treatment  & Pump  Off 
Services 

Curtis  Reclamation  Service  Ltd. 

Slurry  Cementers  Ltd. 

Taber  Solids  Control  Ltd. 

Oil  Field  Supplies 

Alberta  Oil  Tool,  A Dover  Resources  Company 
Baron  Oilfield  Supply  Lid, 

Bonnetfs  Wireline  Services  Ltd. 

B.W.  Rig  Repairs  Supply 
Camrose  Electric  Controls  Ltd. 

Columbia  Oilfield  Supply  Ltd. 

Dominion  Oilfields  Supply 
Fedmet  Tubulars 
Franklin  Supply  Company  Ltd. 

Grenco  Industries  Ltd. 
imperial  Rubber  Co.  Ltd. 

Inflatatest  Design  Group  Ltd. 

Ironhorse  Pumpjack  Services  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Lory  Oilfield  Rentals  (1987)  Ltd. 

Maverick  Supply  Ltd. 

Mi  Casa  Rentals  Inc. 

Mission  Mud  Control  (1988)  Ltd. 

Mountain  Rig  & Equipment 
Northwest  Pipe  & Supply  Co.  Ltd. 

The  Panila  Group  of  Companies 
Penta  Completions  Supply  & Services  Ltd. 

Proficient  Oil  Tools  Ltd. 

Red-L  Distributors  Ltd. 

Southwest  Oilfield  Products  (Alberta)  Ltd. 

Summit  Oilfield  Specialty  Ltd. 

Sun  Drilling  Products  Corp, 

Tubetest  Service  & Supply  (1978)  Ltd. 


Western  Rock  Bit  Company  Limited 
Westhaven  Chemicals  Ltd. 

Oil  Field  Waste  Disposal 

Alberta  Special  Waste  Management  System 
Brad’s  Oilfield  Service  Ltd. 

Canadian  Crude  Separators  Inc. 

Curtis  Reclamation  Service  Ltd, 

Enviro  Desorption  Inc. 

Enviro-Guard  Reclamation  inc. 

Environmental  Waste  Management  Ltd. 

Filtration  Services  Inc. 

Hazmat  Transportation  Services  Ltd. 

!.P.  Constructors, 

Lorchem  Industries  Limited 
Nevralta  Corporation 
Pembina  Oil  Separators 
Seiler's  Oilfield  Service  Ltd. 

Total  Treating  Systems 
TriWaste  Reduction  Services  Inc. 

Wasteways  Canada  Ltd. 

Zeeland  Eco  Ltd. 

Oil  Field  Waste  Treatment 

Alberta  Special  Waste  Management  System 
Canadian  Crude  Separators  Inc, 

Curtis  Reclamation  Service  Ltd. 

Drilling  Fluids  Treatment  Systems  Inc.  (DFTS) 

Enviro  Desorption  inc. 

Environmental  Waste  Management  Lid. 

Filtration  Services  Inc. 

Hazmat  Transportation  Services  Ltd. 

Kiseki  Environmental  Corporation 
Newalta  Corporation 
Pembina  Oil  Separators 
Taber  Solids  Control  Ltd. 

Total  Treating  Systems 
Wasteways  Canada  Ltd. 

Zantec  Inc. 

Oil  Filter  Units 

Clean  Fluids  Systems  Inc. 

Danvic  Associates  Ltd. 

Filtration  Sewices  Inc. 

Petro  Equipment  Sales  Ltd. 

'Wasteways  Canada  Ltd. 

Oi!  Spill  CO'ntrol  Equipment  & Service 

Envirotech  Nisku  Inc. 

Fimrite  Oilfield  Services  Ltd. 

Wasteways  Canada  Ltd. 

Zeeland  Eco  Ltd. 

Oil  Spill  Prevention  Equipment 

Camrose  Electric  Controls  Ltd. 

Milepost  Manufacturing  Inc. 

Oil  Storage 

Fimrite  Oilfield  Services  Ltd. 

G.L.M.  Tanks  and  Equipment  Ltd. 

Oi!  Well  Cementing 

Canadian  Oilfield  Siimulaticn  Services  Ltd. 

Dowell  Division  of  Schlumberger  Canada  Limited 
NOWSCO  Well  Service  Ltd. 

Sanje!  Cementers  Ltd. 

Siuriy'  Cementers  Ltd. 

Trican  Oilwell  Service  Co.  Ltd. 

Oil  Well  Chemical  Services 

Canadian  Chemical  Technology  inc. 

Canadian  Oilfield  Stimulation  Services  Ltd. 

Canamara  - United  Supply  Ltd. 

Petroiite  Canada  Inc.  - Tretolite  Division 
Servo-Dynamics,  Inc. 

Travis  Chemicals  Inc. 

Tretolite  Division  of  Petroiite  Canada  Inc. 

Wells  Cargo  Oilfield  Services 
Westhaven  Chemicals  Ltd. 

Oil  Well  Coring  Service 

Baker  Hughes  INTEQ 
DB  Stratabit  (Canada)  Ltd. 
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Oil  Well  Directional  Drilling 

Anadrill  of  Canada 
Baker  Hughes  INTEQ 
BecField  Drilling  Services  Ltd. 

Black  Max  Downhole  Tools  Ltd, 

Computalog  Ltd. 

Derrick  Drilling  Ltd. 

Directional  Guidance  Systems  Inc. 

Guided  Horizontal  Drilling  Canada  Inc. 
Halliburton  Drilling  Systems 
Precision  Drilling  Corporation 
Ryan  Energy  Technologies  Inc. 

Shehtah  Drilling  Limited 
Sperry-Sun  Drilling  Services  ot  Canada 
Terroco  Drilling  Ltd. 

Terroco  Oilfield  Services 
Whipstock  Systems  Inc. 

Zeeland  Horizontal  Ltd. 

Oil  Well  Drilling  Contractors 

AKITA  Drilling  Ltd. 

Antares  Drilling 
Brelco  Drilling  Ltd. 

Champion  Drilling 
Derrick  Drilling  Ltd. 

Double  Eagle  Drilling  Ltd, 

Ensign  Drilling  Inc. 

Noble  Drilling  (Canada)  Ltd, 

Phelps  Drilling  International  Ltd, 

Precision  Drilling  Corporation 
SDS  Drilling  Ltd. 

Sedco  Drilling 
Shaffer 

Shehtah  Drilling  Limited 
Terroco  Drilling  Ltd. 

Terroco  Oilfield  Services 

Oil  Well  Drilling  Equipment 

Anadrill  of  Canada 

Big  D Rental  & Sales  (1981)  Ltd, 

Digger  Bits  & Oilfield  Supplies 
Dreco  Drilling  Machinery 
Enterra  Canada  Limited 
Experienced  Equipment  Company 
HITEC  Norway  Ltd. 

Kin  Rig  Manufacturing 
Martin  Decker/Totco 
Mi  Casa  Rentals  Inc. 

Pendemak  Industries  Ltd. 

Smoky  Oilfield  Rentals 
Southwest  Oilfield  Products  (Alberta)  Ltd. 
Sperry-Sun  Drilling  Services  of  Canada 
Summit  Oilfield  Specialty  Ltd. 

Taro  Industries  Limited 
Terroco  Drilling  Ltd. 

Terroco  Oilfield  Services 
Walters  Oil  Tool  Machine  Ltd. 

Oil  Well  Equipment  & Supplies 

Alberta  Oil  Tool,  A Dover  Resources  Company 
Barber  Industries  Ltd. 

Circle  T Service  & Rental  Ltd. 

Columbia  Oilfield  Supply  Ltd. 

DB  Stratabit  (Canada)  Ltd. 

Dominion  Oilfields  Supply 
Dynamic  Oil  Tools  Inc. 

Energlo  Diesel  Heaters  Ltd. 

ENTERRA  Patco  Oilfield  Products  Limited 
ESS-ELL  Tool  Co.  Ltd. 

Experienced  Equipment  Company 
F M C of  Canada  Ltd.,  Wellhead  Division 
Fedmet  Tubulars 
Grenco  Industries  Ltd, 

Imperial  Rubber  Co.  Ltd. 

Inflatatest  Design  Group  Ltd, 

Jet-Lube  of  Canada  Ltd. 

Mountain  Rig  & Equipment 
NOWSCO  Well  Service  Ltd, 

Nusco  Manufacturing  & Supply  Ltd. 

Online  Rig  & Equipment 
Proficient  Oil  Tools  Ltd. 

Redmont  Equipment  Inc, 

Reed  Tool  Company  Ltd. 


Richfield  Equipment  Ltd. 

Shearer  Supply  Ltd. 

Stream-Flo  Industries  Ltd. 

Summit  Oilfield  Specialty  Ltd. 

Taro  Industries  Limited 
Tega  Oilfield  Supply 
Walters  Oil  Tool  Machine  Ltd. 

Wellsite  Industrial  (1985)  Ltd. 

Oil  Well  Fishing  Tools 

Baker  Oil  Tools  Canada 
Bonnett’s  Wireline  Services  Ltd. 

R.J.  Burd  Enterprises  Ltd. 

Dynamic  Oil  Tools  Inc. 

Northwell  Rentals  Ltd. 

Penta  Completions  Supply  & Services  Ltd. 
Proficient  Oil  Tools  Ltd. 

Variperm  (Canada)  Limited 

Oil  Well  Fracturing 

Dowell  Division  of  Schlumberger  Canada  Limited 
Servo-Dynamics,  Inc. 

Wells  Cargo  Oilfield  Services 

Oil  Well  Fracturing-Monitoring 

Dowell  Division  of  Schlumberger  Canada  Limited 
Enviropac  Tracer  Services 

Oil  Well  Log  Digitizing 

Digitech  Information  Services  Ltd. 

MJ  Systems 

Riley’s  Datashare  International  Ltd. 

Oil  Well  Log  Libraries 

MJ  Systems 

Riley's  Datashare  International  Ltd. 

Oil  Well  Logging  & Perforating 

Canadian  Perforators  Ltd. 

Computalog  Ltd. 

Explosives  Limited 

Heartland  Perforating  Services  Ltd. 

Roke  Oil  Enterprises  Ltd. 

Servo-Dynamics,  Inc. 

Sunburst  Perforating  Services  Ltd. 

Tucker  Wireline  Services  Canada  Inc. 

Oil  Well  Mud  Analysis 

Canamara  - United  Supply  Ltd. 

M-l  Drilling  Fluids  Canada,  Inc. 

Mission  Mud  Control  (1988)  Ltd. 

Protec  Mud  Service  Ltd, 

Technifluids  Inc. 

Oil  Well  Reservoir  Analysis 

Alpine  Telemetry  Services  Ltd. 

Alpine  Testers  (1987)  Ltd. 

Opsco  92  Industries  Ltd 
DB  Robinson  Research  Ltd. 

Zeeland  Horizontal  Ltd, 

Oil  Well  Servicing 

A & B Hot  Oil  Services  (1993)  Ltd. 

Addison  & Leyen  Ltd. 

A & L Pro  Well  Inc. 

Alberta  Gold  Well  Servicing  Corp.  Ltd. 

Anchor  Bandits 

Anchor  Master  Oilfield  Services  (1987)  Ltd. 

Beta  Well  Service  Inc. 

Brockham  Oilwell  Servicing  (1986)  Ltd. 

Brest  Weil  Servicing 
Canadian  Crude  Separators  Inc. 

Canadian  Toolmaster  Ltd. 

Canuck  Well  Servicing  Ltd. 

Camwood  Wireline  Service  Ltd. 

Cenalta  Oilwell  Servicing  Ltd. 

C & G Oilfield  Services  Ltd. 

Cyntech  Resource  Services  Ltd. 

Dowell  Division  of  Schlumberger  Canada  Limited 
Duke  Well  Servicing  Ltd. 

ESP  Testing  Ltd. 

Grizzly  Ledcor  Well  Servicing  Limited 


Grizzly  Well  Servicing  (Grand  Centre)  Ltd. 

Hydrotestors  Canada  Limited 
Leeway  Heavy  Oil  Ltd. 

Millard  Oilfield  Services  (91)  Ltd. 

Mission  Mud  Control  (1988)  Ltd. 

NOWSCO  Well  Service  Ltd. 

Online  Rig  & Equipment 
Penetrators  Canada  Inc. 

Petro  Well  Servicing 
Poncho  Well  Servicing  Ltd. 

Proficient  Oil  Tools  Ltd. 

Rockwell  Servicing  Inc. 

RoH'n  Oilfield  Industries  Inc. 

Round-Up  Well  Servicing  Inc. 

Safeway  Well  Services  Ltd. 

Servo-Dynamics,  Inc. 

Shaffer 

Shehtah  Drilling  Limited 
Solid  Resources  Ltd. 

Stingray  Service  Rigs 
Trysol  Canada  Ltd. 

Wardin  Well  Servicing  (1975)  Ltd. 

Widney  Welt  Sen/icing 

Oil  Well  Wellhead  Manufacturers 

Barber  Industries  Ltd. 

Cooper  Industries  Canada  Inc.,  Cooper  Oil  Tool  Division 
F M C ot  Canada  Ltd,,  Wellhead  Division 
Galaxy  Oilfield  Service  Ltd. 

Stream-Flo  Industries  Ltd. 

Oil  Well  Wire  Line  Services 

Bonnett's  Wireline  Services  Ltd. 

Camwood  Wireline  Service  Ltd. 

Dynamic  Oil  Tools  Inc. 

Heartland  Perforating  Services  Ltd. 

Roke  Oil  Enterprises  Ltd. 

Solid  Resources  Ltd. 

Sunburst  Perforating  Services  Ltd. 

Wesco  Testing  And  Eng.  Inc. 

Oil  and  Gas  Well  Operating 

Advantage  Energy  Services  Ltd. 

Cyntech  Resource  Services  Ltd. 

Doran  Stewart  Oilfield  Services  (1990)  Ltd, 

Pact  Production  Services  Ltd. 

Ridgegate  Petroleum  Services  Ltd. 

Wesco  Testing  And  Eng.  Inc. 

Wild  Card  Enterprises  Ltd, 

Orifice  Fittings 

Barber  Engineering  and  Controls  Ltd. 

Daniel  Industries  Canada 
D.V.  Meter  Ltd. 

North  Star  Flow  Products  Inc. 

Petro  Equipment  Sales  Ltd. 

Wheatley  Canada  Ltd. 

Oxygen 

Zee  Medical  Canada  Inc. 

Packers 

Canadian  Toolmaster  Ltd. 

Cardium  Tool  Services  Inc. 

Chriscor  Industries  (1994)  Inc, 

F.A.C.T.S.  Oil  Tools  Ltd. 

Culberson  AVA  Division,  Dresser  Canada  Inc. 

Halliburton  Energy  Services,  a Division  of  Halliburton  Canada  Inc 
Highland/Corod  Inc. 

Hi-Tech  Seals  Inc. 

Import  Tool  Corporation  Ltd. 

Inflatatest  Design  Group  Ltd. 

McAllister  Petroleum  Services  Ltd. 

Quinn  Testers  Ltd. 

Site  Oil  Tools  Inc. 

Variperm  (Canada)  Limited 

Packers-Treating 

F.A.C.T.S.  Oil  Tools  Ltd. 

Guiberson  AVA  Division,  Dresser  Canada  Inc. 

Inflatatest  Design  Group  Ltd. 

McAllister  Petroleum  Services  Ltd. 

Petrolite  Canada  Inc.  - Tretolite  Division 
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[e  Oil  Tools  Inc. 

etolite  Division  of  Petrolite  Canada  Inc. 

acking  Materials-Mechanical 

dco  Industrial  Supplies  Ltd. 

•Tech  Seals  Inc. 

Klaus  Enterprises  Ltd. 
irwesco  Industries  (1983)  Ltd. 

aint 

rminion  Oilfields  Supply 
aygard  Coating  Systems  Ltd. 

araffin  Cleaning  Service 

& B Hot  Oil  Services  (1993)  Ltd. 
irnwood  Wireline  Service  Ltd. 

Ilkote  Pipeline  Services,  Inc. 
dro  Kleen  Systems  Inc. 

>eki  Environmental  Corporation 
mbina  Oil  Separators 
oduction  Dynamics  Ltd. 
conn  Petroleum  Service  (1985)  Ltd. 

/sol  Canada  Ltd. 
asthaven  Chemicals  Ltd. 

araffin  Scrapers 

minion  Oilfields  Supply 

ITERRA  Patco  Oilfield  Products  Limited 

perial  Rubber  Co.  Ltd. 

nta  Completions  Supply  & Services  Ltd. 

eam-Flo  Industries  Ltd. 

aramedics 

:tic  Exploration  Services  Limited 

owest  Safety  and  Environmental  Services  Ltd. 

arforating 

as  Wireline  Services 
KerOil  Tools  Canada 
hnett's  Wireline  Services  Ltd. 
radian  Perforators  Ltd. 
plosives  Limited 
ixTube  Inc. 
is  Gun  Manufacturing 
jartland  Perforating  Services  Ltd. 
netrators  Canada  Inc. 
lins  Perforating  Ltd. 

me  Explosives  Perforating  Supplies  Ltd. 
nburst  Perforating  Services  Ltd. 

^co  Corporation 

pker  Wireline  Services  Canada  Inc. 
imas  Metal  Products 

prformance  Analysis 

vantage  Energy  Services  Ltd. 
emex  Labs  Alberta  Inc. 

?rsonnel  Services 

xray  Axmith  Western  Ltd. 
fwing  International  Inc. 
ptech  Resource  Services  Ltd. 

9 Design  Group  Staffing  Services  Inc. 
bcutrade  Personnel 
iney-Taylor  Personnel  Ltd. 
hesis  Personnel  Management  Ltd. 
rcourt  & Associates 
; Lennox  & Associates 
'sonnel  & Confidential 
oeco  Ernst  & Young  Inc. 

FT  WEIGHTS  MEG.  LTD. 

:hskil  Ltd. 

ion  Production  And  Revenue  Accounting  Services  Ltd. 

jtrochemicals 

ampion  Technologies  Limited 
f Fired  Heaters  Ltd, 

jiotography,  Industrial 

bdesy  Remote  Sensing  Inc. 

.Ian's  Micrographics  & Photomapping  Inc. 

/view  Enterprises  Limited 


Pig  Detectors 

Corrpro  Canada,  Inc. 

FulIkote  Pipeline  Services,  Inc. 

GRM  Fluid  Controls 
Pipetech  Corporation  Ltd. 

Proline  Pipe  Equipment  Inc. 

Pigging  Equipment 

Barber  Industries  Ltd. 

Corrpro  Canada,  Inc, 

Decoking  Descaling  Technology  Inc, 

ENTERRA  Patco  Oilfield  Products  Limited 
Evergreen  Engineering  Ltd. 

FulIkote  Pipeline  Services,  Inc. 

GRM  Fluid  Controls 
Hydro  Kleen  Systems  Inc. 

Jiro  Oilfield  Supply  Ltd. 

G.C.  McCaffrey  & Associates  Ltd. 

Pipetech  Corporation  Ltd. 

Sure  Weld  Industries  Ltd. 

Telford  Valve  and  Specialties,  Inc. 

Pigs 

Barber  Industries  Ltd. 

Canadian  Swabmaster  Ltd. 

Corrpro  Canada,  Inc. 

CRC-EVANS  Canada  Ltd. 

Decoking  Descaling  Technology  Inc. 

FulIkote  Pipeline  Services,  Inc. 

GRM  Fluid  Controls 
Hydro  Kleen  Systems  Inc. 

Imperial  Rubber  Co.  Ltd. 

Pipetech  Corporation  Ltd. 

Plainsman  Mfg.  Ltd. 

Proline  Pipe  Equipment  Inc. 

Wren  Sales  (92)  Ltd, 

Pile  Driving 

Alberta  1st  Call 
Anchor  Bandits 

Anchor  Master  Oilfield  Services  (1987)  Ltd. 

Crossroads  Oilfield  Contracting  Ltd. 

J.P.  Ford  Construction  Management  Ltd. 

McGinnis  Rathole  Drilling  Co.  Ltd. 

M&DPipe  Sales  (1980)  Ltd. 

R.  Pollitt  Oilfield  Construction  Ltd. 

Pilot  Plant  Design-Construction 

Cord  Projects  Ltd. 

Fluor  Daniel  Canada,  Inc. 

Thermo  Design  Engineering  Ltd. 

Zantec  Inc. 

Pipe 

Alberta  Pipeline  Technologies 
Camrose  Pipe  Company 
Cantak  Corporation 
C.W.  Carry  Ltd. 

Christianson  Pipe  Ltd. 

Comco  Pipe  and  Supply  Co. 

Edmonton  Tube  Sales  Ltd. 

Fedmet  Tubulars 
Franklin  Supply  Company  Ltd. 

Galaxy  Oilfield  Service  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Marubeni  Tubulars  Canada  Ltd. 

M&DPipe  Sales  (1980)  Ltd. 

Nusco  Manufacturing  & Supply  Ltd. 

Phoenix  Fence  (1986)  Ltd. 

Polytubes  (1977)  Ltd. 

Prudential  Steel  Ltd. 

Summit  Tubulars  Corporation 
Superior  Tube  Ltd. 

Triumph  Tubular  & Supply  Ltd. 

Pipe  & Cable  Location  Services  & Suppiies 

Alberta  1st  Call 

Alberta  Hydro  Trenching  Ltd. 

Aurora  Corrosion  Control 
Challenger  Surveys  & Services  Ltd. 

Corrpro  Canada,  Inc. 

Snell  and  Oslund  Surveys  (1979)  Ltd. 

Universal  Surveys  Inc. 


Pipe  Bending  & Fabricating 

Alloy  Welders  Ltd. 

CRC-EVANS  Canada  Ltd. 

F D Services  Inc. 

Indutech  Canada  Limited 
Lockerbie  and  Hole  Company  Limited 
G.C.  McCaffrey  & Associates  Ltd. 

Nardei  Fabricators  Ltd. 

Porta-Test  Inc. 

Proline  Pipe  Equipment  Inc. 

Pipe  Bending  Equipment 

CRC-EVANS  Canada  Ltd. 

Hydra-Tech  International  Corporation 
Proline  Pipe  Equipment  Inc. 

Pipe  Cleaning 

Corrpro  Canada,  Inc. 

Decoking  Descaling  Technology  Inc. 

Geo-Ray  Oilfield  Inspections  Ltd. 

Hydro  Kleen  Systems  Inc, 

Hydrotestors  Canada  Limited 
Imperial  Rubber  Co.  Ltd. 

Lorchem  Industries  Limited 
Superior  Inspection  Services 
Tubetest  Service  & Supply  (1978)  Ltd. 

Tuboscope  Vetco  Canada  Inc, 

Pipe  Cleaning  Equipment 

CRC-EVANS  Canada  Ltd. 

Hydro  Kleen  Systems  Inc. 

Thuro  Services  (Western)  Ltd. 

Tubetest  Service  & Supply  (1978)  Ltd. 

Pipe  Coatings 

Abacal  Alta.  Ltd. 

Aron  Services  Ltd. 

Can-Con  Gas  Services  Ltd. 

Comco  Pipe  and  Supply  Co. 

Dominion  Oilfields  Supply 
Lawson  Oilfield  Services  Ltd. 

MasterKote  A Division  of  Milcorp  Industries  Limited 
Pipe  Coatings  Systems/Div.  Of  Garneau  Inc. 
Plastron  Spray  Inc. 

Shaw  Pipe  Protection 

Sure  Seal  Protection  System  Ltd. 

Tuboscope  Vetco  Canada  Inc. 

Waygard  Coating  Systems  Ltd. 

Pipe  Fittings 

Aluminum  Pipe  Systems 
The  Carter  Marketing  Group,  Inc. 

Chandler  Industrial  Sales  Ltd. 

Comco  Pipe  and  Supply  Co. 

Dominion  Oilfields  Supply 
Edmonton  Tube  Sales  Ltd. 

Franklin  Supply  Company  Ltd. 

Galaxy  Oilfield  Service  Ltd. 

Grande  Prairie  Valve  & Fitting  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Maverick  Supply  Ltd. 

Meridian  Specialties  Inc. 

Rice  Engineering  & Operating  Ltd. 

Westiund  Industrial  Supply 
Zimco  Gauge  & Valves  Ltd. 

Pipe  Fittings-Polyethylene 

Can-Con  Gas  Services  Ltd. 

International  Piping  Inc. 

Plainsman  Mfg,  Ltd. 

Polytubes  (1977)  Ltd. 

Sentry  Piping  Systems  Inc. 

Pipe  Hangers 

FlexTube  Inc. 

Westiund  Industrial  Supply 

Pipe  Inspection 

Atlas  Wireline  Services 
Canspec  Group  Inc. 

Geo-Ray  Oilfield  Inspections  Ltd. 

Green  Valley  Daylighting  Limited 
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Guardian  Oilfield  Services 
Image  Engineering  Ltd. 

Image  Inspection  Services  Ltd. 

Premium  Pipe  Services  Ltd. 

SAEL  Inspection  Ltd. 

Shaw  Pipe  Protection 
Superior  Inspection  Services 
Superior  Tube  Ltd. 

Thuro  Services  (Western)  Ltd. 

Tuboscope  Vetco  Canada  Inc. 

Pipe  Insulation  Contracting  & Distribution 

Amity  Insulation  Systems  Ltd. 

Fuller  Austin  Insulation  Inc. 

Pipe  Coatings  Systems/Div.  Of  Garneau  Inc. 

Trans  Peace  Construction  (1987)  Ltd. 

Pipe  Locators 

Alberta  1st  Call 

Alberta  Hydro  Trenching  Ltd. 

Can-Con  Gas  Services  Ltd. 

Corrpro  Canada,  Inc. 

CRC-EVANS  Canada  Ltd. 

Green  Valley  Dayllghting  Limited 
Lynch  Resources  Ltd. 

Proline  Pipe  Equipment  Inc. 

Pipe  Threading 

Argus  Machine  Co.  Ltd. 

Century  Sales  & Service  Limited 
Chase  Manufacturing  Inc. 

Chriscor  Industries  (1994)  Inc. 

Comco  Pipe  and  Supply  Co. 

Guardian  Oilfield  Services 
Lawson  Oilfield  Services  Ltd. 

Lynx  Tool  Company  Division  ot  Lynx  Energy  Services  Corp. 
Shamrock  Oilfield  Specialties  Ltd. 

Superior  Tube  Ltd. 

Taro  industries  Limited 
Thread  Tech 

Tuboscope  Vetco  Canada  Inc. 

Pipe  Wrapping  Supplies 

Cantech  Pipe  Protection 
CRC-EVANS  Canada  Ltd. 

Pipe  Coatings  Systems/Div.  Ot  Garneau  Inc. 

Pipe-Abrasion  Resistant 

Cantak  Corporation 
Indutech  Canada  Limited 
Nilex  Geotechnical  Products  Inc. 

Polytubes  (1977)  Ltd. 

Prudential  Steel  Ltd. 

Pipe-Fiberglass 

DB  Stratabit  (Canada)  Ltd. 

Dominion  Oilfields  Supply 
National-Oilwell  Canada  Ltd. 

Pipe-Liners 

International  Piping  Inc. 

Polytubes  (1977)  Ltd. 

Rice  Engineering  & Operating  Ltd. 

Sentry  Piping  Systems  Inc. 

Pipe-Plastic 

The  Carter  Marketing  Group,  Inc. 

DB  Stratabit  (Canada)  Ltd. 

FlexTube  Inc. 

International  Piping  Inc. 

Polytubes  (1977)  Ltd. 

Rice  Engineering  & Operating  Ltd. 

Pipe-Plastic  Lined 

Fedmet  Tubulars 
Goodall  Rubber  Company 
Polytubes  (1977)  Ltd. 

Rice  Engineering  & Operating  Ltd. 

Pipe-Polyethylene 

Can-Con  Gas  Services  Ltd. 

International  Piping  Inc. 


Alberta  Petroleum  Equipment  & Services  Directory 


Polytubes  (1977)  Ltd. 

Sentry  Piping  Systems  Inc. 

Pipe-Racks 

O.H.M.  Steel  Ltd. 

Ouality  Fabricating  & Supply  Limited 
Stingray  Service  Rigs 
Sure  Weld  Industries  Ltd. 

Pipe-Specialty  Connectors 

Cantak  Corporation 
Hunting  Interlock  Limited 
Shamrock  Oilfield  Specialties  Ltd. 

Thread  Tech 

Pipe-Stainless  Steel 

Alloy  Welders  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

Comco  Pipe  and  Supply  Co. 

Edmonton  Tube  Sales  Ltd. 

Sure  Weld  Industries  Ltd. 

Pipe-Storage 

Christianson  Pipe  Ltd. 

Jo-Ann  Trucking  Ltd. 

Lawson  Oilfield  Services  Ltd. 

Pe  Ben  Industries  Company  Ltd. 

Smoky  Oilfield  Rentals 
Wellsite  Industrial  (1985)  Ltd. 

Pipe-Straightening 

Geo-Ray  Oilfield  Inspections  Ltd. 

Guardian  Oilfield  Services 
Shaw  Pipe  Protection 
Superior  Inspection  Services 
Tubetest  Service  & Supply  (1978)  Ltd. 

Pipeline  Construction 

Accutech  Limited 
Associated  Pipeline  Services  Inc. 

Benoit  Oilfield  Const.  Ltd. 

Braidnor  Construction  Ltd. 

Canuck  Engineering  Inc. 

Corrpro  Canada,  Inc. 

Corvet  Construction  (1977)  Ltd. 

Crossroads  Oilfield  Contracting  Ltd. 

Denim  Pipeline  Construction  Ltd. 

Doran  Stewart  Oilfield  Services  (1990)  Ltd. 

Flint  Canada  Inc. 

J.P.  Ford  Construction  Management  Ltd. 

Green  Valley  Dayiighting  Limited 
Halliburton  Drilling  Systems 
International  Piping  Inc. 

Kana  Oilfield  Services  Ltd. 

Ledcor  Industries  Limited 
Maxim  Blasting  Services  Ltd. 

Nor-Con  Contracting  Ltd. 

Ocelot  Energy  Inc. 

Parkland  Oilfield  Construction  (1983)  Ltd. 

SRM  Projects  Ltd. 

Tartan  Transport  & Construction  Ltd. 

Trinity  Oilfield  Construction  (1990)  Ltd. 

Pipeline  Corrosion  Inspection 

Aurora  Corrosion  Control 
Corrpro  Canada,  Inc. 

Fulikote  Pipeline  Services,  Inc. 

Heartland  Perforating  Services  Ltd. 

Hydro  Kleen  Systems  Inc. 

International  Radiography  & Inspection  Services  (1976)  Ltd. 
Proactive  Technologies  International,  Inc. 

Rivest  Testing  Inc. 

Pipeline  Directional  Drilling 

Green  Valley  Drilling  Limited 

Marine  Pipeline  Construction  ot  Canada  (1993) 

Zeeland  Ltd. 

Pipeline  Equipment 

Camex  Equipment  Sales  and  Rentals  Inc. 

Canadian  Swabmaster  Ltd. 

CRC-EVANS  Canada  Ltd. 

Denim  Pipeline  Construction  Ltd. 


GRM  Fluid  Controls 
Imperial  Rubber  Co.  Ltd. 

Kiser  Supply  & Instrumentation  Ltd. 

Parkland  Oilfield  Construction  (1983)  Ltd. 

Pipe  Coatings  Systems/Div.  Of  Garneau  Inc. 

Proiine  Pipe  Equipment  Inc. 

Rice  Engineering  & Operating  Ltd. 

River  Valley  Equipment  Sales  Ltd. 

Sure  Seal  Protection  System  Ltd. 

Trinity  Oilfield  Construction  (1990)  Ltd. 

Pipeline  Inspection 

Atlas  Wireline  Services 
Canspec  Group  Inc. 

Canuck  Engineering  Inc. 

Caproco  (1987)  Limited 
Corrpro  Canada,  Inc. 

Green  Valley  Daylighting  Limited 
Guardian  Oilfield  Services 
Hawkeye  Inspection  Limited 
Image  Engineering  Ltd. 

Image  Inspection  Services  Ltd. 

International  Radiography  & Inspection  Services  (1976)  Ltd. 
Lynch  Resources  Ltd. 

Nor-Con  Contracting  Ltd. 

O.J.  Pipelines 

Proactive  Technologies  International,  Inc. 

Rivest  Testing  Inc. 

SAEL  Inspection  Ltd. 

Shaw  Pipe  Protection 

Singleton  Associated  Engineering  Ltd. 

Sioux  Consultants  Ltd. 

Tuboscope  Vetco  Canada  Inc. 

Western  Oilfield  Environmental  Services  Ltd. 

Xetec  Ltd. 

Pipeline  Integrity 

Associated  Pipeline  Services  Inc. 

Caproco  (1987)  Limited 
Corrpro  Canada,  Inc. 

Fulikote  Pipeline  Services,  Inc. 

Marine  Pipeline  Construction  of  Canada  (1993) 

O.J.  Pipelines 

Proactive  Technologies  International,  Inc. 

Pipeline  Repairing 

Associated  Pipeline  Services  Inc. 

Braidnor  Construction  Ltd. 

Canuck  Engineering  Inc. 

Denim  Pipeline  Construction  Ltd. 

Doran  Stewart  Oilfield  Services  (1990)  Ltd, 

Flint  Canada  Inc. 

Kana  Oilfield  Services  Ltd. 

Marine  Pipeline  Construction  ot  Canada  (1993) 

Nor-Con  Contracting  Ltd, 

O.J.  Pipelines 

Parkland  Oilfield  Construction  (1983)  Ltd. 

Pipeline  Stringing 

O.J.  Pipelines 

Pe  Ben  Industries  Company  Ltd. 

Pipeline  Testing 

Canadian  Air  Drilling  Services  Ltd. 

Canadian  Fracmaster  Ltd. 

Canadian  Oilfield  Stimulation  Services  Ltd. 

Dean’s  Oilfield  Services  Ltd. 

Denim  Pipeline  Construction  Ltd. 

Leeway  Heavy  Oil  Ltd. 

Lorchem  Industries  Limited 

Marine  Pipeline  Construction  of  Canada  (1993) 

O.J.  Pipelines 

Tartan  Transport  & Construction  Ltd. 

Trican  Oilwell  Service  Co.  Ltd. 

Pipeline-Hot  Tap 

GRM  Fluid  Controls 
Robco  Pressure  Services  Ltd. 

Plant  Maintenance 

Aron  Services  Ltd. 

Cessco  Fabrication  & Engineering  Limited 
Coastal  Northern  Operations  Ltd. 
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ird  Projects  Ltd. 

ossroads  Oilfield  Contracting  Ltd. 

) Services  Inc. 

,nt  Canada  Inc. 

sdhill  Steel  Products  Inc. 

na  Oilfield  Services  Ltd. 

dcor  Industries  Limited 

rkland  Oilfield  Construction  (1983)  Ltd. 

rkland  Projects 

iDERSEN,  M.V.,  Engineering  Inc. 

iar  Oilfield  Projects  Ltd. 

iPollitt  Oilfield  Construction  Ltd. 

alweld  Corporation  Ltd. 

uthern  Alberta  Institute  of  Technology 

:h-Source  Projects  Limited 

ms  Peace  Construction  (1987)  Ltd. 

astic  Tubing 

derson/CP  Rubber 
monton  Tube  Sales  Ltd. 
lytubes  (1977)  Ltd. 


Pressure  Controls 

Barber  Industries  Ltd. 

Bennett’s  Wireline  Services  Ltd. 
Camrose  Electric  Controls  Ltd. 
Rosemount  Instruments  Ltd. 

Wheatley  Canada  Ltd. 

Wild  Card  Enterprises  Ltd. 

Pressure  Gauges 

Alpine  Telemetry  Services  Ltd. 
Bonnett's  Wireline  Services  Ltd. 

D.V.  Meter  Ltd. 

Geophysical  Research  Corporation  Ltd. 
Hydra-Tech  International  Corporation 
Power  Ignition  Controls  Ltd. 

Sperry-Sun  Drilling  Services  of  Canada 
Taro  Industries  Limited 
Wesco  Testing  And  Eng.  Inc. 

Wika  Instruments  Canada  Ltd. 

Z.l.  Probes  Inc. 

Zimco  Gauge  & Valves  Ltd. 


Penfabco  Oilfield  Equipment  Sales  & Service  Ltd. 
Plains  Fabrication  and  Supply 
Porta-Test  Inc. 

Propak  Systems  Ltd. 

Pyramid  Electric  Corporation 
Sure  Weld  Industries  Ltd. 

Tech-Source  Projects  Limited 
Thermo  Design  Engineering  Ltd. 

Wells-Hall  Fabrication  & Construction  Ltd. 

Printers  & Lithographers 

Optima  Publishing  Ltd. 

Riley’s  Reproduction  & Printing  Ltd. 

Process  Analyzers 

Bovar  - Western  Research 
C.B.  Engineering  Limited 
GS  Hitech  Controls  Inc. 

Hankin  Atlas  Industries  Limited 
Lee  Instruments  (1993)  Inc. 

Paragon  Controls  Limited 


iating 

ANCO 

inook  Industrial  Ltd. 
lore’s  Industrial  Service  Ltd. 

bllution  Control 

mrose  Electric  Controls  Ltd. 
iissions  Plus  Inc. 

Lest  Safety  and  Environmental  Services  Ltd. 
mmit  Engineering  Sales  (Calgary)  Ltd. 
feland  Eco  Ltd. 


)llution  Control  Chemicals,  Equipment  & 

Service 

nadian  Chemical  Reclaiming  Ltd. 

Kutryk  Equipment  Ltd. 
reco  Products  Limited 
e Engineering  & Operating  Ltd. 

iwer  Supplies 

ra  Engineering  Services  Ltd. 
pro  Canada,  Inc. 
bal  Thermoelectric  Inc. 
srrex  Systems  Ltd. 

pwer  Tongs 

V.  Rig  Repair  & Supply 
son  Power  Tongs  Service  Ltd. 

[r  Canada  Ltd. 

dhill  Steel  Products  Inc. 

ilhwell  Rentals  Ltd. 

frnium  Pipe  Services  Ltd. 

j Service  Equipment  Ltd. 

amrock  Oilfield  Specialties  Ltd. 

igco  Sales  & Services  Ltd. 

jan  Power  Equipment  Sales  & Rentals  Ltd. 

)war  Transmission  Equipment 

ytec  Equipment  Ltd. 

mmercial  Bearing  Service  (1966)  Ltd. 

Lo  Equipment  Inc. 
jden  Agencies  Ltd. 

\ Gear  Centre 

ependent  Recovery  Service  Inc. 


edictive  Maintenance  Services 

ra  Engineering  Services  Ltd. 
a Machinery  Analysis  Ltd. 

Energy  Controls  Inc. 
irior  Oil  Analytics  Ltd. 

DERSEN,  M.V.,  Engineering  Inc. 

iemium  Tubulars 

us  Machine  Co.  Ltd. 

’ntak  Corporation 
Imet  Tubulars 
iting  Interlock  Limited 
||mium  Pipe  Services  Ltd. 
jad  Tech 
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Pressure  Relief  Devices 

Barber  Industries  Ltd. 

Hydra-Tech  International  Corporation 
Tega  Oilfield  Supply 
Wheatley  Canada  Ltd. 

Zirco  (1989)  Ltd. 

Pressure  Switches 

Barber  industries  Ltd. 

Camrose  Electric  Controls  Ltd. 

Cantech  Controls 

C. B.  Engineering  Limited 

D. V.  Meter  Ltd. 

ITT  Barton  Instruments 
Power  Ignition  Controls  Ltd. 

Telematic  Controls  Inc. 

Pressure  Testing 

Canadian  Air  Drilling  Services  Ltd. 

Chase  Manufacturing  inc. 

Enterra  Canada  Limited 

Frank  Henry  Equipment  (1987)  Ltd. 

Galaxy  Oilfield  Service  Ltd. 

Geophysical  Research  Corporation  Ltd. 
Hydrotestors  Canada  Limited 
Leeway  Heavy  Oil  Ltd. 

N2  Services 
Quinn  Testers  Ltd. 

Reliable  Engine  Services  Ltd. 

Trican  Oilweil  Service  Co.  Ltd. 

Tubetest  Service  & Supply  (1978)  Ltd. 

Weitech  Manufacturing  & Services  (1993)  Ltd. 
Z.l.  Probes  Inc. 

Pressure  Valves 

Comco  Pipe  and  Supply  Co. 

Hydra-Tech  International  Corporation 
Valseal  Ltd. 

Weitec  Oilfield  Specialties 

Pressure  Vessels 

Aico  Gas  & Oil  Production  Equipment  Ltd. 
Alloy  Welders  Ltd. 

Aron  Services  Ltd. 

Canadian  Hydrex  Limited 

Cessco  Fabrication  & Engineering  Limited 

Chandler  Industrial  Sales  Ltd. 

Complete  Package  Technology  Ltd. 

C.S.M.C.  Oilfield  Sales  & Rentals 
Dacro  Industries  Ltd. 

Exchanger  Industries 
Goldeye  Sales  & Services  Ltd. 

HTI  Technology  Canada  Ltd. 

I.P.  Constructors, 

IVF  International  Vessel  Fabrication  Inc. 
Liberty  Boilers  & Mechanical  Services  Inc. 
Maloney  Steel  Ltd. 

Mar-Quinn  Industries  Ltd. 

Nardei  Fabricators  Ltd. 

Natco  Canada  Ltd. 

Nusco  Manufacturing  & Supply  Ltd. 


Process  Systems 

Carrae  Enterprises  Ltd. 

C.B.  Engineering  Limited 
Hankin  Atias  Industries  Limited 
HTi  Technology  Canada  Ltd. 

Hydra-Tech  International  Corporation 
Maloney  Steel  Ltd. 

Propak  Systems  Lid. 

Zantec  Inc. 

Procurement  Services 

Avala  Projects  Inc. 

Boundary  Equipment  Co.  Ltd. 

Canuck  Engineering  Inc. 

Delta  Catalytic  Engineering  and  Construction  Ltd. 
M.  Kathmar  Craig  & Associates  Ltd. 

SNC-LAVALIN  inc. 

T & A Sales  Internaiiona! 

Techski!  Ltd. 

Wren  Sales  (92)  Ltd. 

Production  Computer  Systems 

BMP  Energy  Systems  Ltd. 

Calta  Computer  Systems  Limited 
ENSYTE  Energy  Software  Int’l  Ltd. 

Gough  Electric 
HiTEC  Norway  Ltd. 

Munro  Gar.rett  international 

Production  Equipment-Wellhead 

Aico  Gas  & Oil  Production  Equipment  Ltd. 

Barber  Industries  Ltd. 

ENTERRA  Patco  Oilfield  Products  Limited 
F M C of  Canada  Ltd.,  Wellhead  Division 
Franklin  Supply  Company  Ltd. 

Maloney  Steel  Ltd. 

Pacific/Ramsay  Valve  Services  inc. 

Plains  Fabrication  and  Supply 
Propak  Systems  Ltd. 

Ria'ta  Supply  Ltd. 

Stream-Flo  industries  Ltd. 

Sure  Weld  Industries  Ltd. 

Triumph  Tubular  & Supply  Ltd. 

Weitec  Oilfield  Specialties 

Production  Information 

CD  PubCo  Inc. 

Daily  Oil  Bulletin 

Digitech  Information  Services  Ltd. 

Northland  Production  Testing  Ltd. 

Petroleum  Information  Canada  Ltd. 

Pretec  Wireline  & Production  Testing  Services  Inc. 

Production  Management 

Accutech  Limited 
Advantage  Energy  Services  Ltd. 

Ridgegate  Petroleum  Services  Ltd. 

SOFT  WEIGHTS  MFG.  LTD. 

Production  Optimization 

Advantage  Energy  Services  Ltd. 


Champion  Technologies  Limited 
Chemex  Labs  Alberta  Inc. 

Diagnostic  Engineering  Inc. 

Fluid  Lift  Systems  Inc. 

Franklin  Supply  Company  Ltd. 

Penta  Completions  Supply  & Services  Ltd. 

The  Pickford  Group  Ltd. 

Southern  Alberta  institute  of  Technology 
Tri-Ener-Tech  Petroleum  Services  Ltd. 

Production  Tank  Rental 

Brad's  Oilfield  Service  Ltd. 

Canadian  Hydrex  Limited 
Priority  Projects  Ltd. 

R.W.I.  Oilfield  Service  Ltd. 

Select  Oilfield  Services  Ltd. 

Telba  Oilfield  Rentals  Ltd. 

Top  Oilfield  Rentals  Ltd. 

Programmable  Controllers 

ECl  Energy  Controls  Inc. 

EECOL  Electric  Ltd. 

Fluid  Lift  Systems  Inc. 

Kenonic  Controls  Ltd. 

Pembina  Controls 

Southern  Alberta  Institute  of  Technology 
Speedco  Drives  & Controls  Ltd. 

Sutton,  Thomas  Engineering  Ltd. 

Project  Management 

Accutech  Limited 
Advantage  Energy  Services  Ltd. 

Audryx  Petroleum  Ltd. 

Avala  Projects  Inc. 

Canuck  Engineering  Inc. 

Carrae  Enterprises  Ltd. 

Delta  Catalytic  Engineering  and  Construction  Ltd. 

Lancia  Design  Ltd. 

Lockerbie  and  Hole  Company  Limited 
Nardei  Fabricators  Ltd. 

Noble  Drilling  (Canada)  Ltd. 

Nordic  Engineering  Ltd. 

Parkland  Projects 

Proactive  Technologies  International,  Inc. 

Process-Vessel  Services  Inc. 

Remedy  Resource  Consultants  Ltd. 

SAEL  Inspection  Ltd. 

Sceptre  Engineering  & Construction  Ltd. 

Singleton  Associated  Engineering  Ltd. 

Sioux  Consultants  Ltd. 

SNC-LAVALIN  Inc. 

Stanley  Industrial  Consultants  Ltd. 

Techskil  Ltd. 

Winkelaar  Howard  & Associates  Ltd. 

Zeeland  Ltd. 

Propane-Bulk  Fuel 

Cal-Gas  Inc. 

Canwest  Propane 

Publications 

The  Alberta  Project  Directory 
Canadian  Energy  Index 

Canadian  Oil  Industry  Merger  & Acquisition  Report 
Canadian  Oil  Register 
Daily  Oil  Bulletin 

Digitech  Information  Services  Ltd. 

Drilling  Records 

C.O.  Nickle  Publications 

Nickle's  Oil  and  Gas  Statistics  Ouarterly 

Oil  & Gas  Exploration  Journal  Ltd. 

Oil  & Gas  Index 
Oilweek  Magazine 

Ownership  Structures  of  Principal  Petroleum  Companies  in 
Canada 

The  Regulatory  Times 

Publishers 

C.O.  Nickle  Publications 
Optima  Publishing  Ltd. 

Pump  Controls 

Barber  Industries  Ltd. 


Alberta  Petroleum  Equipment  & Services  Directory 


Camrose  Electric  Controls  Ltd. 

Dreco  Drilling  Machinery 
Hydra-Tech  International  Corporation 
Import  Tool  Corporation  Ltd. 

Reda  Pump  Limited 
Spartech  Manufacturing  Ltd. 

Pump  Jack  Bases 

Anchor  Master  Oilfield  Services  (1987)  Ltd. 

Kam’s  Sand  Coating  Ltd. 

Pumping  Equipment 

Chamco  Industries  Ltd. 

Dominion  Oilfields  Supply 
EC&M  Electric  Ltd. 

Fimrite  Oilfield  Services  Ltd. 

Grenco  Industries  Ltd. 

Hydro  Kleen  Systems  Inc. 

Kudu  Industries  Inc. 

Leeway  Heavy  Oil  Ltd. 

Production  Dynamics  Ltd. 

Reda  Pump  Limited 
Shearer  Supply  Ltd. 

Taro  industries  Limited 
TOPCO  Sales 

Trican  Oilwell  Service  Co.  Ltd. 

Wilfley  of  Canada  Ltd. 

Pumping  Units 

Brockham  Oilwell  Servicing  (1986)  Ltd. 

Chinook  Industrial  Ltd. 

Dreco  Drilling  Machinery 
EC&M  Electric  Ltd. 

Exchanger  Industries 
Franklin  Supply  Company  Ltd. 

Highland/Corod  Inc. 

Lawson  Oilfield  Services  Ltd. 

Lufkin  Industries  Canada  Ltd. 

Taro  Industries  Limited 

Triconn  Petroleum  Service  (1985)  Ltd. 

Pumping  Units  Service 

Chinook  Industrial  Ltd. 

Ironhorse  Pumpjack  Services  Ltd. 

Lufkin  Industries  Canada  Ltd. 

Shearer  Supply  Ltd. 

StimCo  Services  Ltd. 

Taro  Industries  Limited 

Triconn  Petroleum  Service  (1985)  Ltd. 

Pumping  Units-Used 

Chinook  Industrial  Ltd. 

Lufkin  Industries  Canada  Ltd. 

Taro  Industries  Limited 

Triconn  Petroleum  Service  (1985)  Ltd. 

Pumps  - Progressing  Cavity 

EAGLE  Pump  & Compressor  Ltd. 

EC&M  Electric  Ltd. 

Grenco  Industries  Ltd. 

Griffin  Pumps,  division  of  Taro  Industries  Limited 
Taro  Industries  Limited 

Pumps-Air  Operated  Diaphragm 

Chamco  Industries  Ltd. 

EC&M  Electric  Ltd. 

Renown  Industries  Ltd. 

Shearer  Supply  Ltd. 

Wheatley  Canada  Ltd. 

Williams  Instrument  Company  Inc. 

Pumps-Bottom  Hole 

Continental  Emsco  Company  Limited 
Dominion  Oilfields  Supply 
Franklin  Supply  Company  Ltd. 

Griffin  Pumps,  division  of  Taro  Industries  Limited 
Highland/Corod  Inc. 

Kudu  Industries  Inc. 

Quinn’s  Oilfield  Supply  Ltd. 

Tri  Alta  Oilfield  Industries  Ltd. 

Wheatley  Canada  Ltd. 


Pumps-Centrifugal 

Carreau  Oilfield  Specialties 
Centrilift 

Chamco  Industries  Ltd. 

Coyote  Oilfield  Rentals  (Alta)  Ltd. 

Dependable  Oilfield  Rentals  Ltd. 

Dreco  Drilling  Machinery 
EAGLE  Pump  & Compressor  Ltd. 

EC&M  Electric  Ltd. 

Fieldco  Mfg.  Inc. 

Frank  Henry  Equipment  (1987)  Ltd. 

Ketek  industries  Ltd. 

Reda  Pump  Limited 
Renown  Industries  Ltd. 

Southwest  Oilfield  Products  (Alberta)  Ltd. 

Stowell  Enterprises 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Taro  Industries  Limited 
TOPCO  Sales 

Wadeco  Oilfield  Services  Ltd. 

Wilfley  of  Canada  Ltd. 

Wilron  Equipment  Ltd. 

Pumps-Chemical 

Chamco  Industries  Ltd. 

EC&M  Electric  Ltd. 

Franklin  Supply  Company  Ltd. 

Renown  Industries  Ltd. 

Summit  Engineering  Sales  (Calgary)  Ltd. 
Westhaven  Chemicals  Ltd. 

Wheatley  Canada  Ltd. 

Wilfley  of  Canada  Ltd. 

Williams  Instrument  Company  Inc. 

Wilron  Equipment  Ltd. 

Pumps-Lubricating 

Chinook  Industrial  Ltd. 

Dryden  Agencies  Ltd. 

Sealweld  Corporation  Ltd. 

Pumps-Plunger  Lift 

Chinook  Industrial  Ltd. 

F.A.C.T.S.  Oil  Tools  Ltd. 

Fluid  Lift  Systems  Inc. 

Import  Tool  Corporation  Ltd. 

Production  Dynamics  Ltd. 

Williams  Instrument  Company  Inc. 

Pumps-Reciprocating 

Chinook  Industrial  Ltd. 

Dreco  Drilling  Machinery 
EAGLE  Pump  & Compressor  Ltd. 

Grenco  Industries  Ltd. 

Redmont  Equipment  Inc. 

Thuro  Services  (Western)  Ltd. 

Wheatley  Canada  Ltd. 

Wilron  Equipment  Ltd. 

Pumps-Rotary 

Bowie  Pumps  of  Canada  Lfd. 

Dominion  Oilfields  Supply 
EAGLE  Pump  & Compressor  Ltd. 

EC&M  Electric  Ltd. 

Griffin  Pumps,  division  of  Taro  Industries  Limited 
Highland/Corod  Inc. 

Kudu  Industries  Inc. 

Park  Lake  Welding  & Manufacturing 
Rice  Engineering  & Operating  Ltd. 

Wilron  Equipment  Ltd. 

Pumps-Sales,  Service  & Rentals 

Big  D Rental  & Sales  (1981)  Ltd. 

Centrilift 

Chinook  Industrial  Ltd. 

CMI  Rentals  Inc. 

Coyote  Oilfield  Rentals  (Alta)  Ltd. 

Griffin  Pumps,  division  of  Taro  Industries  Limited 
Harvie  Instruments  Ltd. 

Headhunters  Diesel  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Ketek  Industries  Ltd. 

Kudu  Industries  Inc. 

Lykal  Sales  & Oilfield  Rentals  Ltd. 
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Products  & Services 


eda  Pump  Limited 
edmont  Equipment  Inc. 
towell  Enterprises 
huro  Services  (Western)  Ltd. 

/heatley  Canada  Ltd. 

'/illiams  Instrument  Company  Inc. 

/ilron  Equipment  Ltd. 

I‘umps-Slurry 

Veco  Drilling  Machinery 

C&M  Electric  Ltd. 

ark  Lake  Welding  & Manufacturing 

enown  Industries  Ltd. 

outhwest  Oilfield  Products  (Alberta)  Ltd. 

I/ilfley  of  Canada  Ltd. 

/ilron  Equipment  Ltd. 

>umps-Subsurface 

uiberson  AVA  Division,  Dresser  Canada  Inc. 

ighland/Corod  Inc. 

udu  Industries  Inc. 

ational-Oilwell  Canada  Ltd. 

iuinn's  Oilfield  Supply  Ltd. 

eda  Pump  Limited 

ri  Alta  Oilfield  Industries  Ltd. 


up  Joints 

rgus  Machine  Co.  Ltd. 
hriscor  Industries  (1994)  Inc. 

■ank  Henry  Equipment  (1987)  Ltd. 
iN  Corporations  Inc. 

nta  Completions  Supply  & Services  Ltd. 
amrock  Oilfield  Specialties  Ltd. 
alters  Oil  Tool  Machine  Ltd. 

luality  Assurance  Services 

I'anspec  Group  Inc. 

Ibntre  For  Training  And  Development 
[hemical  & Geological  Laboratories  Inc. 

Kathmar  Craig  & Associates  Ltd. 
liser  Supply  & Instrumentation  Ltd. 

[jardei  Fabricators  Ltd. 

Ihillips  Petroleum  International  Canada  Ltd. 

[roactive  Technologies  International,  Inc. 
pest  Testing  Inc. 
iEL  Inspection  Ltd. 

adio  Communication  Equipment  & 
ystems 

[GT  Mobility  Inc. 

ctic  Exploration  Services  Limited 
0-Design  Information  Systems  Ltd. 
lobal  Thermoelectric  Inc. 
lentor  Engineering  Inc. 
bge-Direct  Ltd. 
b Communications  Ltd. 


ladio  Operators/Weather  Observers 

retie  Exploration  Services  Limited 

Radioactive  Tracers 

piropac  Tracer  Services 

Rathole  Drilling 

hchor  Bandits 

cGinnis  Rathole  Drilling  Co.  Ltd. 

lathole  Drilling  Conductor  Services 

cGinnrs  Rathole  Drilling  Co.  Ltd. 

le-Entries 

hadrill  of  Canada 
udryx  Petroleum  Ltd. 
pcField  Drilling  Services  Ltd. 
eta  Well  Service  Inc. 

IgD  Rentals  Sales  (1981)  Ltd. 

|.J.  Burd  Enterprises  Ltd. 
luided  Horizontal  Drilling  Canada  Inc. 
perry-Sun  Drilling  Services  of  Canada 
/hipstock  Systems  Inc. 


Real  Estate 

Leaseline  Realty  Advisors  Inc. 

Manning  & Manning  - Sutton  Group 
Touchstone  Real  Estate  Ltd. 

Twenty-First  Century  Holdings  Inc. 

Reamers 

Cougar  Tool  Inc. 

DB  Stratabit  (Canada)  Ltd. 

Ducharme  Oilfield  Rentals  Ltd. 

Guided  Horizontal  Drilling  Canada  Inc. 

Lynx  Tool  Company  Division  of  Lynx  Energy  Services  Corp. 
Smith  International  Canada,  Ltd. 

Whipstock  Systems  Inc. 

Reclaiming  Plants 

Canadian  Chemical  Reclaiming  Ltd. 

Canadian  Crude  Separators  Inc. 

Enviro  Desorption  Inc. 

Parkland  Projects 

Record  Storage 

Dyad  Data  Services  (Canada)  Limited 
Nicholson  Micro  Centre  Ltd. 

Petrocraft  Products  Ltd. 

Riley’s  Datashare  International  Ltd. 

Stacs  Record  Centre 

Recorders-Temperature 

Alpine  Testers  (1987)  Ltd. 

Campbell  Scientific  Canada  Corp. 

Geophysical  Research  Corporation  Ltd. 

ITT  Barton  Instruments 
Wesco  Testing  And  Eng.  Inc. 

Wheatley  Canada  Ltd. 

Wirtanen  Electric  Ltd. 

Recording  Instruments-Industrial  & 
Scientific 

Campbeil  Scientific  Canada  Corp. 

Cantech  Controls 

Foothills  Industrial  Products  (1988)  Ltd. 

Galvanic  Analytical  Systems  Ltd. 

Harvie  Instruments  Ltd. 

ITT  Barton  Instruments 

Kiser  Supply  & Instrumentation  Ltd. 

Pason  Well  Services  Ltd. 

Pembina  Controls 

Prowest  Safety  and  Environmental  Services  Ltd. 

Southern  Alberta  Institute  of  Technology 
Westiund  Industrial  Supply 
Wirtanen  Electric  Ltd. 

Recycling  Services 

Alberta  Traffic  Supply  Ltd. 

Canadian  Chemical  Reclaiming  Ltd. 

Enviro  Desorption  Inc. 

Enviro-Tec  Inc. 

Fimrite  Oilfield  Services  Ltd. 

Hazco  Environmental  Services  Ltd. 

TriWaste  Reduction  Services  Inc. 

Refined  Products 

LPG  Resources  Inc 
Trysol  Canada  Ltd. 

Refiners,  Processors 

Trysol  Canada  Ltd. 

Refinery  Construction  & Maintenance 

Aron  Services  Ltd. 

Carrae  Enterprises  Ltd. 

Coastal  Northern  Operations  Ltd. 

Cord  Projects  Ltd. 

Delta  Catalytic  Engineering  and  Construction  Ltd. 

F D Services  Inc. 

Fluor  Daniel  Canada,  Inc. 

Hydro  Kleen  Systems  Inc. 

Nordic  Engineering  Ltd. 

Parkland  Projects 

Pasquale  Mancuso  Construction  Ltd. 

Sealweld  Corporation  Ltd. 


Titan  Electric  & Controls  Ltd. 

United  Resource  Safety  Ltd. 

Refinery  Equipment 

Foothills  Industrial  Products  (1988)  Ltd. 

FW  Fired  Heaters  Ltd. 

HTl  Technology  Canada  Ltd. 

Maloney  Steel  Ltd. 

Propak  Systems  Ltd. 

Refrigeration 

Propak  Systems  Ltd. 

Startec  Refrigeration  Services  Ltd. 

Trans  Peace  Construction  (1987)  Ltd. 

Regulators 

Wheatley  Canada  Ltd. 

Regulators-Pressure 

Brittania  Compressor  Sales  Ltd 
Carreau  Oilfield  Specialties 
Galvanic  Analytical  Systems  Ltd. 

Muis  Controls  Ltd. 

Wheatley  Canada  Ltd. 

Relief  Valves 

AGS  Valve  & Fitting  Ltd. 

Arinah  Services  Ltd. 

Barber  Engineering  and  Controls  Ltd. 

Cantech  Controls 
Carreau  Oilfield  Specialties 
D.V.  Meter  Ltd. 

Tega  Oilfield  Supply 
Wheatley  Canada  Ltd. 

Remote  Sensing 

Calta  Computer  Systems  Limited 
Geodesy  Remote  Sensing  Inc. 

The  Laser  Institute 
Nortech  Surveys  (Canada)  Inc. 

Prowest  Safety  and  Environmental  Services  Ltd. 

Reproductions 

Carter  Mapping 

Geodesy  Remote  Sensing  Inc. 

Nicholson  Micro  Centre  Ltd. 

Orhan's  Micrographics  & Photomapping  Inc. 
Riley’s  Reproduction  & Printing  Ltd. 

Reprographics 

Geodesy  Remote  Sensing  Inc. 

Nicholson  Micro  Centre  Ltd. 

Orhan’s  Micrographics  & Photomapping  Inc. 
Riley’s  Reproduction  & Printing  Ltd. 

Research  Services 

Asko  Machine  Industries  Ltd. 

Audryx  Petroleum  Ltd. 

Dinard  Resources  Ltd. 

Drilling  Records 

The  Laser  Institute 

DB  Robinson  Research  Ltd. 

Reservoir  Evaluations 

Alpine  Telemetry  Services  Ltd. 

Continental  Laboratories  (1985)  Ltd. 

Core  Laboratories 
Dinard  Resources  Ltd. 

Northland  Production  Testing  Ltd. 

Roke  Oil  Enterprises  Ltd. 

Sperry-Sun  Drilling  Services  of  Canada 
Zeeiand  Horizontal  Ltd. 

Rig  Jacking-Rig  Levelling 

Rocky  Davis  Jacking  Services 
Dreco  Drilling  Machinery 

Rig  Mats 

Cando  Oilfield  Supplies  & Rentals  Ltd. 
Dependable  Oilfield  Rentals  Ltd. 

Ketek  Industries  Ltd. 

Lister  Industries  Ltd. 
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R.W.I.  Oilfield  Service  Ltd. 

Telba  Oilfield  Rentals  Ltd. 

Toran  Power  Equipment  Sales  & Rentals  Ltd. 
Wren  Sales  (92)  Ltd. 

Rig  Repairs 

Mountain  Rig  & Equipment 
Online  Rig  & Equipment 
Quality  Fabricating  & Supply  Limited 
Rebound  Rig  International  Ltd. 

Taro  Industries  Limited 

Rigs-Seismic 

Foremost  Industries  Inc. 

Rigs-Workover 

Addison  & Leyen  Ltd. 

A & L Pro  Well  Inc. 

Beta  Well  Service  Inc. 

Brost  Well  Servicing 
Canadian  Crude  Separators  Inc. 

C & G Oilfield  Services  Ltd. 

Diamond  Service  Rigs  (Brooks)  Ltd. 

Dreco  Drilling  Machinery 

Grizzly  Ledcor  Well  Servicing  Limited 

Grizzly  Well  Servicing  (Grand  Centre)  Ltd. 

Kin  Rig  Manufacturing 
Millard  Oilfield  Services  (91)  Ltd. 

Mountain  Rig  & Equipment 
Online  Rig  & Equipment 
Petro  Well  Servicing 
Poncho  Well  Servicing  Ltd. 

Round-Up  Well  Servicing  Inc. 

Safeway  Well  Services  Ltd. 

Stingray  Service  Rigs 
Taro  Industries  Limited 
Wardin  Well  Servicing  (1975)  Ltd. 

Road  Boring 

Black  Max  Downhole  Tools  Ltd. 

Green  Valley  Drilling  Limited 

Marine  Pipeline  Construction  of  Canada  (1993) 

Ryan  Energy  Technologies  Inc. 

Rod  & Tubing  Service 

Beta  Well  Service  Inc. 

Brost  Well  Servicing 
Geo-Ray  Oilfield  Inspections  Ltd. 
Highland/Corod  Inc. 

Tubetest  Service  & Supply  (1978)  Ltd. 

Ropes-Natural  & Synthetic 

Cidco  Industrial  Supplies  Ltd. 

Roustabout  Crews 

Flint  Canada  Inc. 

R.  Pollitt  Oilfield  Construction  Ltd. 

Rubber  Products 

Anderson/CP  Rubber 
Canadian  Swabmaster  Ltd. 

Hi-Tech  Seals  Inc. 

Imperial  Rubber  Co.  Ltd. 

Norwesco  Industries  (1983)  Ltd. 

Summit  Oilfield  Specialty  Ltd. 

Wren  Sales  (92)  Ltd. 

Rupture  Discs 

AGS  Valve  & Fitting  Ltd. 

Paragon  Controls  Limited 
Plainsman  Mtg.  Ltd. 

Zirco(1989)  Ltd. 

Rust  Preventives  & Removers 

Cardinal  Industrial  Electronics  (1992)  Ltd. 
Control  Chemical  Corp. 

SCADA  Systems 

Calta  Computer  Systems  Limited 
Global  Thermoelectric  Inc. 

Kenonic  Controls  Ltd. 

Mentor  Engineering  Inc. 
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Niven  Engineering  Corporation 
The  Pickford  Group  Ltd. 

Sherrex  Systems  Ltd. 

Sutton,  Thomas  Engineering  Ltd. 

TD  Communications  Ltd. 

Willowgien  Systems 

Safety  & Loss  Control  Consultants 

ABKO  Holdings  (1977)  Ltd. 

Canada  Training  Group 
Carrae  Enterprises  Ltd. 

Dore  Oilfield  Safety  Ltd. 

Electronic  Countermeasures  Inc. 

EMPLAN  Emergency  Planners  Ltd. 

Intergroup  Safety  Services 
Leduc  Safety  Service  Ltd. 

Nationwide  Safety  Management  And  Consulting 
Proactive  Technologies  International,  Inc. 

Provincial  Audiometric  Health  Services  Inc. 

Prowest  Safety  and  Environmental  Services  Ltd. 
Safety  Boss  Canada  (1993)  Ltd. 

Standard  Safety  & Consulting  Services  (1978)  Ltd. 
United  Resource  Safety  Ltd. 

Zee  Medical  Canada  Inc. 

Safety  Clothing  Consultants 

Alberta  Traffic  Supply  Ltd. 

Columbia  Oilfield  Supply  Ltd. 

G.C.  McCaffrey  & Associates  Ltd. 

Mr.  Glove  & Safety  Ltd. 

Protective  Apparel  Inc. 

Safety  Boss  Canada  (1993)  Ltd. 

Zee  Medical  Canada  Inc. 

Safety  Equipment 

Ace  Explosives  ETI  Ltd. 

Alberta  Glove  Co.  Ltd. 

Anchor  Master  Oilfield  Services  (1987)  Ltd. 

Barber  Industries  Ltd. 

B & W Technologies  Ltd. 

Canadian  Safety  Supply  International  Co. 

Century  Sales  & Service  Limited 
Columbia  Oilfield  Supply  Ltd. 

Cypress  Security  Products  Ltd. 

Dore  Oilfield  Safety  Ltd. 

Executive  Advertising 
Gastech  Instruments  Canada  Ltd. 

1-Dent  Decals  Ltd. 

International  Survival  Supplies  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Mr.  Glove  & Safety  Ltd. 

Patch  H2S  Services  Ltd. 

Provincial  Audiometric  Health  Services  Inc. 

Prowest  Safety  and  Environmental  Services  Ltd. 

Roda  Deaco  Valve  Ltd. 

Safety  Boss  Canada  (1993)  Ltd. 

St.  John  Ambulance 
SOFT  WEIGHTS  MFG.  LTD. 

Standard  Safety  & Consulting  Services  (1978)  Ltd. 
Technical  Enterprise 
United  Resource  Safety  Ltd. 

Wren  Sales  (92)  Ltd. 

Zee  Medical  Canada  Inc. 

Safety  Switches 

Barber  Industries  Ltd. 

Salvage-Oil  & Gas  Equipment 

Goldeye  Sales  & Services  Ltd. 

Rialta  Supply  Ltd. 

Samplers  & Sampling  Equipment 

Chemex  Labs  Alberta  Inc. 

Core  Laboratories 

The  Fluid  Life  Corporation 

Foothills  Industrial  Products  (1988)  Ltd. 

Inflatatest  Design  Group  Ltd. 

Pembina  Controls 
Walters  Oil  Tool  Machine  Ltd. 

Wheatley  Canada  Ltd. 

Sand 

Noremac  Industries  Ltd. 


Sandblasting 

Adrico  Machine  Works  Ltd. 

Aron  Services  Ltd. 

Asko  Machine  Industries  Ltd. 

Canadian  Crude  Separators  Inc. 

Chinook  Industrial  Ltd. 

Goldec  International  Equipment  Inc. 

Waygard  Coating  Systems  Ltd. 

Satellite  Systems 

Alco  Gas  & Oil  Production  Equipment  Ltd. 

Mar-Quinn  Industries  Ltd. 

Mow-Tech  Ltd. 

Nortech  Surveys  (Canada)  Inc. 

TD  Communications  Ltd. 

Scaffolding 

Steeplejack  Industrial  Group  Inc. 

Scientific  Apparatus  & Instruments 

Enviropac  Tracer  Services 
Jiro  Oilfield  Supply  Ltd. 

Petrocraft  Products  Ltd. 

Scouting 

Ireland’s  Field  Scouting  Services  (1981)  Ltd. 

Scrapers-Downhole 

Canadian  Toolmaster  Ltd. 

Cardium  Tool  Services  Inc. 

Dominion  Oilfields  Supply 
F.A.C.T.S.  Oil  Tools  Ltd. 

Northwell  Rentals  Ltd. 

Pringle’s  Power  Swivel  Service  Ltd. 

Stream-Flo  Industries  Ltd. 

Screens-Well 

E.A.  Kutryk  Equipment  Ltd. 

Rice  Engineering  & Operating  Ltd. 

Site  Oil  Tools  Inc. 

Variperm  (Canada)  Limited 

Scrubbers 

Cis-Can  Industries  Ltd. 

Complete  Package  Technology  Ltd. 

Danvic  Associates  Ltd. 

Mar-Quinn  Industries  Ltd. 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Tech-Source  Projects  Limited 

Seals-Mechanical 

Alberta  Gasket  & Supply  Ltd. 

EAGLE  Pump  & Compressor  Ltd. 

Grenco  Industries  Ltd. 

L.  Klaus  Enterprises  Ltd. 

Seals-Mechanical  Dry  Gas 

Alberta  Gasket  & Supply  Ltd. 

Seals-O-Ring 

Alberta  Gasket  & Supply  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

Hi-Tech  Seals  Inc. 

Wren  Sales  (92)  Ltd. 

Seals-Oil 

Alberta  Gasket  & Supply  Ltd. 

Canadian  Swabmaster  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

Commercial  Bearing  Service  (1966)  Ltd. 

Hi-Tech  Seals  Inc. 

Imperial  Rubber  Co.  Ltd. 

Ironhorse  Pumpjack  Services  Ltd. 

Security  Service 

Electronic  Countermeasures  Inc. 

Prowest  Safety  and  Environmental  Services  Ltd. 

United  Protection  Services  Inc. 

Security  Systems 

Co-Design  Information  Systems  Ltd. 

Cypress  Security  Products  Ltd. 


112 


mSEditio 


Products  & Services 


lectronic  Countermeasures  Inc. 

STec  Systems  Corp. 
herrex  Systems  Ltd. 

ieismic  Data  Processors 

yad  Data  Services  (Canada)  Limited 
eo-X  Systems  Ltd. 
itegra  Geoservices  Inc. 

ieismic  Equipment 

ce  Explosives  ETI  Ltd. 

ieismic  Interpretation  Systems 

eophysical  Micro  Computer  Applications  (International)  Ltd. 
ampson-Russell  Software  Services  Ltd. 
tegra  Geoservices  Inc. 
eismic  Image  Software  Ltd. 

ieismic  Modelling  Systems 

eophysical  Micro  Computer  Applications  (International)  Ltd. 
ampson-Russell  Software  Services  Ltd. 
itegra  Geoservices  Inc. 
eismic  Image  Software  Ltd. 

.eismic  Permitting 

hallenger  Surveys  & Services  Ltd. 

[jmplete  Land  Services  Ltd. 

ten’s  Exploration  Sen/ices  (1983)  Ltd. 

ensors 

rntly  Nevada  Canada  Ltd. 
ycor  Industrial  Research  Ltd. 
ough  Electric 

•owest  Safety  and  Environmental  Services  Lid. 
pchnical  Enterprise 

leparators-Production 

co  Gas  & Oil  Production  Equipment  Ltd. 

'go  Sales  Ltd. 
anadian  Hydrex  Limited 
bmplete  Package  Technology  Ltd. 

's.M.C.  Oilfield  Sales  & Rentals 
bldeye  Sales  & Services  Ltd. 

Miri  Technology  Canada  Ltd. 
yternational  Oilfield  Equipment  Brokers  Ltd. 
iIt  Constructors 
BiC.  Kinzer  & Assoc.  Ltd. 

Iploney  Steel  Ltd. 
jlkr-Quinn  Industries  Ltd. 

Ilatco  Canada  Ltd. 
librthland  Production  Testing  Ltd. 
jlprward  Energy  Services  Corp. 
jijsco  Manufacturing  & Supply  Ltd. 
psco  92  Industries  Ltd 
ains  Fabrication  and  Supply 
trta-Test  Inc. 
iority  Projects  Ltd. 
jopak  Systems  Ltd. 
alta  Supply  Ltd. 

W.l.  Oilfield  Service  Ltd. 

^lect  Oilfield  Services  Ltd. 
poky  Oilfield  Rentals 
i)lid  Resources  Ltd. 

,‘Ch-Source  Projects  Limited 
ilba  Oilfield  Rentals  Ltd. 

)p  Oilfield  Rentals  Ltd. 
ellsite  Industrial  (1985)  Ltd. 
esco  Testing  And  Eng.  Inc. 

ervice  & Supply 

ichor  Master  Oilfield  Services  (1987)  Ltd. 
iron  Oilfield  Supply  Ltd. 
llgary  Geo-Filing  Services  Ltd. 

^nadian  Flydrex  Limited 
inamara  - United  Supply  Ltd. 
sntral  Alberta  Production  Testing  Ltd. 
jntral  Diesel  and  Transmissions  Ltd. 
jiriscor  Industries  (1994)  Inc, 
dco  industrial  Supplies  Ltd. 

^le  international  Inc. 

3 Stratabit  (Canada)  Ltd. 
pinion  Oilfields  Supply 


Drilling  Records 

Edmonton  Valve  & Fitting  Limited 
Electronic  Countermeasures  Inc. 

ESP  Testing  Ltd. 

Fimrite  Oilfield  Services  Ltd. 

Franklin  Supply  Company  Ltd. 

Guiberson  AVA  Division,  Dresser  Canada  Inc, 

Flydrotestors  Canada  Limited 
inflatatest  Design  Group  Ltd. 
international  Oilfield  Equipment  Brokers  Ltd. 

Kestrel  Data  Ltd. 

Lee  instruments  (1993)  Inc. 

AG  Lennox  & Associates 
McGinnis  Rathole  Drilling  Co.  Ltd. 

Mi  Casa  Rentals  Inc. 

M-l  Drilling  Fluids  Canada,  Inc. 

Mudco  Services  Ltd. 

National-Oilwell  Canada  Ltd. 

Nickie  Map  Service  Ltd. 

Nusco  Manufacturing  & Supply  Ltd, 

Pact  Production  Services  Ltd. 

The  Panila  Group  of  Companies 

Petro  Weil  Servicing 

R,  Pollitt  Oilfield  Construction  Ltd. 

Power  Ignition  Controls  Ltd. 

Provincial  Audiometric  Health  Services  Inc. 

Rialfa  Supply  Ltd. 

Ridgegate  Petroleum  Services  Ltd. 

Sanjel  Cem, enters  Ltd. 

Sauter’s  Gas  Measurement  Sen/ices  Ltd. 

Select  Oilfield  Services  Ltd. 

Shearer  Supply  Ltd. 

Summit  Oilfield  Specially  Ltd. 

TriAlta  Oilfield  Industries  Ltd. 

The  Truck  Outfitters 
Trysol  Canada  Ltd. 

Tubetest  Service  & Supply  (1978)  Ltd, 

Tucker  Wireline  Services  Canada  Inc. 

Westhaven  Chemicals  Ltd. 

Zee  Medical  Canada  Inc. 

Service  Rigs 

Anchor  Master  Oilfield  Services  (1987)  Lid. 

Brockham  Oiiwetl  Seiv'icing  (1986)  Ltd. 

B.W.  Rig  Repair  & Supply 
C & G Oilfield  Services  Ltd. 

Clean  Fluids  Systems  Inc. 

Diamond  Service  Rigs  (Brooks)  Ltd. 

Dreco  Drilling  Machinery 
Flint  Canada  Inc. 

Grizzly  Ledcor  Well  Servicing  Limited 
Grizzly  Well  Servicing  (Grand  Centre)  Ltd. 

Kin  Rig  Manufacturing 
Millard  Oilfield  Services  (91)  Ltd. 

Online  Rig  & Equipment 
Petro  Well  Servicing 
Poncho  ¥fell  Servicing  Ltd. 

Rockwell  Sereicing  Inc. 

Safeway  Weil  Services  Ltd. 

Shaffer 

Stingray  Service  Rigs 
Taro  Industries  Limited 
Wardin  Well  Servicing  (1975)  Ltd. 

Widney  Wei!  Servicing 

Shale  Shakers 

Cando  Oilfield  Supplies  & Rentals  Ltd. 

Coyote  Oilfield  Rentals  (Alta)  Ltd. 

Drilling  Fluids  Treatment  Systems  Inc.  (DFTS) 

E.A.  Kutryk  Equipment  Ltd. 

Wadeco  Oilfield  Services  Ltd. 

Shallow  Gas  Weils  - Drilling 

Hi-Rate  Drilling  1 985  Ltd. 

Sheiters-Protective 

Ketek  Industries  Ltd. 

Travco  Industrial  Housing  Ltd. 

Warner  Shelter  Systems  Limited 

Shock  Absorbers 

Cougar  Tool  Inc. 

DB  Stratabit  (Canada)  Ltd. 

Lynx  Tool  Company  Division  of  Lynx  Energy  Services  Corp. 


Richfield  Equipment  Ltd. 

Standen’s  Limited 

Sign  Manufacturers 

Alberta  Traffic  Supply  Ltd, 

Executive  Advertising 
Hi  Signs  Mfg.  Ltd, 

1-Dent  Decals  Ltd, 

Jiro  Oilfield  Supply  Ltd. 

Riley’s  Reproduction  & Printing  Ltd. 

Sinker  Bars 

Alberta  Oil  Tool,  A Dover  Resources  Company 
Penta  Completions  Supply  & Services  Ltd. 

Site  Planning 

Adart  Engineering  Services  Ltd. 

Delta  Catalytic  Engineering  and  Construction  Ltd. 

Precision  Contractors  Ltd. 

Snubbing  Units 

Highiand/Corod  Inc. 

VC  Controlled  Pressure  Services  Ltd. 

Soft  Digging 

Green  Valiey  Daylighting  Limited 

Software-Petroieum 

Alberta  Pipeline  Technologies 
Alpine  Testers  (1987)  Ltd. 

BMP  Energy  Systems  Ltd. 

Canex  Expioraiion  Services  Ltd. 

CD  PubCo  Inc. 

Clarke,  Hammett  & Associates  Ltd. 

Co-Design  information  Systems  Ltd. 

Dataworks  Inc. 

Digi-Ruie  Inc. 

ENSYTE  Energy  Software  Int’l  Ltd. 

The  Fluid  Life  Corporation 

Geophysical  Micro  Computer  Applications  (International)  Ltd. 
Hampson-Russeli  Software  Services  Ltd. 

Kestrel  Data  Ltd. 

MJ  Systems 

Munro  Garrett  International 
OCOM  Systems  Ltd. 

Riley’s  Datashare  Internationa!  Ltd. 

DB  Robinson  Research  Ltd. 

Scroll 

Seismic  Image  Software  Ltd. 

Stacs  Record  Centre 

Vision  Gas  Measurement  Services  Ltd. 

Solar  Power  Systems 

B&WTechnoiogiesLtd. 

Mactronic  Ltd. 

Ncr’wester  Energy  Systems  Ltd. 

Prowest  Safety  and  Environmental  Services  Ltd. 

Simark  Controls  Ltd. 

Solenoid  Valves 

AGS  Valve  & Fitting  Ltd, 

Cantech  Controls 
EC&M  Electric  Ltd. 

Shearer  Supply  Ltd. 

Solvents 

Canadian  Chemical  Reclaiming  Lid. 

Champion  Technologies  Limited 
Stanchem.  Inc. 

Sorbent 

Canamara  - United  Supply  Ltd. 

Envirotech  Nisku  Inc. 

Mr.  Glove  & Safety  Ltd. 

Sound  Control  Equipment 

Terra  Nova  Industries  Ltd 

Sound  Level  Measurement  & Control 

HFP  Acoustical  Consultants  Ltd. 

Provincial  Audiometric  Health  Services  Inc. 

Prowesi  Safety  and  Environmental  Services  Ltd. 
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Ramtech  Enterprises  Ltd. 

SNC-LAVALIN  Inc. 

Sound  Proofing 

Amity  Insulation  Systems  Ltd. 

Canada  Metal  Company  Limited 
HFP  Acoustical  Consultants  Ltd. 

Speed  Reducers 

Danco  Equipment  Inc. 

Dryden  Agencies  Ltd. 

Stabilizers-Drilling 

Cougar  Tool  Inc. 

DB  Stratabit  (Canada)  Ltd. 

Dependable  Oilfield  Rentals  Ltd. 

Ducharme  Oilfield  Rentals  Ltd. 

Guided  Horizontal  Drilling  Canada  Inc. 

Lynx  Tool  Company  Division  of  Lynx  Energy  Services  Corp. 
Smith  International  Canada,  Ltd. 

Sperry-Sun  Drilling  Services  of  Canada 
Whipstock  Systems  Inc. 

Zeeland  Horizontal  Ltd. 

Stainless  Steel  Products 

Alloy  Welders  Ltd. 

Childers  Products  Co.  Ltd. 

Edmonton  Tube  Sales  Ltd. 

Process-Vessel  Services  Inc. 

Propak  Systems  Ltd. 

Universal  Industries  Ltd. 

Variperm  (Canada)  Limited 

Steam  Cleaning-Industrial 

Aron  Services  Ltd. 

Ceda-Reactor  Ltd. 

C & L Oilfield  Services 
Clean  Fluids  Systems  Inc. 

Fimrite  Oilfield  Services  Ltd. 

Hazmat  Transportation  Services  Ltd. 

Lorchem  Industries  Limited 
Tartan  Transport  & Construction  Ltd. 

Telba  Oilfield  Rentals  Ltd. 

Steam  Traps 

AGS  Valve  & Fitting  Ltd. 

Barber  Engineering  and  Controls  Ltd. 

Steam-Heating  Equipment  & Systems 

FW  Fired  Heaters  Ltd. 

Liberty  Boilers  & Mechanical  Services  Inc. 

Steel  Distributors  & Warehouses 

C.W.  Carry  Ltd. 

Christianson  Pipe  Ltd. 

Comco  Pipe  and  Supply  Co. 

Edmonton  Tube  Sales  Ltd. 

M&DPipe  Sales  (1980)  Ltd. 

Tru-Weld  Grating  Ltd. 

Steel  Erectors 

Camdon  Construction  Ltd. 

C.W.  Carry  Ltd. 

G.L.M.  Tanks  and  Equipment  Ltd. 

Makloc  Buildings  Inc. 

Ouality  Fabricating  & Supply  Limited 
Wemas  Metal  Products 

Steel  Fabricators 

Alloy  Welders  Ltd. 

All-Track  Service  (1984)  Ltd. 

Aron  Services  Ltd. 

C.W.  Carry  Ltd. 

Christianson  Pipe  Ltd. 

Complete  Package  Technology  Ltd. 

Dann’s  Welding 

General  Body  & Equipment  Ltd. 

G.L.M.  Tanks  and  Equipment  Ltd. 

Goldec  International  Equipment  Inc. 

IVF  International  Vessel  Fabrication  Inc. 

Laden  Industrial  Equipment  Inc. 

Makloc  Buildings  Inc. 


Maloney  Steel  Ltd. 

Natco  Canada  Ltd. 

O.H.M.  Steel  Ltd. 

The  Panila  Group  of  Companies 
Park  Lake  Welding  & Manufacturing 
Plains  Fabrication  and  Supply 
Porta-Test  Inc. 

Propak  Systems  Ltd. 

Quality  Fabricating  & Supply  Limited 
Sure  Weld  Industries  Ltd. 

Taro  Industries  Limited 
Terra  Nova  Industries  Ltd 
Tru-Weld  Grating  Ltd. 

Universal  Industries  Ltd. 

Waiward  Steel  Fabricators  Ltd. 
Wemas  Metal  Products 
Zantec  Inc. 

Steel  Products 

Boundary  Equipment  Co.  Ltd. 

C.W.  Carry  Ltd. 

Christianson  Pipe  Ltd. 

Comco  Pipe  and  Supply  Co. 

Dann's  Welding 
Edmonton  Tube  Sales  Ltd. 

M & D Pipe  Sales  (1980)  Ltd. 
Wemas  Metal  Products 

Storage-Liquid  & Bulk 

Enviro-Tec  Inc. 

LPG  Resources  Inc 
Marclin-Westeel 


Sucker  Rods-New  & Used 

Alberta  Oil  Tool,  A Dover  Resources  Company 
Dominion  Oilfields  Supply 
Highland/Corod  Inc. 

Maverick  Supply  Ltd. 

Northwest  Pipe  & Supply  Co.  Ltd. 

Penta  Completions  Supply  & Services  Ltd. 
Shearer  Supply  Ltd. 

Stream-Flo  Industries  Ltd. 

TRS  Abandonrite  Inc. 

Wheatley  Canada  Ltd. 

Sulphur 

Bovar  - Western  Research 
LPG  Resources  Inc 
Prism  Sulphur  Corporation 
Propak  Systems  Ltd. 

Quantel  Engineering 

Sulphur  Forming 

E.A.  Kutryk  Equipment  Ltd. 

Procor  Sulphur  Services  Inc. 

Quantel  Engineering 

Supervisory  Control  Systems 

Caita  Computer  Systems  Limited 
Gough  Electric 
Mentor  Engineering  Inc. 

The  Pickford  Group  Ltd. 

Sherrex  Systems  Ltd. 

Willowgien  Systems 


Storage-Samples  (Boxed  & Vialed)  Cores 

Kestrel  Data  Ltd. 

Petrocraft  Products  Ltd. 

Stacs  Record  Centre 

Success  Transportation  Systems  Ltd. 

Strainers 

AGS  Valve  & Fitting  Ltd. 

Barber  Engineering  and  Controls  Ltd. 

Dominion  Oilfields  Supply 
Meridian  Specialties  Inc. 

Tega  Oilfield  Supply 

Stress  Analysis 

Alberta  Pipeline  Technologies 
Beta  Machinery  Analysis  Ltd. 

Canspec  Group  Inc. 

Proactive  Technologies  International,  Inc. 

Stress  Relieving 

Cessco  Fabrication  & Engineering  Limited 
Dacro  Industries  Ltd. 

Maloney  Steel  Ltd. 

Standee’s  Limited 

Strobe  Lights 

Alberta  Traffic  Supply  Ltd. 

Industrial  Case  & Light 

Submersible  Cable  Services 

Reda  Pump  Limited 

Subs 

Argus  Machine  Co.  Ltd. 

Circle  T Service  & Rental  Ltd. 

Cougar  Tool  Inc. 

Coyote  Oilfield  Rentals  (Alta)  Ltd. 

Enterra  Canada  Limited 

Lynx  Tool  Company  Division  of  Lynx  Energy  Services  Corp. 
Mimco  Enterprises  Ltd. 

Pringle’s  Power  Swivel  Service  Ltd. 

Sperry-Sun  Drilling  Services  of  Canada 

Substructures 

Adart  Engineering  Services  Ltd. 

Dreco  Drilling  Machinery 
Quality  Fabricating  & Supply  Limited 
Taro  Industries  Limited 


Supply  Houses 

Can-Con  Gas  Services  Ltd. 

Columbia  Oilfield  Supply  Ltd. 

Dominion  Oilfields  Supply 
Franklin  Supply  Company  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Maverick  Supply  Ltd. 

Shaffer 

Surplus  Merchandise 

S.D.M.  Rentals  Ltd. 

Wirtanen  Electric  Ltd. 

Surveillance  Systems 

Western  Cinevision  Corp. 

Surveying 

All  West  Surveys  Ltd. 

Baker  Hughes  INTEQ 
Canex  Exploration  Services  Ltd. 
Challenger  Surveys  & Services  Ltd. 
Cameron  Christianson,  A.L.S. 

Focus  Surveys  Ltd. 

Maltais  Associates  Surveyors  Ltd. 

Midwest  Surveys  Inc. 

Nortech  Surveys  (Canada)  Inc. 

Raymac  Surveys  Ltd. 

Snell  and  Oslund  Surveys  (1979)  Ltd. 
Universal  Surveys  Inc. 

Usher  Canada  Limited 

Swabbing 

Addison  & Leyen  Ltd. 

A&LPro Well  Inc. 

Bonnett’s  Wireline  Services  Ltd. 

Brest  Well  Servicing 
Camwood  Wireline  Service  Ltd. 

C & G Oilfield  Services  Ltd. 

Duke  Well  Servicing  Ltd. 

Grizzly  Ledcor  Well  Servicing  Limited 
Grizzly  Well  Servicing  (Grand  Centre)  Ltd. 
Imperial  Rubber  Co.  Ltd. 

Poncho  Well  Servicing  Ltd. 

Safeway  Weil  Services  Ltd. 

Stingray  Service  Rigs 
Telba  Oilfield  Rentals  Ltd. 

Wardin  Well  Servicing  (1975)  Ltd. 

Swing  & Swivel  Joints 

Carreau  Oilfield  Specialties 
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aro  Industries  Limited 
OPCO  Sales 

Iwitches-Electric 

.A.  Electric  Ltd, 

ECOL  Electric  Ltd. 
ackson  Power  & Electric  Ltd. 

Ilwitches-Flow 

amrose  Electric  Controls  Ltd. 
alematic  Controls  Inc. 

iwitches-Pressure 

arber  Engineering  and  Controls  Ltd, 
arber  Industries  Ltd. 
dmrose  Electric  Controls  Ltd. 
ardinal  Industrial  Electronics  (1992)  Ltd. 

.A.  Electric  Ltd, 

C&M  Electric  Ltd. 

T Barton  Instruments 
'ild  Card  Enterprises  Ltd. 

iwivels 

arreau  Oilfield  Specialties 
hriscor  Industries  (1994)  Inc. 
jrcle  T Service  & Rental  Ltd. 
ontinental  Emsco  Company  Limited 
brthwell  Rentals  Ltd. 
kinsman  Mfg.  Ltd. 
ngle's  Power  Swivel  Service  Ltd. 
mmit  Oilfield  Specialty  Ltd, 

jables-Rotary 

'eco  Drilling  Machinery 

|ank  Cleaning 

rad's  Oilfield  Service  Ltd. 
anadian  Crude  Separators  Inc. 
ada-Reactor  Ltd. 
antcom  Construction  Ltd. 

^viro  Desorption  Inc. 
ivironmental  Waste  Management  Ltd. 
mrite  Oilfield  Services  Ltd. 
azmat  Transportation  Services  Ltd. 
rrchem  Industries  Limited 
ambina  Oil  Separators 
alters  Oilfield  Service  Ltd. 
tysol  Canada  Ltd. 

'ank  Erecting 

assco  Fabrication  & Engineering  Limited 
prclin-Westeel 

ank  Gauges 

arber  Engineering  and  Controls  Ltd. 
linook  Industrial  Ltd, 
uis  Controls  Ltd. 
arsa  Fibreglass  Products  Ltd. 

Illiams  Instrument  Company  Inc. 
l-co  (1989)  Ltd. 

^nk  Installation 

antcom  Construction  Ltd. 

|)Ckerbie  and  Flole  Company  Limited 

ank  Insulation 

nity  Insulation  Systems  Ltd. 
lilders  Products  Co.  Ltd. 

■ossroads  C & I Distributors  Inc. 

iller  Austin  Insulation  Inc. 

ans  Peace  Construction  (1987)  Ltd. 

ank  Lining  & Coating 

on  Services  Ltd, 

?astal  Northern  Operations  Ltd, 

;L.M.  Tanks  and  Equipment  Ltd. 
aathmar  Industries  Ltd. 

^rclin-Westeel 

asterKote  A Division  of  Milcorp  Industries  Limited 
astron  Spray  Inc. 
jmtech  Enterprises  Ltd. 

'aygard  Coating  Systems  Ltd. 


Tank  Moving 

Cyntech  Resource  Services  Ltd. 

K-Lynn  Trucking  Ltd. 

Pe  Ben  Industries  Company  Ltd. 

Universal  Industries  Ltd. 

Tank  Painters 

Aron  Services  Ltd. 

Goldec  International  Equipment  Inc. 

MasterKote  A Division  of  Milcorp  Industries  Limited 
Waygard  Coating  Systems  Ltd. 

Tank  Repairing 

Canadian  Welding  & Manufacturing  Ltd. 

Cessco  Fabrication  & Engineering  Limited 
Cyntech  Resource  Services  Ltd. 

Rocky  Davis  Jacking  Services 
G.L.M.  Tanks  and  Equipment  Ltd. 

Goldec  International  Equipment  Inc. 

Liberty  Boilers  & Mechanical  Services  Inc. 

Marclin-Westeel 
Vitri  Plastics  Inc. 

Tank  Testing 

Centcom  Construction  Ltd. 

G.L.M.  Tanks  and  Equipment  Ltd. 

International  Radiography  & Inspection  Services  (1976)  Ltd. 
Rivest  Testing  Inc. 

Tanks-Concrete 

Enviro-Tec  Inc. 

Tanks-Fiberglass 

Argo  Sales  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Versa  Fibreglass  Products  Ltd. 

Vitri  Plastics  inc. 

Tanks-Manufacturing 

Alloy  Welders  Ltd. 

Canadian  Flydrex  Limited 
Enviro-Tec  Inc. 

G.L.M.  Tanks  and  Equipment  Ltd. 

Goldec  International  Equipment  Inc. 

Laden  Industrial  Equipment  Inc. 

Marclin-Westeel 
Mountain  Rig  & Equipment 
Park  Lake  Welding  & Manufacturing 
Plains  Fabrication  and  Supply 
SOFT  WEIGHTS  MFG.  LTD. 

Universal  Industries  Ltd. 

Versa  Fibreglass  Products  Ltd. 

Wemas  Metal  Products 

Tanks-Metal 

Argo  Sales  Ltd. 

Cessco  Fabrication  & Engineering  Limited 
G.L.M.  Tanks  and  Equipment  Ltd. 

Goldec  International  Equipment  Inc. 

Liberty  Boilers  & Mechanical  Services  Inc. 

Northwest  Pipe  & Supply  Co.  Ltd. 

Nusco  Manufacturing  & Supply  Ltd, 

Richfield  Equipment  Ltd, 

Wemas  Metal  Products 

Tanks-Plastic 

International  Piping  Inc. 

Vitri  Plastics  Inc. 

Tanks-Pressure 

Brittania  Compressor  Sales  Ltd 
Central  Alberta  Production  Testing  Ltd. 

G.L.M.  Tanks  and  Equipment  Ltd. 

IVF  International  Vessel  Fabrication  Inc. 

Liberty  Boilers  & Mechanical  Services  Inc. 

LPG  Resources  Inc 
Norward  Energy  Services  Corp. 

Tanks-Rental 

Argo  Sales  Ltd. 

Big  D Rental  & Sales  (1981)  Ltd, 

Brad’s  Oilfield  Service  Ltd. 


Canadian  Hydrex  Limited 
Dean’s  Oilfield  Services  Ltd, 

Dependable  Oilfield  Rentals  Ltd, 

K-Lynn  Trucking  Ltd. 

Lykal  Sales  & Oilfield  Rentals  Ltd. 

Priority  Projects  Ltd, 

Reef  Mud,  Division  of  Fleming  Oilfield  Services  Ltd. 

Richfield  Equipment  Ltd. 

R.W.I.  Oilfield  Service  Ltd. 

Select  Oilfield  Services  Ltd. 

Smoky  Oilfield  Rentals 
Telba  Oilfield  Rentals  Ltd. 

Top  Oilfield  Rentals  Ltd. 

Universal  Industries  Ltd, 

Wellsite  Industrial  (1985)  Ltd. 

Tanks-Used 

Canadian  Hydrex  Limited 
LPG  Resources  Inc 
Top  Oilfield  Rentals  Ltd. 

TRS  Abandonrite  Inc. 

Versa  Fibreglass  Products  Ltd, 

Tapes 

Alberta  Gasket  & Supply  Ltd. 

Can-Con  Gas  Services  Ltd. 

Cando  Oilfield  Supplies  & Rentals  Ltd. 

Digitech  Information  Services  Ltd. 

Jet-Lube  of  Canada  Ltd. 

Proiine  Pipe  Equipment  Inc. 

Stacs  Record  Centre 
Western  Cinevision  Corp. 

Tarpaulins 

Country  Flags 

Technical  Training  Systems 

Beta  Monitors  & Controls  Ltd. 

DB  Stratabit  (Canada)  Ltd. 

The  Fluid  Life  Corporation 
Southern  Alberta  Institute  of  Technology 
United  Resource  Safety  Ltd. 

Telecommunications  Equipment 

AGT  Mobility  Inc. 

Arctic  Exploration  Services  Limited 
Calgary  Controls  Ltd. 

D.M.C.  Data  Communications  Ltd. 

Global  Thermoelectric  Inc, 

Image  Engineering  Ltd. 

Image  Inspection  Services  Ltd. 

MCK  Telecommunications  Inc. 

Telemetering  Systems  & Equipment 

AGT  Mobility  Inc. 

Calta  Computer  Systems  Limited 
Mentor  Engineering  inc. 

Willowgien  Systems 

Telemetry  Equipment  & Supplies 

Alpine  Telemetry  Services  Ltd. 

Alpine  Testers  (1987)  Ltd. 

The  Pickford  Group  Ltd. 

TD  Communications  Ltd. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

Willowgien  Systems 
Zirco(1989)  Ltd, 

Telemetry-Mud  Pulse  Systems 

Anadrill  of  Canada 
BecField  Drilling  Services  Ltd. 

Guided  Horizontal  Drilling  Canada  Inc. 

Halliburton  Drilling  Systems 
Sperry-Sun  Driliing  Services  of  Canada 
Whipstock  Systems  Inc. 

Zeeland  Horizontal  Ltd. 

Television  Systems  & Equipment-Closed 
Circuit 

Image  Engineering  Ltd. 

Image  Inspection  Services  Ltd. 

Thuro  Services  (Western)  Ltd. 

Western  Cinevision  Corp. 
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Temperature  Control  Equipment 

Cantech  Systems  Ltd. 

ITT  Barton  Instruments 
Muis  Controls  Ltd. 

Rosemount  Instruments  Ltd. 

Wheatley  Canada  Ltd, 

Temperature  Monitoring  Systems 

Alltra  Engineering  Services  Ltd. 

Bently  Nevada  Canada  Ltd, 

Campbell  Scientific  Canada  Corp. 

Cantech  Systems  Ltd. 

Dycor  Industrial  Research  Ltd. 

ITT  Barton  Instruments 
MCK  Telecommunications  Inc. 

Power  Ignition  Controls  Ltd. 

Testing  Apparatus 

Alpine  Testers  (1987)  Ltd. 

DB  Robinson  Design  & Manufacturing  Ltd. 

DB  Robinson  Research  Ltd. 

Technical  Enterprise 

Testing-Nondestructive 

Alpine  Testers  (1987)  Ltd. 

Canspec  Group  Inc. 

Caproco  (1987)  Limited 
Geo-Ray  Oilfield  Inspections  Ltd. 

Guardian  Oilfield  Services 

International  Radiography  & Inspection  Services  (1976)  Ltd. 
Rivest  Testing  Inc. 

Western  Drill  Collar  Insp,  Ltd. 

Western  Instruments,  Inc. 

Western  NDT  Sales 
Xetec  Ltd. 

Thermocouples 

Lee  Instruments  (1993)  Inc. 

Power  Ignition  Controls  Ltd. 

Thermometers 

Wika  Instruments  Canada  Ltd, 

Zimco  Gauge  & Valves  Ltd. 

Thermostats 

Ruffneck  Heaters 

Wainwright  Auto  Supply  (1988)  Ltd. 

Westway  Electrical  Supplies  & Services  Ltd. 

Thread  Compound 

Control  Chemical  Corp. 

Dominion  Oilfields  Supply 
Hunting  Interlock  Limited 
Jet-Lube  of  Canada  Ltd. 

Southwest  Oilfield  Products  (Alberta)  Ltd, 

Taro  Industries  Limited 
Thread  Tech 
Top-Co  Industries  Ltd. 

TOPCO  Sales 

Thread  Protectors 

Adrico  Machine  Works  Ltd. 

Cougar  Tool  Inc, 

Farr  Canada  Ltd. 

Hi-Tech  Seals  Inc, 

Inspira  Engineering  Inc. 

Premium  Pipe  Services  Ltd. 

Taro  Industries  Limited 
TOPCO  Sales 
Wren  Sales  (92)  Ltd. 

Threading 

Adrico  Machine  Works  Ltd. 

Argus  Machine  Co,  Ltd. 

Chase  Manufacturing  Inc. 

Chriscor  Industries  (1994)  Inc. 

Geo-Ray  Oilfield  Inspections  Ltd. 

Grenco  Industries  Ltd. 

Guardian  Oilfield  Services 
Hunting  Interlock  Limited 

Lynx  Tool  Company  Division  of  Lynx  Energy  Services  Corp, 
Mimco  Enterprises  Ltd. 

Thread  Tech 


Tongs-Casing  & Tubing 

Farr  Canada  Ltd. 

Premium  Pipe  Services  Ltd. 

Shamrock  Oilfield  Specialties  Ltd. 

Summit  Oilfield  Specialty  Ltd. 

Tongco  Sales  & Services  Ltd. 

Tool  Joints 

Walters  Oil  Tool  Machine  Ltd. 

Tools 

Big  D Rental  & Sales  (1981)  Ltd. 

Cardinal  Industrial  Electronics  (1992)  Ltd. 
Century  Sales  & Service  Limited 
Cidco  Industrial  Supplies  Ltd. 

Ducharme  Oilfield  Rentals  Ltd. 

Hydra-Tech  International  Corporation 
Inflatatest  Design  Group  Ltd. 

Trican  Oilwell  Service  Co.  Ltd. 

Top  Drive  Drilling  Systems 

Canrig  Drilling  Technology  Ltd. 

Dreco  Drilling  Machinery 
Tesco  Corporation 

Torque-Turn  Services 

Farr  Canada  Ltd. 

Premium  Pipe  Services  Ltd. 

Rig  Service  Equipment  Ltd. 

Tracers-Reservoir 

Enviropac  Tracer  Services 

Tracked  Vehicles 

All-Track  Service  (1984)  Ltd. 

Anchor  Bandits 
Bombardier  Inc. 

Foremost  Industries  Inc. 

Mark  Fyhn  Enterprises  Ltd. 

Track  Industries  Ltd. 

Trinity  Oilfield  Construction  (1990)  Ltd. 

Wren  Sales  (92)  Ltd. 

Trade  Shows 

Calgary  Environmental  Tradeshow  & Conference 
Calgary  Oil  & Gas  Tradeshow  - Inter-Can  ‘95 
Canadian  Exhibition  Management  Inc. 

Executive  Advertising 

Fort  McMurray  Oil  Sands  Tradeshow 

Lynch  Customs  Brokers  & Freight  Forwarders 

National  Petroleum  Show 

SOFT  WEIGHTS  MFG.  LTD. 

Toronto  Environmental  Tradeshow  & Conference 

Trading  Agents 

The  Panila  Group  of  Companies 

Trailer-Manufacturing 

Alloy  Welders  Ltd. 

Alta-Fab  Structures  Ltd. 

Canadian  Welding  & Manufacturing  Ltd. 

Caytec  Equipment  Ltd. 

C & V Portable  Accommodations  Ltd. 

Diamond  Resource  Services  Ltd. 

Foremost  Industries  Inc. 

Intercontinental  Truck  Body 
Terra  Nova  Industries  Ltd 

Traiiers-Equipment  & Service 

Alta-Fab  Structures  Ltd. 

Camex  Equipment  Sales  and  Rentals  Inc. 

Mi  Casa  Rentals  Inc. 

Standee’s  Limited 
Travco  Industrial  Housing  Ltd. 

Trailers-Truck 

Calmont  Leasing  Ltd. 

Camex  Equipment  Sales  and  Rentals  Inc. 
Intercontinental  Truck  Body 
Leaseway  Corporation  Ltd. 

Mark  Fyhn  Enterprises  Ltd. 


Training  Consultants 

ABKO  Holdings  (1977)  Ltd. 

Audryx  Petroleum  Ltd. 

Autodraft  Technical  Centre 
BMP  Energy  Systems  Ltd. 

Canada  Training  Group 
Carrae  Enterprises  Ltd. 

Centre  For  Training  And  Development 
Dore  Oilfield  Safety  Ltd. 

Geophysical  Micro  Computer  Applications  (International)  Ltd. 
Intergroup  Safety  Services 
Leduc  Safety  Service  Ltd. 

Nationwide  Safety  Management  And  Consulting 
Procurement  Dynamics  Consulting 
Prowest  Safety  and  Environmental  Services  Ltd. 

Quantel  Engineering 
DB  Robinson  Research  Ltd. 

Safety  Boss  Canada  (1993)  Ltd. 

Southern  Alberta  Institute  of  Technology 
Standard  Safety  & Consulting  Services  (1978)  Ltd. 

United  Resource  Safety  Ltd. 

Transmissions 

Allied  Transmissions  Ltd. 

Central  Diesel  and  Transmissions  Ltd. 

The  Gear  Centre 

Wainwright  Auto  Supply  (1988)  Ltd. 

Waterous  Detroit  Diesel  - Allison  Inc. 

Transmitters 

Dycor  Industrial  Research  Ltd. 

GS  Hitech  Controls  Inc. 

ITT  Barton  instruments 
Rosemount  Instruments  Ltd. 

Telematic  Controls  Inc. 

Wika  Instruments  Canada  Ltd. 

Transportation  Companies 

Anchor  Bandits 

Canadian  Crude  Separators  Inc. 

Environmental  Waste  Management  Ltd. 

Hazmat  Transportation  Services  Ltd. 

Jo-Ann  Trucking  Ltd. 

Lykal  Sales  & Oilfield  Rentals  Ltd. 

Lynch  Customs  Brokers  & Freight  Forwarders 
Pe  Ben  Industries  Company  Ltd. 

Success  Transportation  Systems  Ltd. 

Travel  Services 

Goliger’s  Travel 
JarvisAA/oodside 

Treaters-Production 

Argo  Sales  Ltd. 

Canadian  Hydrex  Limited 
Cord  Projects  Ltd. 

C. S.M.C.  Oilfield  Sales  & Rentals 
Goldeye  Sales  & Services  Ltd. 

HTI  Technology  Canada  Ltd. 

International  Oilfield  Equipment  Brokers  Ltd. 

I.P.  Constructors 

R.C.  Kinzer  & Assoc.  Ltd. 

Maloney  Steel  Ltd. 

Martech  Dehydration  Systems  Inc. 

Natco  Canada  Ltd. 

Northwest  Pipe  & Supply  Co.  Ltd. 

Plains  Fabrication  and  Supply 
Priority  Projects  Ltd. 

Rialta  Supply  Ltd. 

Select  Oilfield  Services  Ltd. 

Smoky  Oilfield  Rentals 

Trenching 

Alberta  1st  Call 
Alberta  Traffic  Supply  Ltd. 

D. A.  Electric  Ltd. 

Forest  Lease  Inc. 

Green  Valley  Daylighting  Limited 
Tartan  Transport  & Construction  Ltd. 

Warner  Shelter  Systems  Limited 
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ruck  Parts 

algary  WHITEGMC 
lerglo  Diesel  Heaters  Ltd. 
tie  Gear  Centre 
'anden's  Limited 

ainwright  Auto  Supply  (1 988)  Ltd. 

ruck  Renting  & Leasing 

almont  Leasing  Ltd. 

ilmont  White  GMC  Trucks 

amex  Equipment  Sales  and  Rentals  Inc. 

ruck  Tool  Boxes 

jytec  Equipment  Ltd. 
dco  Industrial  Supplies  Ltd. 
eneral  Body  & Equipment  Ltd. 
lornhill  Ranching  Products  Ltd. 
le  Truck  Outfitters 

rucks-Sales  & Service 

ilgary  WHITEGMC 

ilmont  White  GMC  Trucks 

imex  Equipment  Sales  and  Rentals  Inc. 

ube  Cleaning  & Expanding  Equipment 

y Fired  Heaters  Ltd. 

Jependent  Machinery  Limited 
Ic.  McCaffrey  & Associates  Ltd. 

jbe  Fittings 

jS  Valve  & Fitting  Ltd. 
imonton  Valve  & Fitting  Limited 
!ande  Prairie  Valve  & Fitting  Ltd. 
mco  Gauge  & Valves  Ltd. 

pbe-Coils-Stainless  Steel 

pS  Valve  & Fitting  Ltd. 

Imonton  Tube  Sales  Ltd. 

ube-Nickel  Alloy 

Imonton  Tube  Sales  Ltd. 

ybing  Injectors 

tbound  Rig  International  Ltd. 
dmont  Equipment  Inc. 

pbing  Inspection 

to-Ray  Oilfield  Inspections  Ltd. 
iardian  Oilfield  Services 
bmium  Pipe  Services  Ltd. 
jaw  Pipe  Protection 
Iperior  Inspection  Services 
“Stern  NDT  Sales 

ubing  Threading 

gus  Machine  Co.  Ltd. 
lase  Manufacturing  Inc. 
lardian  Oilfield  Services 
jnting  Interlock  Limited 
jdril  Canadian  Co.  Ltd. 

nx  Tool  Company  Division  of  Lynx  Energy  Services  Corp, 
jjdential  Steel  Ltd. 
periorTube  Ltd. 
read  Tech 

boscope  Vetco  Canada  Inc. 

jbing-Fiberglass 

■minion  Oilfields  Supply 
inklin  Supply  Company  Ltd. 

;e  Engineering  & Operating  Ltd. 

iibing-New 

po  Sales  Ltd. 
jntak  Corporation 

Intinental  Emsco  Company  Limited 
iminion  Oilfields  Supply 
imonton  Tube  Sales  Ltd. 
dmet  Tubulars 
jnklin  Supply  Company  Ltd. 
bbal  Steel  Ltd. 

ande  Prairie  Valve  & Fitting  Ltd. 


Hydril  Canadian  Co.  Ltd. 

Marubeni  Tubulars  Canada  Ltd. 
National-Oilwell  Canada  Ltd. 

Nusco  Manufacturing  & Supply  Ltd. 
Polytubes  (1977)  Ltd. 

Prudential  Steel  Ltd. 

Sooner  Pipe  & Supply  (Canada)  Limited 
Summit  Tubulars  Corporation 
Superior  Tube  Ltd. 

Triumph  Tubular  & Supply  Ltd. 

Wellsite  Industrial  (1985)  Ltd. 

Tubing-Used 

Argo  Sales  Ltd. 

Big  D Rental  & Sales  (1981)  Ltd. 

Circle  T Service  & Rental  Ltd. 

Fedmet  Tubulars 

Frank  Henry  Equipment  (1987)  Ltd. 

Global  Steel  Ltd. 

Marubeni  Tubulars  Canada  Ltd. 

M&DPipe  Sales  (1980)  Ltd. 

Northwest  Pipe  & Supply  Co.  Ltd. 

R.W.I.  Oilfield  Service  Ltd. 

Superior  Tube  Ltd. 

Triumph  Tubular  & Supply  Ltd. 

TRS  Abandonrite  Inc. 

Tubular  Pressure  Testing 

Guardian  Oilfield  Services 
Hydrotesters  Canada  Limited 
Tubetest  Service  & Supply  (1978)  Lid. 

Tungsten  Carbide  Products 

R.J.  Burd  Enterprises  Ltd. 

Chinook  Industrial  Ltd. 

Plastron  Spray  Inc. 

Turbine  Meters 

Daniel  industries  Canada 
D.V.  Meter  Ltd. 

ITT  Barton  Instruments 
Mow-Tech  Ltd. 

Muis  Controls  Ltd. 

Pembina  Controls 
Simark  Controls  Ltd. 

Telematic  Controls  Inc. 

Wheatley  Canada  Ltd. 

Wild  Card  Enterprises  Ltd. 

Turbine  Repairs 

Asko  Machine  Industries  Ltd. 

Coastal  Northern  Operations  Ltd. 

Cooper  Energy  Services 
Cooper,  Rolls  Corp. 

Fieldco  Mfg.  Inc. 

Plastron  Spray  Inc. 

Turbines 

Independent  Recovery  Service  Inc. 

Ramco  Energy  Products  Ltd. 

Turbines-Gas 

Alberta  Governor  Service  Ltd. 

Cooper  Energy  Services 
Cooper,  Roils  Corp. 

Internationa!  Oilfield  Equipment  Brokers  Ltd. 
Nordic  Cogen  Systems  Inc. 

Ultra-Violet  Lights 

Petrocraft  Products  Ltd. 

Western  Instruments,  Inc. 

Western  NDT  Sales 

Ultrasonic  Inspection 

Canada  Inspection  Associates 
Canspec  Group  Inc. 

Geo-Ray  Oilfield  Inspections  Ltd. 

Guardian  Oilfield  Services 
Rivest  Testing  inc. 

Shaw  Pipe  Protection 
Tuboscope  Vetco  Canada  Inc. 

Western  Instruments,  Inc. 


Western  NDT  Sales 
Xetec  Ltd. 

Uninterruptible  Power  Supplies 

Alltra  Engineering  Services  Ltd. 

Express  Micro  Store 
Telematic  Controls  Inc, 

Wirtanen  Electric  Ltd. 

Unions 

Carreau  Oilfield  Specialties 
Comco  Pipe  and  Supply  Co. 

Dominion  Oilfields  Supply 

Guiberson  AVA  Division,  Dresser  Canada  Inc. 

TOPCO  Sales 

Unit  Heaters 

Energlo  Diesel  Heaters  Ltd. 

Ruffneck  Heaters 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Utilidors 

Terra  Nova  Industries  Ltd 

Trans  Peace  Construction  (1987)  Ltd. 

Vacuum  Equipment  & Systems 

Chinook  industrial  Ltd. 

Lotus  Equipment  Sales  Ltd. 

Park  Lake  Welding  & Manufacturing 
Redmont  Equipment  Inc. 

Richfield  Equipment  Ltd. 

Vacuum  Services 

Alberta  Hydro  Trenching  Ltd. 

Canadian  Crude  Separators  Inc. 

Dean’s  Oilfield  Services  Ltd. 

Environmental  Waste  Management  Ltd. 

Fimrite  Oilfield  Services  Ltd. 

Hazmat  Transportation  Sereices  Ltd. 

Hi-Rate  Drilling  1985  Ltd. 

Leeway  Heavy  Oil  Ltd. 

Lorchem  Industries  Limited 
Richfield  Equipment  Ltd. 

Seller’s  Oilfield  Service  Ltd. 

Thuro  Services  (Western)  Ltd. 

Triple  “N”  Trucking 
Wells  Cargo  Oilfield  Services 

Valve  Accessories 

Barber  industries  Ltd. 

Brews  Inc. 

Chinook  Industrial  Ltd. 

Comco  Pipe  and  Supply  Co. 

GH-Bettis  Ltd. 

Gledhiil  Steel  Products  inc. 

GRM  Fluid  Controls 
Newman  Hattersley  Ltd. 

Pembina  Controls 
Seaiweld  Corporation  Ltd. 

Valtek  Controls  Ltd. 

Valve  Actuators 

Associated  Valve  Corporation 
Baker  Oil  Tools  Canada 
Barber  Industries  Ltd. 

Brews  Inc. 

Comco  Pipe  and  Supply  Co. 

Cooper  industries  Canada  Inc,,  Cooper  Oil  Tool  Division 
Edmonton  Valve  & Fitting  Limited 
F M C of  Canada  Ltd.,  Wellhead  Division 
GH-Beitis  Ltd. 

Gledhiil  Steel  Products  Inc. 

Grande  Prairie  Valve  & Fitting  Ltd. 

Guiberson  AVA  Division,  Dresser  Canada  Inc. 

Inland  Valve  Corporation  Ltd, 

Muis  Controls  Ltd. 

Newman  Hattersley  Ltd. 

Orbit  Valve  Canada  Ltd. 

Paragon  Controls  Limited 
The  Pickford  Group  Ltd. 

Rotork  Controls  (Canada)  Ltd. 

TOPCO  Sales 
Valtek  Controls  Ltd. 

Wheatley  Canada  Ltd. 
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Valve  Coatings 

Comco  Pipe  and  Supply  Co. 

The  Laser  Institute 
Newman  Hattersley  Ltd. 

Waygard  Coating  Systems  Ltd. 

Valve  Operators 

Associated  Valve  Corporation 
Barber  Industries  Ltd. 

Comco  Pipe  and  Supply  Co. 

Foothills  Industrial  Products  (1988)  Ltd. 

GH-Bettis  Ltd. 

Inland  Valve  Corporation  Ltd. 

Paragon  Controls  Limited 
Rotork  Controls  (Canada)  Ltd. 

Valtek  Controls  Ltd. 

Valve  Seals 

Hi-Tech  Seals  Inc. 

Sealweld  Corporation  Ltd. 

Valves  & Fittings 

AGS  Valve  & Fitting  Ltd. 

Alberta  Oil  Tool,  A Dover  Resources  Company 

A. P.I.  Valve  Services  Ltd. 

Big  D Rental  & Sales  (1981)  Ltd. 

B. W.  Rig  Repairs  Supply 

Cando  Oilfield  Supplies  & Rentals  Ltd. 

Chinook  Industrial  Ltd. 

Circle  T Service  & Rental  Ltd. 

Columbia  Oilfield  Supply  Ltd. 

Comco  Pipe  and  Supply  Co. 

Continental  Emsco  Company  Limited 
Dominion  Oilfields  Supply 
Edmonton  Valve  & Fitting  Limited 
Franklin  Supply  Company  Ltd. 

Galaxy  Oilfield  Service  Ltd. 

Grande  Prairie  Valve  & Fitting  Ltd. 

GRM  Fluid  Controls 
Maverick  Supply  Ltd. 

Meridian  Specialties  Inc. 

National-Oilwell  Canada  Ltd. 

Newman  Hattersley  Ltd. 

Red-L  Distributors  Ltd. 

Wainwright  Auto  Supply  (1988)  Ltd. 

Western  Valve  Services  (1993)  Inc 
Westiund  Industrial  Supply 
Zimco  Gauge  & Valves  Ltd. 

Valves-Ball 

A. P.I.  Valve  Services  Ltd. 

Associated  Valve  Corporation 

B. l.C.  Marketing  Ltd. 

The  Carter  Marketing  Group,  Inc. 

Comco  Pipe  and  Supply  Co. 

Cooper  Industries  Canada  Inc.,  Cooper  Oil  Tool  Division 
Edmonton  Valve  & Fitting  Limited 
Franklin  Supply  Company  Ltd. 

Galaxy  Oilfield  Service  Ltd. 

GN  Corporations  Inc. 

Grande  Prairie  Valve  & Fitting  Ltd. 

GS  Hitech  Controls  Inc. 

Inland  Valve  Corporation  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Meridian  Specialties  Inc. 

North  American  Valve  Company  Limited 
Nutron  Manufacturing  Ltd. 

Orbit  Valve  Canada  Ltd. 

The  Pickford  Group  Ltd. 

Stream-Flo  Industries  Ltd. 

Telford  Valve  and  Specialties,  Inc. 

Valseal  Ltd. 

Valtek  Controls  Ltd. 

WIka  Instruments  Canada  Ltd. 

Zimco  Gauge  & Valves  Ltd. 

Valves-Butterfly 

Alberta  Oil  Tool,  A Dover  Resources  Company 
A.P.I.  Valve  Services  Ltd. 

Associated  Valve  Corporation 
Cando  Oilfield  Supplies  & Rentals  Ltd. 

Comco  Pipe  and  Supply  Co. 

Cooper  Industries  Canada  Inc.,  Cooper  Oil  Tool  Division 
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Franklin  Supply  Company  Ltd. 

Galaxy  Oilfield  Service  Ltd. 

GS  Hitech  Controls  Inc. 

Inland  Valve  Corporation  Ltd. 

Meridian  Specialties  Inc. 

Newman  Hattersley  Ltd. 

Paragon  Controls  Limited 
Taro  Industries  Limited 
Telford  Valve  and  Specialties,  Inc. 

TOPCO  Sales 
Valseal  Ltd. 

Valtek  Controls  Ltd. 

Weltec  Oilfield  Specialties 

Valves-Check 

A. P.I.  Valve  Services  Ltd. 

Argus  Machine  Co.  Ltd. 

Associated  Valve  Corporation 

B. l.C.  Marketing  Ltd. 

The  Carter  Marketing  Group,  Inc. 

Comco  Pipe  and  Supply  Co. 

Enterra  Canada  Limited 
Franklin  Supply  Company  Ltd. 

GN  Corporations  Inc. 

Grande  Prairie  Valve  & Fitting  Ltd. 

Inland  Valve  Corporation  Ltd. 

Iron  Horse  Compression  Ltd. 

Meridian  Specialties  Inc. 

Newman  Hattersley  Ltd. 

North  American  Valve  Company  Limited 
Petro  Equipment  Sales  Ltd. 

The  Pickford  Group  Ltd. 

Plainsman  Mfg.  Ltd. 

Stream-Flo  Industries  Ltd. 

Tega  Oilfield  Supply 

Telford  Valve  and  Specialties,  Inc. 

Valseal  Ltd. 

Valtek  Controls  Ltd. 

Wheatley  Canada  Ltd. 

Valves-Control 

Associated  Valve  Corporation 
Barber  Industries  Ltd. 

Chinook  Industrial  Ltd. 

Comco  Pipe  and  Supply  Co. 

Franklin  Supply  Company  Ltd. 

GS  Hitech  Controls  Inc. 

Inland  Valve  Corporation  Ltd. 

Master  Flo  Valve  Inc. 

Muis  Controls  Ltd. 

Paragon  Controls  Limited 
Pembina  Controls 
Petro  Equipment  Sales  Ltd. 

The  Pickford  Group  Ltd. 

Ramco  Energy  Products  Ltd. 

Valseal  Ltd. 

Valtek  Controls  Ltd. 

Wheatley  Canada  Ltd. 

Wild  Card  Enterprises  Ltd. 

Wilfley  of  Canada  Ltd. 

Valves-Float 

Comco  Pipe  and  Supply  Co. 

Valves-Gate 

A.P.I.  Valve  Services  Ltd. 

Arinah  Services  Ltd. 

Associated  Valve  Corporation 
Barber  Industries  Ltd. 

Carreau  Oilfield  Specialties 
The  Carter  Marketing  Group,  Inc. 

Comco  Pipe  and  Supply  Co. 

Cooper  Industries  Canada  Inc.,  Cooper  Oil  Tool  Division 

Daniel  Industries  Canada 

Enterra  Canada  Limited 

F M C of  Canada  Ltd.,  Wellhead  Division 

Franklin  Supply  Company  Ltd. 

Galaxy  Oilfield  Service  Ltd. 

Inland  Valve  Corporation  Ltd. 

Meridian  Specialties  Inc. 

Newman  Hattersley  Ltd. 

North  American  Valve  Company  Limited 
Pacitic/Ramsay  Valve  Services  Inc. 

Stream-Flo  Industries  Ltd. 


Summit  Oilfield  Specialty  Ltd. 

Telford  Valve  and  Specialties,  Inc. 

Valseal  Ltd. 

Wheatley  Canada  Ltd. 

Wilfley  of  Canada  Ltd. 

Valves-Globe 

A.P.I.  Valve  Services  Ltd. 

Associated  Valve  Corporation 
Comco  Pipe  and  Supply  Co. 

Franklin  Supply  Company  Ltd. 

Galaxy  Oilfield  Service  Ltd. 

Inland  Valve  Corporation  Ltd. 

Meridian  Specialties  Inc. 

Newman  Hattersley  Ltd. 

North  American  Valve  Company  Limited 
Telford  Valve  and  Specialties,  Inc. 

Valseal  Ltd. 

Valtek  Controls  Ltd. 

Valves-Hydraulic  Control 

Arinah  Services  Ltd. 

Barber  Industries  Ltd. 

Comco  Pipe  and  Supply  Co. 

Enterra  Canada  Limited 
Hydra-Tech  International  Corporation 
HyPower  Systems  Inc. 

Teris  Hydraulics  Ltd. 

Valtek  Controls  Ltd. 

Wheatley  Canada  Ltd. 

Valves-Knife  Gate 

Associated  Valve  Corporation 
Comco  Pipe  and  Supply  Co. 

Franklin  Supply  Company  Ltd. 

Inland  Valve  Corporation  Ltd. 

Paragon  Controls  Limited 

Park  Lake  Welding  & Manufacturing 

Wilfley  of  Canada  Ltd. 

Valves-Needle 

A. P.I.  Valve  Services  Ltd. 

B. l.C.  Marketing  Ltd. 

Cantech  Controls 

Comco  Pipe  and  Supply  Co. 

Edmonton  Valve  & Fitting  Limited 
Franklin  Supply  Company  Ltd. 

Grande  Prairie  Valve  & Fitting  Ltd. 

Telford  Valve  and  Specialties,  Inc. 

Wika  Instruments  Canada  Ltd. 

Zimco  Gauge  & Valves  Ltd. 

Valves-Pig 

Barber  Industries  Ltd. 

Master  Flo  Valve  Inc. 

Telford  Valve  and  Specialties,  Inc. 

Valseal  Ltd. 

Valves-Plug 

A.P.I.  Valve  Services  Ltd. 

Arinah  Services  Ltd. 

Associated  Valve  Corporation 
Comco  Pipe  and  Supply  Co. 

Enterra  BOP  Services 
Evergreen  Engineering  Ltd. 

Inland  Valve  Corporation  Ltd. 

Lynx  Tool  Company  Division  of  Lynx  Energy  Services  Corp. 
Newman  Hattersley  Ltd. 

Orbit  Valve  Canada  Ltd. 

Paragon  Controls  Limited 
Taro  Industries  Limited 
Telford  Valve  and  Specialties,  Inc. 

TOPCO  Sales 
Valseal  Ltd. 

Wheatley  Canada  Ltd. 

Valves-Repairing 

A.P.I.  Valve  Services  Ltd. 

Arinah  Services  Ltd. 

Barber  Industries  Ltd. 

Cooper  Industries  Canada  Inc.,  Cooper  Oil  Tool  Division 
Ed’s  Valve  Servicing  (1980)  Ltd. 

Enterra  Canada  Limited 
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Products  & Services 


-rank  Henry  Equipment  (1987)  Ltd. 
ron  Horse  Compression  Ltd. 

.^acific/Ramsay  Valve  Services  Inc. 

Paragon  Controls  Limited 
^lastron  Spray  Inc. 
battler  Proving  Co.  Ltd. 

5ealweld  Corporation  Ltd. 

"elford  Valve  and  Specialties,  Inc. 

Jniverse  Machine  Corporation 
^alseal  Ltd. 

/altek  Controls  Ltd, 

Veltech  Manufacturing  & Services  (1993)  Ltd. 

Vestern  Valve  Services  (1993)  Inc 

/alves-Safety 

LP.I.  Valve  Services  Ltd. 

laker  Oil  Tools  Canada 

Lantech  Controls 

interra  Canada  Limited 

5uiberson  AVA  Division,  Dresser  Canada  Inc. 

lalliburton  Energy  Services,  a Division  of  Halliburton  Canada  Inc. 

idependent  Machinery  Limited 

i’acific/Ramsay  Valve  Services  Inc. 

Tingle’s  Power  Swivel  Service  Ltd. 
loda  Deaco  Valve  Ltd. 
j'ega  Oilfield  Supply 
(alseal  Ltd. 
t/heatley  Canada  Ltd, 


St.  John  Ambulance 

Southern  Alberta  Institute  of  Technology 

Zee  Medical  Canada  Inc. 

Warehousing 

Kestrel  Data  Ltd, 

Pe  Ben  Industries  Company  Ltd. 

Petrocraft  Products  Ltd. 

Stacs  Record  Centre 

Success  Transportation  Systems  Ltd. 

Terra  Nova  Industries  Ltd 
\A/arner  Shelter  Systems  Limited 

Waste  Management 

Alberta  Special  Waste  Management  System 
Ceda-Reactor  Ltd. 

Curtis  Reclamation  Service  Ltd. 

Enviro  Desorption  Inc. 

Enviro-Guard  Reclamation  Inc. 
Environmental  Waste  Management  Ltd. 
Hankin  Atlas  Industries  Limited 
Hazco  Environmental  Services  Ltd. 

Newalta  Corporation 
Pembina  Oil  Separators 
Terracon  Geotechnique  Ltd. 

TriWaste  Reduction  Services  Inc. 
Wasteways  Canada  Ltd. 

Zeeland  Eco  Ltd. 


/alves-Solenoid 

C&M  Electric  Ltd. 
jelematic  Controls  Inc. 

/ariable  Speed  Drives 

JItra  Engineering  Services  Ltd. 

Jentrilift 

tommercial  Bearing  Service  (1966)  Ltd. 

).A.  Electric  Ltd. 
ireco  Drilling  Machinery 
tryden  Agencies  Ltd. 
iECOL  Electric  Ltd. 

;ackson  Power  & Electric  Ltd. 

'embina  Controls 
limark  Controls  Ltd. 

(peedco  Drives  & Controls  Ltd. 
leris  Hydraulics  Ltd. 

fenX  Flow  Testing 

lionhead  Engineering  and  Consulting  Ltd. 

/entilation  Heaters 

luffneck  Heaters 

Hbration  Control 

ice  Explosives  ETI  Ltd. 

'eta  Machinery  Analysis  Ltd. 
eta  Monitors  & Controls  Ltd. 
iamrose  Electric  Controls  Ltd. 
i.P.R.  Industries  Ltd. 

fibration  Instrumentation 

.ently  Nevada  Canada  Ltd. 
leta  Monitors  & Controls  Ltd. 

:ower  Ignition  Controls  Ltd. 

Vibration  Protection  Switches 

hittom  Equipment  Limited 

Hsual  Inspection  Systems 

anspec  Group  Inc. 
nage  Engineering  Ltd. 
page  Inspection  Services  Ltd. 
uperior  Inspection  Services 
'/estern  Instruments,  Inc. 

/estern  NDT  Sales 
|etec  Ltd. 

jVHMIS  Training  & Consulting 

!ore  Oilfield  Safety  Ltd. 

Dent  Decals  Ltd. 
itergroup  Safety  Services 
I educ  Safety  Service  Ltd. 


Waste  Recovery 

Canadian  Chemical  Reclaiming  Ltd. 

Pembina  Oil  Separators 
Zeeland  Eco  Ltd. 

Water  Analysis 

Chemex  Labs  Alberta  Inc. 

Chemical  & Geological  Laboratories  Inc. 

Hankin  Atlas  Industries  Limited 
Western  Industrial  Laboratories  Limited 

Water  Disposal 

Bearspaw  Compression  Industries  Ltd. 

Brad’s  Oilfield  Service  Ltd. 

Canadian  Crude  Separators  Inc. 

Curlis  Reclamation  Service  Ltd. 

Pembina  Oil  Separators 
Seller’s  Oilfield  Service  Ltd. 

Thread  Tech 
Total  Treating  Systems 

Water  Hauling 

Brad’s  Oilfield  Service  Ltd. 

Roy  Catt  W'ater  Hauling  Ltd. 

Dean’s  Oilfield  Services  Ltd. 

Lorchem  Industries  Limited 
M&J  Oilfield  Services  Co.  Ltd. 

Tartan  Transport  & Construction  Ltd. 

Wellsite  Industrial  (1985)  Ltd. 

Water  Purification  Equipment 

Clean  Fluids  Systems  Inc. 

Danvic  Associates  Ltd. 

Drilling  Fluids  Treatment  Systems  Inc.  (DFTS) 
Filtration  Services  Inc. 

Hankin  Atlas  Industries  Limited 
HTH  Heatech  Inc. 

I.P.  Constructors, 

Muis  Controls  Ltd, 

Prowest  Safety  and  Environmental  Services  Ltd. 
Ramtech  Enterprises  Ltd. 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Water  Source  Wells 

Accel  Testing  Inc. 

Griffin  Pumps,  division  of  Taro  Industries  Limited 
Hi-Rate  Drilling  1985  Ltd. 

Kudu  Industries  Inc. 

Water  Source  Wells  - Drilling 

Hi-Rate  Drilling  1985  Ltd. 


Water  Treating  Equipment,  Service  & 
Supplies 

Control  Chemical  Corp. 

Filtration  Services  Inc. 

Hankin  Atlas  Industries  Limited 
Hazco  Environmental  Services  Ltd, 

HITEC  Norway  Ltd. 

HTI  Technology  Canada  Ltd. 

I.P.  Constructors 

Kiseki  Environmental  Corporation 
Lotus  Equipment  Sales  Ltd. 

Martech  Dehydration  Systems  Inc. 

Polar  Environmental  Services  Ltd. 

Prowest  Safety  and  Environmental  Services  Ltd, 
Ramtech  Enterprises  Ltd. 

Rice  Engineering  & Operating  Ltd. 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Taber  Solids  Control  Ltd. 

Tretolite  Division  of  Petrolite  Canada  Inc, 

Westhaven  Chemicals  Ltd, 

Zantec  Inc. 

Weed  Control  Service 

Fimrite  Oilfield  Services  Ltd. 

Welding 

Alloy  Welders  Ltd. 

All-Track  Service  (1984)  Ltd. 

Aron  Services  Ltd. 

Asko  Machine  industries  Ltd. 

Canadian  Welding  & Manufacturing  Ltd. 

Complete  Package  Technology  Ltd. 

Dacro  Industries  Ltd. 

Dann's  Welding 
EC&M  Electric  Ltd. 

Gledhill  Steel  Products  Inc. 

Goldec  International  Equipment  Inc. 

Headhunters  Diesel  Ltd. 

Independent  Machinery  Limited 
Inspira  Engineering  Inc. 

Kana  Oilfield  Services  Ltd. 

Laden  industrial  Equipment  Inc. 

Liberty  Boilers  & Mechanical  Services  Inc. 

Mimco  Enterprises  Ltd. 

Mountain  Rig  & Equipment 
Nardei  Fabricators  Ltd. 

O.H.M.  Steel  Ltd. 

Porta-Test  Inc. 

Rebound  Rig  International  Ltd. 

Rotating  Equipment  Services  Inc, 

S.I.P.  Systems  Ltd. 

Sure  Weld  Industries  Ltd. 

Tartan  Transport  & Construction  Ltd. 

Tech-Source  Projects  Limited 
Universe  Machine  Corporation 
Walters  Oil  Tool  Machine  Ltd. 

Wemas  Metal  Products 

Welding  Engineering 

Ball  Associates  Engineering  Ltd. 

Canspec  Group  Inc. 

Welding  Equipment  & Supplies 

Alberta  Glove  Co,  Ltd. 

Canadian  Safety  Supply  Limited 
CRC-EVANS  Canada  Ltd. 

Edmonton  Tube  Sales  Ltd. 

Proline  Pipe  Equipment  Inc, 

Welding  Fittings 

Asko  Machine  Industries  Ltd. 

Dominion  Oilfields  Supply 
Franklin  Supply  Company  Ltd. 

Galaxy  Oilfield  Service  Ltd. 

Maverick  Supply  Ltd. 

Rice  Engineering  & Operating  Ltd, 

Welding  Inspection 

Canada  Inspection  Associates 
Canspec  Group  Inc, 

Pasquale  Mancuso  Construction  Ltd. 

Rivest  Testing  Inc, 

SAEL  Inspection  Ltd. 
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Shaw  Pipe  Protection 
Sioux  Consultants  Ltd. 

Western  Instruments,  Inc. 

Western  NOT  Sales 
Xetec  Ltd. 

Well  Information 

CD  PubCo  Inc. 

Digitech  Information  Services  Ltd. 

Drilling  Records 

Dyad  Data  Services  (Canada)  Limited 
ENSYTE  Energy  Software  Int’l  Ltd. 

Petroleum  Information  Canada  Ltd. 

Riley’s  Datashare  International  Ltd. 

Well  Information  Management  Systems 

Co-Design  Information  Systems  Ltd. 

Dataworks  Inc. 

Digitech  Information  Services  Ltd. 

Dyad  Data  Services  (Canada)  Limited 
Kestrel  Data  Ltd. 

Munro  Garrett  International 
OCOM  Systems  Ltd. 

Stacs  Record  Centre 

Well  Kill  Fluids 

Production  Dynamics  Ltd. 

Well  Log  Analysis 

Roke  Oil  Enterprises  Ltd. 

Tucker  Wireline  Services  Canada  Inc. 

Well  Test  Analysis 

Diagnostic  Engineering  Inc. 

Mow-Tech  Ltd. 

Northland  Production  Testing  Ltd. 

Opsco  92  Industries  Ltd 
Tri-Ener-Tech  Petroleum  Services  Ltd. 

Wellhead  Enclosures 

Christianson  Pipe  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Phoenix  Fence  (1986)  Ltd. 

Presidential  Industries  Ltd. 

Versa  Fibreglass  Products  Ltd. 
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Wellhead  Equipment,  Sales  & Services 

Barber  Industries  Ltd. 

Cooper  Industries  Canada  Inc.,  Cooper  Oil  Tool  Division 
Ed’s  Valve  Servicing  (1980)  Ltd. 

ENTERRA  Patco  Oilfield  Products  Limited 
F M C of  Canada  Ltd.,  Wellhead  Division 
Frank  Henry  Equipment  (1987)  Ltd. 

Galaxy  Oilfield  Service  Ltd, 

Global  Steel  Ltd. 

Lawson  Oilfield  Services  Ltd. 

Pacific/Ramsay  Valve  Services  Inc. 

Rialta  Supply  Ltd. 

Stream-Flo  Industries  Ltd. 

Sure  Weld  Industries  Ltd, 

Triumph  Tubular  & Supply  Ltd. 


Wireline  Equipment  Sales  & Service 

Bonnett’s  Wireline  Services  Ltd. 

Dynamic  Oil  Tools  Inc. 

ESS-ELL  Tool  Co.  Ltd. 

Frank  Henry  Equipment  (1987)  Ltd, 

General  Body  & Equipment  Ltd. 

GN  Corporations  Inc, 

Intercontinental  Truck  Body 
Opsco  92  Industries  Ltd 

Pretec  Wireline  & Production  Testing  Services  Inc. 
Rebound  Rig  International  Ltd, 

Site  Oil  Tools  Inc. 

Solid  Resources  Ltd. 

TOR  GEOscience  Corp. 

Tri  Alta  Oilfield  Industries  Ltd. 


Wellsite  Accommodation 

Alta-Fab  Structures  Ltd. 

Buzzard  Rentals  Ltd. 

C & V Portable  Accommodations  Ltd. 
Ducharme  Oilfield  Rentals  Ltd. 

Lad!  Wellsite  Rentals  & Repairs  Ltd. 

Lykal  Sales  & Oilfield  Rentals  Ltd. 

Mi  Casa  Rentals  Inc. 

PTI  Camp  Services 
R.W.i.  Oilfield  Service  Ltd. 

Wellsite  Geology 

Catalog  Technology  Inc 
Naft  Canada  Resources  Ltd. 

Winches 

Camex  Equipment  Sales  and  Rentals  Inc. 
Caytec  Equipment  Ltd. 

Danco  Equipment  Inc. 

General  Body  & Equipment  Ltd. 

Mark  Fyhn  Enterprises  Ltd. 

Teris  Hydraulics  Ltd. 

The  Truck  Outfitters 

Wire 

EECOL  Electric  Ltd, 

Jackson  Power  & Electric  Ltd. 

Westway  Electrical  Supplies  & Services  Ltd. 


Wiring  Devices 

D.M.C.  Data  Communications  Ltd. 

Westway  Electrical  Supplies  & Services  Ltd. 

X-Ray  Inspection  Service 

All  West  X-Ray  Ltd. 

Canada  Inspection  Associates 
Canspec  Group  Inc. 

International  Radiography  & Inspection  Services  (1976)  Ltd. 
Omega  Inspection  Ltd, 

Rivest  Testing  Inc. 

Western  Instruments,  Inc. 

Western  NDT  Sales 
Xetec  Ltd. 
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Working  For  You 


The  Alberta  Advantage  includes  the  most  productive  workforce  and  the  lowest  overall  taxes  in 
Canada,  a strategic  location,  a wealth  of  natural  resources  and  a commitment  to  free  enterprise, 


Whether  you're  looking  for  products,  investment  opportunities,  or  a strategic  partner,  Alberta 
Economic  Development  and  Tourism  ~ and  our  worldwide  representatives  - will  provide  you  with 
the  information  you  need.  We  offer  economic  and  market  data  on  Alberta  plus  extensive 
information  on  business  opportunities  in  our  growing  province. 


Let  us  show  you  how  to  get  the  Alberta  Advantage  working  for  you. 


Alberta  Economic 
Development  and  Tourism 

Tourism,  Trade  and  Investment 
4th  Floor,  Commerce  Place 
10155  - 102  Street 
Edmonton,  Alberta,  Canada 
T5K  4L6 

Phone  (403)  422-6236 
Fax  (403)  422-9127 


London 

Alberta  Government  Office 
1 Mount  Street 
London,  England,  W1Y5AA 
Phone  44-71-491-3430 
Pax  44-71-629-2296 

Hong  Kong 

Alberta  Government  Office 
Rooms  1003-4 

Admiralty  Centre,  Tower  Two 
Harcourt  Road 
Central,  Hong  Kong 
Phone  011-852-528-4729 
Fax  01 1-852-529-81 15 


Seoul 

Alberta  Government  Office 
10th  Floor  Kolon  Building 
45  Mukyo-dong,  Chung-Ku 
Seoul,  Korea  100-170 
Phone  011-82-2-753-2605 
Fax  011-82-2-755-0686 

Taiwan 

Office  of  the  Trade  Representative 
13th  Floor 

365  Fu  Hsing  Road  North 
Taipei  104,  Taiwan 
Phone  011-886-2-715-3637 
Fax  011-886-2-715-1717 


Tokyo 

Alberta  Government  Office 
Place  Canada,  3rd  Floor 
3-37  Akasaka  7 - chome 
Minato-ku,  Tokyo  107,  Japan 
Phone  011-81-3-3475-1171 
Fax  011-81-3-3470-3939 

New  York 

Alberta  Government  Office 
23rd  Floor,  General  Motors  Building 
New  York,  NY  10153  USA 
Phone  212-759-2222 
Fax  212-759-3682 
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